PITTSFIELD, MA 


кү 1889 
? | 


FILMED FROM THE HOLDINGS OF 
THE LIBRARY OF CONGRESS 


CHICKERING S 


COMMERCIAL COLLEGE 


д——АМО— 


BUSINESS SCIIOOL. 


BENJ. CHICKERING, Principal 


Martin's Block, 5 Bank Row, Pittsfield, Mass. 


- We aim to fit young men and women for advanced positions in busi- 
ness houses, Low fares to Pittsfield and times of trains favor our pupils 
boarding at hom». 


1834. | 1889. | 


W. C. BACKUS’ SONS, 


PLUMBERS. 


DEALERS IN 


Furnaces, Ranges, Stoves, &c. 


JOB WORK OF ALL KINDS. 


Estimates Furnished on Plumbing, Tin and Sheet Iron: Work. 


ARRON TILE. 


No.1 BANK ROW, PITTSFIELD, MASS. 


м ү I? 
у Я 11i Р uke WOW WKY y 
хобо Hanse, 
W. W. PERRY, Prop'r. 2 
Rooms supplied with Running Water, Gas and Steam. 
Free Carriage to and from the Union Depot. 


WHEELMAN'S LEAGUE HOTEL. 


Entrance, ọ Summer St, four doors from North, 
PITTSFIELD, MASS. 


MAPLEWOOD HOTEL, 


ARTHUR W. PLUMB, Proprietor. 


TERM S: 


$2.50 to $3.00 per Day. $15.00 to $21.00 per Week. 


North Street, corner Maplewood Av., Pittsfield, Mass. 


PRICE, LEE & CO, 


DIRECTORY PUBLISHERS, 


707-715 Chapel Street, oe New Haven, Conn. 


(V) 


JAMES H. BUTLER, 


WHOLESALE AND RETAIL DEALER IN 


LUMBER, 


LATH, SHINGLES, 
Doors,Sash, Blinds, Mouldings, | 


CASINGS, HARD WOOD, PINE and SPRUCE FLOORING, 
And finished material of every description. 


Also Dimension Timber Always on Hand or Furnished 
` to Order Promptly. 


42 Fenn Street, Pittsfield, Mass. 
CHAS. E. MERRILL, 


LUMBER, 
DOORS, SASH AND BLINDS. 


MOULDINGS AND WOOD WORK 


Of Every Description Made to Order. 


Special Attention Given to Stair Building. 


——ALSO—— 


BLACKSMITH AND WAGON SHOP. 
140 North Street, Pittsfield, Mass. 


MUNYAN, 
ARPENTER, 


Contractor and Builder. 


NEW WORK AND ALL KINDS OF JOBBING 
DONE AT SHORT NOTICE. 


Shop, Allen Street, rear Academy of Music, 
PITTSFIELD, MASS. 


We have the following Directories on File at 
the Berkshire Atheneum, for the ase of our 


patrons and the public. 
PRICE, LEE & CO. 


New Haven, Bridgeport, Waterbury, Meri- 
den, New Britain, Fitchburg, Norwich, North- 
ampton, Gardner, Winchendon, New Milford, 
Adams, Amherst, Derby, Springfield, Middle- 
town, Great Barrington, Poughkeepsie, Wor- 
cester, Boston, Athol, Etc., Willimantic, North 
Adams, Albany, Troy, New York Business, 
Holyoke, Bristol. 


ESTABLISHED (М 1831. ` CAPITAL, '$ 1,500,000. 
Р. L. MOEN, President and Treasurer. CHAS. F. WASHBURN, Vice-President and Secretary. 


Washburn & Moen Manufacturing Б 


Worcester, Mass. New York City. Chicago. 


EVERY VARIETY OF VV [РЕ For ALL PURPOSES. 


HARD AND SOFT DRAWN 


Copper Wire for Electrical Purposes. 


Galvanized Iron and Steel Telegraph and Telephone Wire. 
GLIDDEN PATENT STEEL BARB WIRE. 


|Watch & Clock к : Two Strand | 
| Main Springs. S Twisted & Flat ||. 


ES ; Twisted 
= СМ V4 


Eyeglass Springs. 


FENCE WIRE, 
without Barbs, | 


| Steel Wire 
отг Needles and | 
Drills. 


Fence Staples, 
Stretchers,etc. 


ч кызу Дф їй, Annealed, 
‘Patent Stee! Wire Ам М «ОРА j Tin, 


bale Ties. A " ee” | Galvanized and | 
— | Copper Wire, 


" | я | 
| Pump Chain. On Spools 1 cz, to 11b 


|WIRE ROPE в E CABLE. 


| Galvanized Iron Wire Rope for Ship's Rigging, etc. Galvanized Steel Wire Cables fot 
Suspension Bridges. Transmission and Standing Ropes, Hoisting Ropes, Tiller Ropes, 
Switch Ropes, Copper, Iron and Tinned Sash Cord, Phosphor Bronze and Copper 
Wire Rope, Wire Clothes Lines, Picture Cord, Galvanized Wire Seizing, 
And all the Fixtu:es and Appliances required for use with the foregoing. 


SEND FOR PRICE LISTS, CIRCULARS and DESCRIPTIVE PAMPHLETS. 


1 New York Warehouse, 16 Cliff St. Chicago Warehouse, 107 and 109 Lake St. 


CHENEY BROTHERS, 


SILK MANUFACTURERS, 


MILLS, 


HARTFORD and SOUTH MANCHESTER, CT. 


SALESROOME, 


NEW YORK, BOSTON, • :CHICAGO, 
477 Broome St. 79 Chauncey St. 186 Franklin 8. 


Velvets and Plushes: Solid Colors, Striped, Embossed. 


Foulards and Pongees: All kinds and Widths, Plain, Figured, and Printed, 
for Dress Goods and Decorative purposes. 


Handkerchiefs and Mufflers: Printed, Plain, and Brocaded. 


Satins and Twills: Printedand Solid Colors. Millinery Silks, Parasol Goods, : 


Lining Silks, Marcelines, Florentines, Grenadines, Gauze, Black and Colored 
Gros Grains, Rhadames, Tricots, Armures. 


RIBBONS, 


Gros Grain, Satin, and Picot Edge. 


TRAMS, ORGANZINES, AND FINE-SPUN SILKS, 


FOR MANUFACTURERS’ USE, 


Silks for special purposes to order. 
\ ———— 


EsTABLISHED 1838. INCORPORATED 1854. 


| 


(IX) 


BOSTON 


Lead Manufacturing Co. 


NG : x § 162 Congress Street, 
CORNER CONGRESS & FRANKLIN STS. | 180 and 182 Franklin Street. 


E 
ү; 


А MANUFACTURERS OF 
Boston “Star” Brand 


PURE WHITE LEAD, 


RED LEAD AND LITHARGE, 
LEAD PIPE AND SHEET LEAD, 


Patent Tin Lined Pipe, 
Pure Block Tin Pipe, 
Copper and Iron Pumps, 
Pig Lead, Pig Tin, Solder, Etc. 


Our Pure White Lead, both dry and ground in oil, we warrant to be strictly pure, 


ep andes = that for Fineness, Body and Durability, it is not surpassed by any Lead 


We warrant our Red Lead and Litharge to be strictly pure and of the finest quality. 


бутө E ps Medal, the highest award, by the Massachusetts Charitable Mechan- 


SAMUEL LITTLE, President. 
WILLIAM J. BRIDE, Treasurer. 


A 


WOOD BROS., 


PIANOS and ORGANS | 


Eor Sale or to Rent. 


None but reliable makes offered for sale at our Warerooms. Special agents for 


STEINWAY & SONS, HAINES BROS., 


KRANICH & BACH, VOSE & SONS. 


A Large Stock of Organs, in- 
cluding the celebrated Wor- 
cester, Smith-American and 
Mason & Hamlin Organs. 


Get Our Prices Before You Pur- . 
chase. 


— SHEET MUSIC, MUSIC BOOKS. | 
^ WOOD BROS., 


То NORTH STREET, PITTSFIELD, MASS. 


BERKSHIRE COUNTY SAVINGS BANK 


OF PITTSFIELD, MASS. 
Berkshire Life Insurance Co. Building, 3 North St. 


JOHN Р. WARRINER, President. 


JAMES FRANCIS, GEO. N. DUTTON, BYRON WESTON, F. W. HINS- 
DALE, Vice-Presidents. { 


ROBERT W. ADAM, Treasurer. 
WILLIAM L. ADAM, Assistant Treasurer. А 
WILLIAM L. ADAM, Secretary. 


TRUSTEES—John E. Merrill, Josiah Carter, W. H. Sloan, John C. West, 
Hascal Dodge, Jabez L. Peck, John V. Barker, Henry M. Peirson, John M. 
Brewster, Frank W. Dutton, J. M. Stevenson, Charles W. Kellogg, Alexander 
Kennedy, Arthur H. Rice, Thomas D. Peck. 

g BOARD OF INVESTMENT—Robert W. Adam, Jabez L. Peck, W. H. 
oan 


PITTSFIELD, MZ 


DRAWN FOR 


PRICE, LEEB G2 CS 
WALTER WATSON, C. E. 


For the Pittsfield Directory. 


a n ANA 
Entered according to Act of Congress, in the year иы PRICE, LEE & CO., in 
Librarian of Congress at Washington. 


tew A 


№ 
ee Lathe 
CA 


^ 
i 
О 
О 
' 
1 
Ц 
d 
t 


MAP OF 
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PRICE, LEE $ CO., 
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WALTER WATSON, С. Е. 


For the Pittsfield Directory. 
г 1889, by PRICE, LEE & CO., in the оћсе of the 
gton. 


Entered according to Act of Congress, in the yea: 
Librarian of Congress at Washin, 
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PITTSFIELD. 


DRAWN FOR 


PRICE, LEE Gm 


— Y —— 
WALTER WATSON, C. E. 


For the Pittsfield Directo 


—————————————— 
Entered according to Act of Congress, in the year 1889, by PRICE, LEE & 
Librarian of Congress at V ashington. 
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PITTSFIELD, MASS. 


. DRAWN FOR 


PRICE, LEB d СО. 
WALTER WATSON, C. E. 


For the. Pittsfield Directory. 


` Entered according to Act of Congress, in the year 120, Dy PRICE, LEE & CO., in the office of the 
Librarian of Congress at Washington. 
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PITTSFIELD Ме 
DIRECTORY 


1889. 


CONTAINING 


A GENERAL DIRECTORY OF THE CITIZENS, 


NEW MAP, 
STREET DIRECTORY, 


CLASSIFIED BUSINESS DIRECTORY, 
Я Ф OFFICERS OF TOWN GOVERNMENT, 


CHURCHES, SCHOOLS, SOCIETIES, ETC. 


аА OF CONG 
"COPYRIGHT S. 
‘+ SEP В 1889“ 
Soa 23/07 
ISHINGTON: / 
m 
PRICE, LEE & CoO. 
PUBLISHERS, . 
HOME OFFICE: SECOND NATIONAL BANK BUILDING, 
NEW HAVEN, CONN. 


Entered, according to Act of Congress, in the year 1889, by Price, LEE & Co., in the officeof the Ў 
Librarian of Congress, at Washington. 
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Advertisements 
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ILLUSTRATIONS. 
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Berkshire Life Insurance Building............ 4t rt р 
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First Congregational Church.......... etn 
Methodist Episcopal Church 


SYNOPSIS. 


Names in Directory, 1888.... 
Names erased in preparing Directory, 1889 
Names added in preparing Directory. 1889 


Names in Directory, 1889............ eee IH 
Increase. ........ РИКИ ЕЕЕ КУЫ СЕЕН ЕК eese ethernet 
Changes in ГосзЙоп...............+ Ө, “КУТО Л ь 9» ...... 


INDEX TO ADVERTISERS 


PAGE 
Agricultural National Bank........ 
American Нойпве.................. ‹ 
Andrus Е. О ; 


Ayers P. J 
Backus W. С. Sons ....front col'd III 
Bailey G- Wiis длина 257 
Barber G. R 
Bastion John J.................... 266 
Bates OCT ааз оа, eked à. 258 
Bel Air Mfg. Co 
Berkshire County Eagle, 
Berkshire County Savings Bank, 

front col'd X 
Berkshire House front col'd IV 
Berkshire Life Ins. Co. The 

b&ck cover 

Berkshire Mutual Fire Ins. Co... ..238 
Berkshire Valley Paper Co. 
Bicknell E. K. & Co. .......... -...278 
Bidwell George A back cover 
Booth Gilbert A 
Branch George W 
Brewster F. W. & Co 
Bridges Samuel 
Butler James H 
Carter Josiah 


Casey & Bacon 

Chickering B 

Clark William & Co 

Clark Zoe Miss. . ................... 
Cobb Ered- Us авы: 
Cohen M 


Cooke Rollin H...... Ake ое 236 
Curley, McCormick & Co......... 284 
Danis T 288 
Deeley Lawrence 288 
Dutton & Tucker 269 
Eagen James 283 


Eddy H. D 

Enright J. H. & J. J 
Farreil & May Shoe Co 
Feeley John .. ........ 
Ferry С. S. & Sons 
Fish O. S 


Gabeler A. W front cover 
Gamwell C. C front cover 


Gorton George L 

Gould John 8 

Grieger John... 

Guilds F. б. & Co 

Hall Т: Е, & (0... eee veter o orna 
Harrington Frederick 

Harrington & Co 

Hemming John F 

Henry & Blain 

Holland Bros 

Hollis C. R 

Hopkins G. N 

Houle George L.. ...................987 
Hull F. A back cover 


Keenan & Higgins 
Kells R. & Co 

Kelly William 
Kennedy & MacInnes 
Kohler T 


Lester Irving L 

Linnehan J. M. & Co. 

Lockwood H. E 

Peas H: Рес acetone es 
MacFarlane Edward 

May & Chapel 

McDonald J. E 


INDEX TO ADVERTISERS. 


PAGE 


Merrill C. E............. front col'd V 
Miller Kelton B.... 
Mills A. A 
Moore Marcus T 
Morgan H. T. & Co back cover 
Morton W. G. & Co .. 276 
Munyan D. C... 
Murdock G. A... 
‘Murphy John F 
Murray J. W 
Nash E. H.. 
Newton M. i The Dining Rooms. -286 
Nickerson Joshua C., 
opp inside back cover 
Nugent William 
Nuss Alex.. Р 
Oatman Н. T. & W. n 
Parsons & Sears, opp inside back cover 
Peirson & Son 
Pierce William & Son 
Pittsfield Coal Gas Co 
Pittsfield Evening Journal 
Pittsfield Mfg. Co 
Pittsfield National Bank 
Pittsfield Rubber Stamp and Print- 


Plumb A. W 

Pontoosuc Woolen Mfg. Со........ 
Prince & Walker 

Prout Geo. W 

Purdy Ralph P.. 

Raab George. 

Ranous A. R. 

Read W. А........ At ЖУ ee ee 290 
Read & Burns 

Rice A. H. & Co 

Robbins, Gamwell & Co 

Robbins, Kellogg & Co 

Roberts Oscar S 

Robison E. S 


Rouse John P. & Co 

Russell H. 8. & Co 

Russell John L 

Russell & Jones Clock Co, 

Schmidt Rudolph. 

Schurmeyer A. & Co.............. 


Simmons E. A.......... 

Sisson & Robinson 

Sloper C. W 

Smith Arthur 

Smith Benjamin 

Stevens L. А .. 

Stevenson J. M. & Co 

Strong J. K 

Sun Printing Co 

Taylor H. S. & Sons 

Teeling R. A 

Teeling W. H. & Co 

Terry S. G 

Third National Bank. 

Tobey В. E. 8. Mrs 

Tracy William W............- 
Ward Zi À.....— mo 

Watkins C. B. Mrs 

Watkins R. C 

Wellington H. B 

West John C. & Bro 

Whelden C. M bol 
White John.............. ere 279 
Williams A. Mrs... 

Williams Eleazar 

Wilson H. Neill 

‘Wilson & Horton 

Wilson & Read.......... front col’d II 
Wolff C. M ...265 
Wood Bros 

Wood E. P. & Sons. 

Woodruff F. A 

Wright & Burns 


BUSINESS DIRECTORY: OUT-OF-TOWN ADVERTISERS. 


Agricultural Implements. 
Price & Reed, 516 Broadway, Albany 


Bale Ties. 
Washburn & Moen Mfg. Co., Worcester, 
front col'd vil 
Bankers. 
Brown Bros. & Co., New York 
Security Investment Co. 
Milk, Boston 
Barb Fencing. 
Washburn & Moen Mfg. Co., Worcester, 
front col'd vit 
Block Tin Pipe. 
Boston Lead Mfg. Co., cor. Congress and Frank- 
lin, Boston front сора їх 
Box Mfrs. 
Page Geo. G. Box Co., 3 to 13 Hampshire, 
Cambridgeport. 
Box Printers. 
Page Geo. б. Box Co., 3 to 13 Hampshire, 
Cambridgeport 
Box Shooks. 
Page Geo. G. Box X Co., 3 to 13 Hampshtre, 
Cambridgeport 
Brazier’s Rods. 
Washburn & Moen Mfg. о Worcester, 
front col'd vii 
Card Board. 


Dennison Mfg. Co., 26 and 28 Franklin, Bos- 
back in gold and 295 


Card Wire. 
Washburn & Moen Mfg. Co., Worcester, 
front col'd vit 
Carringe and Sleigh Robes. 
Cotrell & Leonard, 472 and 474 Broadway, 
Albany Inside bacK cover 
Clothes Line Wire. 
Washburn & Moen Mfg. Co., Worcester, 
front col'd vit 
Cockroach and Water Bug Extermina- 
tor. 
HookerS. A., Willimantic, Conn 


Copper Wire. 
Washburn & Moen Mfg. Co., Worcester, " 
front col'd vit 
Corset Wire. 
Washburn & Moen Mfg. Co., Worcester, 
front col'd vii 


Crinoline Wire. 
Washburn & Moen Mfg. Co., Worcester, 
front col'd vil 
Dandy Rolls. 
Cheney Bigelow Wire Works, Springfield.opp 333 


Druggists’ Boxes. 
Denuteon Mfg. Co., 26 and 28 Prankita, Bos- 
back in gold and 295 
Fence Wire. 
Washburn & Moen Mfg. Co., Worcester, 
front col'd vit 
Florists. 
Price & Reed, 516 Broadway, Albany. 


Foundry Riddle Mfrs. 
Cheney Bigelow Wire Works, Springfield, .opp 333 


Fourdrinier Wires. 
Cheney Bigelow Wire Works, Springfleld.opp 333 


Furriers. 
Cotrell ies P aeree 472 and 474 Broadway, 
Alb nside back cover 


Furs and Fur Lined Overconts, 
Cotrell а. AS 412 and 474 Broadwa 
Alban inside back cover 
Galvanized Wire. 
Washburn & Moen Mfg. Co., Worcester, 
z front col'd vii 
Hammocks, 
Cotrell & Leonard, 472 and 474 Broadway, 
Albany. inside back cover 


Handkerchief and Muffler Mfrs. 
Cheney Bros., South Manchester, Conn., 
front col'd viii 
Hats, Caps and Furs, 
Cotrell & Leonard, 472 and 474 Broadway, 
Albany inside back ‘cover 
Hay Bale Ties. 
Washburn & Moen Mfg. Co., Worcester, 
front col'd vil 
Horse Clothing. 
Cotrell & Leonard, 472 and 474 Broadway, 
Albany inside back cover 


Ink Mfrs. 
Queen City Ink Co., Cincinnati, ОМо 


Insurance Co. (Steam Boiler.) 
Наото го аи Boiler Inspection and Insur- 


Investment Bankers. 
Security Investment Co., 17 Milk, Boston 


Iron Wire. 
Washburn & Moen Mfg. Co., Worcester, 
front cold уй 


Jewelers’ Boxes. 


Dennison Mfg. Co., 26 and 28 Franklin, Bos- 
back in gold and 295 


Machinery Wire. 
Washburn & Moen Mfg. Co., Worcester, 
front col'd vit 


OUT-OF-TOWN ADVERTISERS. 


Mackintosh Conts. 


Market Wire. 


; Moen Mfg. Co., Worcester. 
Washburn & Moen Mfg. Йал, сога vil 


Military Caps (Mfrs. of). 
472 and 474 Broadway, 
inside back cover 
Mortgages. 
Security Investment Co., 17 Milk, Boston,.......298 


Music Wire. 


Moen Mfg. Co., Worcester, 
Washburn & Moen Mfg. er, cord vit 


Ofüce Railings. 
Cheney Bigelow Wire Works, Springfield. ..opp 333 


Packers. 


Griflin & McElroy, cor. Gold and Water, А 
Bridgeport, Conn ..... о.е ннен * 299 
Packing Boxes. 


Page Geo. G. Box Co., 8 to13 Hampshire, 


СаштЬт1йркерогї%.......... ... т * ана 297 


Pen Mfrs. 
Estabrook Steel Pen Co., 26 John, New York.... 


Printers’ Rollers. 
Reilly D. J. & Co., New York 


Provision Dealers (Wholesale). 


Griffin & McElroy, cor. Gold and Water, 
Bridgeport, CONN.. неее 299 


Ribbon Mfrs. 


С B 8 h Manchester, Conn. 
Cheney Bros., South Mai и ord viti 


Rivet Wire. 


N Mfg. Co., Worcester, 
Washburn & Moen Mfg або, cold vil 


Rolling Mills. 


Ҹ fg. Со., Worcester, 
Washt urn & Moen Mfg , eint сога vil 


Round Iron. 


on Mfg. Co., Worcester, 
ee Е front col'd vil 


Satin nnd Twills Mfrs. 
7 Е h Manchester, Conn., 
оний Я >” front сога viil 


Seeds (Wholesale and Retail). 
Price & Reed, 516 Broadway, Albany 


Sheet Lead Mfrs. 


Boston Lead Mfg. Co., cor. Congress and Frank- 
lin, Roston front col'd 1х 


Silk Mfrs. 


7 ; Bros., South Manchester, Conn., 
тг" : front сога vill 


Spring Wire. 


t & Moen Mfg. Co., Worcester, 
Жыр s i front col'd vii 


Stationers’ Specialties. 


Dennison Mfg. Co., 26 and 28 Franklin, Boston 


back in gold and 295 


Steel Barb Fencing. 


Washburn & Moen Mfg. Co., Worcester, 
x front col'd vii 


Steel Drill Wire. 


Washburn & Moen Mfg. Co., Worcester, 
front col'd vii 


Steel Pen Mfrs. 
Estabrook Steel Pen Co., 26 John, New York....298 


Steel Wire. 


Moen Mfg. Co., Worcester, 
Washburn & Moen Mfg. Co ег, cord vil 


Stone Wire. 


| & Moen Mfg. Co., Worcester, 
ag : е front col'd vii 


Tags. 


_ . CO., 26 and 28 Franklin, Boston, 
Pn ит back in gold and 295 


Telegraph Wire. 


Moen Mfg. Co., Worcester, 
Washburn & Moen Mfg. » Бег ожа 


Tinned Lined Pipe. 
Boston Lead Mfg. Co., cor. Congress and Frank- 
lin, Boston front col'd ix 
Tinned Wire. 


4 Mfg. Co., Worcester 
Washburn & Moen Mfg е, cord vil 


Trunks, Bags and Umbrellas. 

И & Leonard, 472 and 474 Broadway, 
шыг? i Е : inside back ‘cover 
Trust Company. 

Security Investment Co., 17 Milk, Boston 


Velvet and Plush Mfrs. 
b s., South Manchester, Conn., 
Cheney Bros., South Mancheste nn cord vill 
Watch Springs. 


X Moen Mfg. Co., Worcester, 
ее Y front cold vii 


4; Western Mortgages. 
ту Investment Co., 17 Milk, Boston 
Fe Wire. 


Washburn & Moen Mfg. Co., Worcester, 
front сога vil 


Wire Cloth Mfrs. 
Cheney Bigelow Wire Works, Springfield. .opp 333 


Wire Fence and Garden Railings. 
Cheney Bigelow Wire Works, Springfield. .opp 333 


White Lend Mfrs. 


Boston Lead Mfg. Co.,cor. Congress and Frank- 
lin, Boston front col'd p ix 


Wire Rope. 


ү & Moen Mfg. Co., Worcester, 
are = front col'd vil 


LIST OF MARRIAGES IN PITTSFIELD 


From July 1, 1888, to July 1, 1889. 


Akers G.-Stone A. 
Alcott F. W.-Willard S. W. 
Balzar J. W.-Tier C. M. 
Barry M.-Dailey M. 
Beitzell H. F.-Jacob M. A. 
, Belcher A.-Sincier S. 
Bergen D. V.-Kearney B. 
Bird E. L.-Sperling A. 
Boyle P.-Kidney A. 
Broderick J. F.-Barry M. E. 
, Burdick A. S.-Smith E. F. 
Burdick E. R.-Haight M. E. 
, Burk M.-Cooke M. 
Burke H.-Lew M. 
Burke M.-Corcoran E. J. 
, Callahan H.-Fahey B. 
, Carr W. A.-King C. 


Castle G. B.-Vàn Bergan H. S. 
Chestnut F. W.-Bennett M. L. 


, Collins J.-Lally C. 


-12, Cookingham Е. W.-Reid М. Н. 


Coope F.-Buckley N. 

Cowlin A.-Kirby E. 

Crapper E. G.-Hines M. 
, Creelin D.-Costello M. 


Dano R. F.-Stockbridge M. M. 


Delany M. F.-Buckley J. E. 
, Dewat C. K.-Gould G. 
Dodge N.- Thompson A. 
Dunbar G. C.-Howard C. 
Durgin H. H.-Willey K. E. 
, Eagan J.-Smith M. 
Eastland E. P.-Murray A. 
, Ellick M. M.-Hersburg J. 


Fahey E. W.-McKeevee M. A. 
, Fairfield H. J.-Chapman M. R. 


Farrell D.-Winn M. 

Finn J.-Linsky C. 

Flowers B. F.-Nowel L. J. 

Flummer C.-Conway E. 

Follwell F. S.-Campbell J. E. 
25, Fornmark R.-Holmetz E. M. 

Frank W. H.-Coleman M. 

, Freehoffer A.-Goodrich E. 
Fuller S. F.-Prosier A. L. 
Fuller J. V.-Coleman C. R. 
Gallagher J.-Fern A. 

5—8, Gilbert J.-Prude D. A. 
2—5, Goodsell J. F.-Griffin M. J. 


7-18, Greenwood Н. W.-Read N..C. 


8-29, Grunow H.- Kaspar I. 
7-30, Hall M. R.-Norris M. 

1—7, Helfer A.—Morrison M. 
1-23, Herd J. J.-Nielenhousen A. 


Higgins C. H. Jr.-Howard 3. E. 
Horton L. W.-Walsh Н. 
Howard H.-Ford M. A. 
Huslmar A.-Laeber M, 
Jackson A. E.-Howard M. L. 
Jacob M. J.-Cavanaugh M. 
Jandro C. J.-Beauchemin V. 
Jeffrus L. R.-Kinney E. 


, Kearney J.-Lindsey N. 

, Keenan M. N.-Mie N. E. 

, Kelly W. H.-Carey M. E. 

. Kennedy C. C.-Sherman S. A. 


Kreiger T.-Barber E. E. 
Lambert N.-Street M. 
Lamountain P.-Ducelles M. 


, Loehr F.-Sadler C. 


Lutz C.-Myers M. 


, Madison E. L.-O'Connors 8. 
, Malt J. T.-Steele E. J. 
3, Mannion J.-Hardiman M. E. 


Marrigan M. J.-Hopper R. 
Mattis J. E.-Reed H. L. 
McAllister E. E.-Crossin M. 
McNeice J.-Kelly C. 


‚ Mee J.-Moran M. 


Morrisey J. J.-White L. E. 


, Morrissey W. E.-McNeice E. 


Murphy D.-D wyer Н. 
Nelson F. C.-Hammon F. L. 


2, O'Brien J.-O'Day M. 


Pawling F.-Wright II. 
Pelky T.-Blair R. 
Pomeroy T. L.-Richards L. C. 


, Prescott G. В Jr.-Cooley F. n. 


Purnell S.-Ford M. A. 
Quinn J. 4.-Mullany W. 


‚ Renfrew W.-CoeD. A. 


Rice E. J.-Carroll E. 
Robinson A.-Southern E. E. 
Ryan M -Ambrose A. 
Scudder С B.-Perry I. 
Smith F. A.-Mattoon O. N. 
St. James J. J.-Dillon A. T. 
Sykes Н. W.-Robbins N. А. 
Synam J.-Whitmvre 8. 
Teale W.-Flood T. F. 


. Tierney P. S.- McMahon B. 
‚ Tubert R.-Connors M. 
, Turner J.-Carney M. A. 
. Weimman P.-Peters E. 
29, Wentworth W. P.-Solomen I. 
5. Wood E. N.-Dreper M. J. 


Wood W. E -Cummings J. W. 
Woods C. L.-Kelly P. 


DEATHS IN «PITTSFIELD, 


OF PERSONS OVER EIGHTEEN WEARS OF AGE, 


From July,1888,toJuly 1889. 


Albert Carrie A., March 21, 
Arnum Russell, Sept. 2, 
Backus Charles H., Sept. 20, 
Backus William G., Nov. 3, 
Badger Mary A., Oct. 1, 
Barker Helen W., April 11, 
Barker Marcia M., April 3, - 
Barry Maria, July 15, 
Bassett Helen Elizabe h, Jan. 8, 
Bates Huldah, Jan. 2, 
Bates William, June 17, 
Billett Patrick, July 9, 
Birtz Elvize, April 3, 
Bonney Nicholas Drew, March 13, 
Boyce Amy, Dec. 12, 
Brewster Henry B., Oct. 14, 
Burlingham Kate, April 16, 
Butterly Peter, Feb. 23, 
Caffrey James, July 1, 
Calahan Ellen, Dec. 16, 
Calahan Patrick, Dec. 19, 
Callahan Ellen, Sept. 11, 
Callahan Mary, Aug. 16, 
Campbell Lucy Ann, June 2, 
Chester Sophronia, Dec. 13, 
Churchill Eliza, March 18, 
Churchill John B., Oct. 18, 
Clark William D., Jan. 6, 
Clifford Fannie E., Feb. 3, 
Coleman Catherine, Feb. 15, 
Coleman Jeremiah, Sept. 3, 
Collins Mary Mrs., March 29, 
Connelly Patrick, March 4, 
Corbett Mary, Dec. 24, 
Coslillo Kate, Dec. 3, 
Cramer Peter, May 30, 
Curtis Maria, Sept. 20, 
Curtiss Frederick, Feb. 3, 
Daniels Stephen V. R., Sept. 7, 
Dano Mary M.. April 18, 
Dano William F., March 27, 
Dauseraur Everige, March 31, 
Davis James В., July 16, 
Day Jane E. Mrs., June 10, 
Dewey Mary, Oct. 5, 
Douchur Patrick, Oct. 18, 
Duffy Rose. July 15, 
Dunnigan Mary. April 14, 
Dwyre Jerry, July 31, 


Ely Electa R., Oct. 98, » 
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Emerson E. B., Feb. 18, 
Emerson Jeannie F., Feb. 22, 
Evans Maggie J., June 17, 
Fallett Oliver, July 16, 
Fallon James, Nov. 13, 
Faulkner George, Aug. 27, 
Feeley James Mrs., Dec. 15, 

, Field Livinia E. Mrs., May 17, 


y Filley William T., Feb. 27, 


Flynn Katie M., May 30, 
Ford George, July 4, 

Foster Lucy S., Jan. 30, 
Franklin Angeline, Oct. 8, 
French Edmund Mrs., June 24, 
Gazan Johannah, Dec. 23, 
Gilbert Mary, Aug. 17, 

Ginn Johi N., Dec. 15, 
Gorman Martin, June 5, 
Gorman Patrick, July 24, 
Gorman Thomas, May 1, 
Grady Martin F., Sept. 3, 
Granger Elizabeth A., Nov. 28, 
Haggerty Owen, March 12, 
Hahnehan Charles, May 21, 
Hanrahan Mary, Jan. 9, 
Harris Sarah Salina, March 14, 
Helwig George, July 8, __ 
Hodecker Sophia, Feb. 16. 
Holloran Margaret, May 31, 
Holwell Ernest P. G., Oct. 10, 
Holmes Mary E., March 22, 
Humpbreville Ada L., July 1, 
Humphrey Alice, March 26, 
Huzzy Michael, Sept. 21, 
Hyde Albert, Sept. 30, 
Ingraham William T., May 4, 
Jones David, Jan. 3, 

Kairs John, Aug. 11, 
Kearney Patrick, March 10, 
Kedgell Lizzie A , May 29, 
Kelly Sarah E., May 18, 
Kirchner Mathias, Nov. 29, 
Kirtiklis Michael, July 29, 
Labrut Emil, July 9, 

Laird Martha M., July 18, 
Lalor Eliza Jane, March 9, 
Lamb Margaret. Oct. 30, 
Leahey David. July 12, 


LeBarnes William, April 8, 
Leonard Mary, Feb. 24, 


LIST OF DEATHS. 


Libby Sarah Washburn, April 8, 
Loher Mary, Aug. 26, 

Look William B., May 28, 
Mara Honora, April 2, 
McCaffrey Mary Ann, Feb. 5, 
McCauley Margaret, March 4, 
McDonald, Dec. 25, 
McDonald Ann Mrs., April 26, 
McDonald Jeremiah, April 15, 
McDonald Louisa, Jan. 4, 
McGovern Patrick, April 28, 
McMahon Honora, May 17, 
McNamara John, March 7, 
Meade Mai E., April 15, 
Merriam Andrew, Dec. 3, 
Merriam Simon, Nov. 19, 
Morrill Annie, May 18, 
Mountain Julia, Sept. 14, 
Mullen Martin, Dec. 31, 
Murphy Annie M., Dec. 28, 
Neagle William, July 24, 
Nelson Lydia Cushing, Jan. 9, 
Nichols Ansel, May 19, 
Nickerson Francis, Nov. 22, 
Noble William Mrs., Nov. 18, 
Nolan Norah, Feb. 22, 
Nugent Anna E., June 17, 
O’Brien Mary, March 2, 
O’Brien Mary, June 1, 
O’Connell John Mrs., Dec. 17, 
O'Connor Morris H., Oct. 4, 
O’Keefe J., Dec. 7. 

O’Mara Joseph, Sept. 9, 
Paquin Jean, Sept. 26, 

Parker Mrs. E. L., July 1, 
Parker George A., Sept. 25, 
Parry Amelia, Jan. 11, 

Peck Thos. D. Mrs., March 5, 
Phillips Olive M., Jan. 27, 
Quirk Phillip, Sept. 6, 


Rathbun Phebe Augusta, March 18, 5 


Ready Sarah, Jan. 30, 
Regan Cornelius, March 25, 
Robbins Job., April 7. 
Roberts James H., May 16, 
Roberts Willard S., June 19, 


Rockwell Chester, Jan. 11 
Косет Julia Ann, Nov. 9, 
Rogers Michael, March 16, 
Rogerson Samuel, June 22, 
Russell Horace, May 29, 
Ryan James Mrs., May 20, 
Schafer Theodora, April 29, 
Sears Edwin E., Aug. 14, 
Shaw Nathan J., Aug. 23, 
Sheaver Vincent, Aug. 27, 
Shumway Charles F., April 9, 
Simpson M. Leland, Nov. 4, 
Smith Abner Marshall, May 23, 
Smith Julia M. Mrs., July 3, 
Smith William, Feb. 16, 
Southern Ellen Mrs., Feb. 16, 
Squires Sarah, Nov. 9, 
Stevens Thomas A., April 12, 
Sullivan Michael, Jan. 20, 
Sweeney Eliza, April 13, 
Taaffe Mary E., June 26, 
Tanner George H., April 13, 
Taylor Luthur, Aug. 11, 
Todd Mary 8. B., April 29, 
Tompkins Stephen G., Sept. 29, 
Tracey Sarah, May 11, 
Tracy Jeremiah, March 13, 
Tully Mary, Nov. 16, 
Turkneth Robert George, June 14, 
Wagner George W., May 30, 
Walsh Mary, Dee. 10, 
Warriner John Root, June 19, 
Washburn Franklin, July 22, 
Waters Catherine, Aug. 4, 
Weeks Louis, Sept. 7, 
West Mary E., Nov. 22, 
White Annie Elizabeth, July 17, 
Whitney Samuel B., March 80, 
Williams Sarah, Nov. 8, 
Wilson George, July 5, 
Wilson Lurina F., Jan. 18, 
Wince John, Sept. 21, 
Woodbridge Mary E., June 10, 
Wright Charles S., June 10, 
Yorkscolian John, April 19, 


z IAS -POD-)-) C2 
3» D 630 000 ёс 6) 00 - 
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POPULATION OF MASSACHUSETTS. 


* Denotes Cities. CENS US OF 1 885. Shire Towns in small caps. 
TOTAL, 1,941,465. 


Barnstable. 


BARNSTABLE...» +++ +,» 4,050 
... 1,363 

Brewster... 9: 

Chatham. 

Dennis... 

Eastham. 

Falmouth.. 

Harwich.. 

Mashpee... 

Orleans, 

Provincetown.. 

Sandwich.... 

Truro.... 


Yarmouth..... ....«+»+»* 1,856 


29,845 


Berkshire. 


Cheshire. . 
Clarksburg 
Dalton.. 
Egremont. 


Great Barrington. .... 
Напсоск....,•... 
Hinsdale.... . 
Lanesboro 


ashingion. А 
New Ashford.. 
New Marlboro.. 
North Adams... 


PITTSFIELD. . 
Richmond. . 


рип. : 
West Stockbrid ge 
Williamstown......... ae 


Easton.......... 
Fairhaven. 
*FALL RIVER. 
Freetown..... 


Mansfield......... 


New BEDFORD... 


Norton..........- D 


» < 
ер ый нас 


Bradford 
Danvers... 


*Gloucester. 
Groveland... 
Hamilton... 

* Haverhill.. 
Ipswich 
*LAWRENCE .. 
*Lynn 
Lynnfield 
Manchester... 
Marblehead.. 


Methuen.. 
Middleton 
Nahant.. 

New bury. 
*NEWEURYPORT.. 


North Andover .. 


Peabody........ 


Wenham.... 


Bernardston. . 
Buckland 
Charlemont..... 
Collrain 
Conway 
Deerfield 


GREENFIELD... 
Hawley... 


Montague ..... 
New Salem 
Northfield .. 


Shelbourne. . 
Shutesbury.. 
Sunderland.. 
Warwick ...... 
Wendell 


Blandford. 
Brimfield.. 
Chester.... 
Chicopee.. 
Granville .. 
наары, 

Holland.. 


Ludlow....... 
Monson....... 
Montgomery . 
Palmer 
Russell... 
Southwick ... 
*SPRINGFIELD 


888 | Tolland .... 


West SI ringfield .- 
Wilbraham. 


116,777 


Belchertown. 
Chesterfield. ... 
Cummington.. 
Easthampton. . 
Enfield 

Goshen 


Greenwich . 
Hadle 

Hatfield ..... 
Huntington.. 
Middlefield 

* NORTHAMPTON. 
Pelham ... 
Plainfield.. 


Southampton. 
South Hadley.. 
УУаге......... 


Williamsburg..... 
Worthington. . ........ 


Middlesex. 


Billerica.. . 
Boxboro ... 
Burlington...... 
*CAMBRIDGE 


Everett... ... 
Framingham. 
Groton. 
Holliston . 
Hopkinton.. 
Hudson № 


Littleton ... 
*LOWELL... 
*Malden, 
Marlboro 
Maynard... ... 
Medford.. 
Melrose. 
Natick.. 
*Newton... 
North Reading. 
Pepperell. 
Reading.. 
Sherborn. 
Shirley 
*Somerville. . 
Stoneham. . 


Sudbury.. 
Tewksbury. 
Townsend.... 


Tyngsboro... 
Wakefield.... 
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*Waltham .............. «TA, 8 
Watertown. 
Wayland.. 


307 | Westford . 


уенын: 
Wilmington 
Winchester 


356,810 


Nant»eket. 


Nantucket.... ........ 9,143 


Norfolk. 


Beliingham.......... 
Braintree. 


Foxboro. 
Franklin 
Holbrook.. 


Medfield. 


Quincy. . 
Randolph. 
Sharon.... 


Weymouth... K т 
Wrentham.......... es 2,710 


102,174 


Plymouth. 


Abington...... 

Bridgewater..... 

*Brockton.... 

Carver.. 

Duxbury.. 

East Bridgewater... 
alifax........ 


88982 


Marshfield.. 
Mattapoisett.. ecc 
Middleborogh.... 
Pembroke........ 
PLYMOUTH 


SEHE 


Су эк pA 
toto to 


8 


нао Min : 
Rockland....... 
Scituate....... 
South Abington 


Pan 
orce=) 
а 


> 


South Scituate. 


*Вовтох 
*Chelsea_ 
421,122 
Worcester. 


Athol........ 
Auburn.. 


| Blackstone 


Bolton.. à à 
Boylston rm ee 
Brookfield... 
Charlton..... 
Clinton.. 

Dana...... 
Douglas.... 


Gardner.. 
Grafton. .. 
Hardwick.. 


Hubbardston. 
Lancaster.... 
Leicester...... 
Leominster. 
Lunenburg.. 
Mendon.. 
Milford.. 
Millbury.. Р 
New Braintree. 
Northboro. ... 
Northbridge 
North Brookfield... 
Oakham. 
Oxford. 


Phillipston. 
Princeton . 
Royalston. 
Rutland... 
Shrewsbury 
Southboro.... 
Southbridge.... 
Spencer 
Sterling... 
Sturbridge 


West Boy iston . 
West Brookfield. . 
Westminster 
Winchendon 
*WORCESTER 
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POPULATION OF THE U. S., 1880. 


Alabama ......... 1, 


Arkansas 
California.. 
Colorado... 
Connecticut.. 
Delaware -- 
Florida .... 


262.344 
802,564 
864.686 
194,649 
622.683 
146.651 
266,506 


Georgia 1,538,983 


Illinois 
Indiana. 
iowa... 
Kansas .. 
Kentuck 
Louisiana 
Maine ... 
Maryland 


-———— 


Michigan 
Minnesota - 
Mississippi 
Missouri. 2,169,091 
452,432 
62,265 


347,892 


Pennsylvania .... 
Rhode Island.... 
South Carolina... 
Tennessee -- 


332,288 
1,512,208 
618.193 


Virginia m 
West Virginia... 
Wisconsin 


"TERRITORIES. 


30,000 
40,441 
135,180 
177,638 
32,616 
39,157 
118,430 
143,907 
Washington - 75,120 
Wyoming 20,71 


Arizona. 

Dakota 

Dist. of Columbia 
Idaho. 


Population of the Principal Cities in the 
United States, 
90.903 | Lincoln, В. I 


Albany, N. Y 
Allegheny, Peun... 
Allentown, Penn... 
Atlanta, Georgia... 
Atchison, Kan 
Baltimore, Md... 
Bangor, Ме... 
Biddeford, Me. 
Boston, Mas 
Bridgeport, Conn.. 
Brockton, Mass. 
Brooklyn, N. Y. 
Buffalo, N. Y. 
Burlington, Тоу 
Burlington, Vt 
Cambridge, Ma 
Camden, N. J- 
Charleston, S.C. 
Chelsea, Mas 
Chicago. Ill 
Chicopee, Mass. - 
Cincinnati, Ohio. 
Cleveland, Ohio. 
Cohoes, N. Y.. 
Columbus, Ohio. 
Concord, N. H.. 
Danbury, Conn 
Davenport. Iov 
Dayton, Ohio. 
Denver, Col. 
Derby. Conn.. 
Detroit, Mich.. 
Dover, №. H. 
Dubuque. Iowa 
Elizabeth, №. J. 
Elmira, N. Ү 
Erie, Penn .. 
Fall River, 2 
Fitchburg, Mass 
Flushing, М. Ү. 
Fort Wayne. Ind 
Galveston, Texa 
Glouchester, M: 
Grand Rapids, 
Harrisburg. Penn... 
Hartford, Conn..... 
Haverhill, Ma 
Hempstead, N. Y 
licboken, N. J. 
Holyoke, Mass... 
Indianapolis. Ind. 
Jersey City, N. J 
Johnstown, N. Y. 
Kansas City, Mo... 
Lake eTl 2 
Lawrence, Mass.... 
Leavenworth, Kan. 
wiston. Me...... 


78,681 
18,162 
34,398 
15,381 


- 832,190 


16 856 


> 160.142 


20.122 
51,665 
13.836 
11.669 
21,671 
38.6 


11,693 


22.500 


28,220 | 


21,498 
28,565 


32.015 
30,762 


2 | Oakland, Cal... 


Long I. City 
Louisville. 

Loweh, M 

Lynn, Ma 

Macon, Ga.. 
Malden, Mass...... 
Manchester, ЇЧ. H.. 
Memphis, Tenn... 
Meriden, Conn 
Middletown, Conn. 
Milwaukee. Wis... 
Minneapolis, Minn. 
Mooile, Ala........ 
Nashua, N. H 
Nashville, Tenn.... 
Newark, N. J 

New Bedford, Mass, 
New Britain, Conn. 


38,254 
12,695 
12.017 


N. Brunswick, N. J. 
Newburgh, N. Y 
Newburyport, Mass. | 
New Haven, Conn.. 

New London, Conn. 10.529 
New Orleans, La.... 216,14) | 
Newport, R. I 5.693 | 
Newton, Mass 

New York, N. Y. 
Northampion, Ms. 
Norwalk, Conn. 
Norwich, Conn. 


12, 
13.956 
21,141 
84,556 
30 518 
21,102 
50,887 
19,030 
31,7 
21,600 
846,980 
1 6.381 
13,367 
83.810 
20,089 
104.852 
7,493 
14,110 


Peoria, Ш... 
Petersburg, V. 
Philadelphia, Pa 
Pittsburg, Penn. 
Pittsfield, Mas 
Portland, Me. 
Poughkeepsie, N. 
еще R. L. 
uincey, Ill... 
тосу N.C 


еее 8 4 4 9 uat 


Reading. Penn 
Richmond, Va 
Rochester, N. Y. 
Rutland. Vt 
Sacramento, Cal. 
Salem. Mass 


6 | Salt Lake City 


San Antonio, Tex.. 
San Francisco, Cal. 


| Saratoga Sp's. N. Y. 


Savannah, Ga 30. 


.681 
19.076 | Schenectady, N, Y. 13,675 


Scranton, Penn.... 45.850 
somale; Мыз Dtm 
Springfield, 9.6: 
Сы ЛУН Ма 33.340 
Stamford, Conn. 11,298 
St. Joseph, Mo 32.484 
St. Louis, Mo 22 
St. Paul, Minn 41,498 
Syracuse, N. Y. 51,791 
Taunton, Mas 21,213 
Toledo, Ohio. 50.143 
Topeka, Kan 15,528 
Trenton, N. 29.910 
56.747 
33,913 
- - 12.103 
Washington, D. С... 147,307 
Waterbury, Conn... 20,269 
Wheeling, W. Va.. 31,266 
Wilmington, Del... 42,449 
Woonsocket, R. I.. 16,053 
Worcester, Mass... 58,995 


Population of Prin- 
cipal Nations, 


United States... 50.152.866 
China 446.000,000 
British Ind - 192,847,900 
Russia.... ..... 85,085,945 
German Empire 41,060,846 
'Turkey*..... 40.000,000 
France ......... 36.102,921 
Austria & Hun'y 35.904.435 
85,000,000 
33,098,400 
26.801.154 
16,835,506 
11,780.000 
9,276.079 
6,300,000 
5,137,559 
5,253.821 


Mexico 


Sweden & Nor’ 
Belgium . 
Arabia .. 
Portugal. 
Persia ... 
Holland . 
Canada é 
Switzerland .... 
Central America 
Chili ès 
Bolivia .. а 
Атдепїїпе Rep... 
Greece and Ioni- 
an Isl 
Cuba .. 
Equador. . 1,30 
*Ottoman Empire (inclu 
ding Asiatic possessions ` 
tincluding Lrelen? 


STREET 
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AND AVENUE DIRECTORY 
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EXPLANATION. 


It will be noticed that in this Street Directo: the names of the streets are set d f 
order, giving the course which they run, rai ate Of e eat 


and enumerating all streets whicl 


ABBREVIATIONS.—N. for North; N. E 
for South-East; S. W. for South-West; E 


according, as near as possible, to the 


1 cross the same in the order in whic 
- for North-East; 
. for East; W, for West. 


N. W. fo 


points of the compass, 
ch they occur, 


r North-West; S. for South; S. E. 


ADAM, from 
мт to 1 North Second 
ALCOVE, (Bel Air), from 201 
Wahconah westerly to Peck's 
road 
ALDER, from Francis ay west to 
120 River 
Daniels av 
Robbins ау 
ALLEN, from 23 Fenn north to 
Cottage Row 
APPLETON AV. 
Maple), from 22 East south to 
Dawes' avand beyond 
9 Guilds Place 
22 East Housatonic 
Water 
.. Dawes’ ау 
BANK ROW, south side of Park 
Square from South to East 
BARKERVILLE lower road from 
junction W Housatonic an} 
Barkerville upper road south- 
west to 
Stearnsville 
ower Barkerville 
., Barkerville 
BARKERVILLEu per road from 
junction of W Henis oeio and 
Barkerville lower road south- 
west to Barkerville 
South Mountain 
BARTLETT AV. from 6 East 
south to 17 Е. Housatonic 
BEAVER, frou 37 East east to 
Dalton town line 
15 Robbins 
18 — —_ 
39 Fenn 
Peck av 
Martin ay 
Jane av 
Dalton road 
Newell 
Junction 
* Dalton Division road 
BENEDICT ROAD, from Dalton 


road to Peck's bridge north to 
Cross road 


Tyler 
BERKSHIRE ROAD (Coltsville), 


14 North First | BROWN, 


(formerly | 


] 
from Clapp north to 
Tyler 


| BROWN'S AV, from 29 East 
north to 98 Fenn 
BUELL, from 5; South west to 23 
Elizabeth 
BURBANK, from 212 North east 
to Tyler 
з North First 
?8 North Second 
58 Spring 
70 Winter 
BURBANK AV, from 33 North 
west to McKa 
CASCADE, from Churchill west 
and north 
CENTER, from 68 West south to 
28 West. Housatonic 
2 New West 
8 Church 
21 South Church 
26 Worthington 
CHATHAM, from New road at 
Pontoosuc c Mill south 
CHILDS, from Tyler south to 
Newton (Mornipgeide) 
CHURCH, from 25 South west to 
New West 
15 Goodrich 
21 Center 
CHURCHILL, from West north 
to town line 
Cascade 
Peck's road 
Hancock road 
CIRCULAR AV., from 5 Francis 
av to Francis av 
Robbins av 
South av 
Robbins av 
CLAPP, from Brown west 
Winter 


Fourth 
CLAPP AV., from West north to 
Depot 
CLINTON AV., from 47 South 
west to 9 Elizabeth 
CLOUGH, from 185 North west 
to 102 River 
16 Seymour 
36 Francis av 


from junction of Dalton and 
DIOE -roads north to town 
ne 
BRADFORD, from 165 North west 
to 66 River 
5 Northrop 
24 Francis av 
32 Daniels av 
48 Robbins ay 


CROSIER AV from 13 Newell 
BRIGGS AV, from Richmond ay the: NR 297 


north to Pontoosuc ay 
Richmond av 
BROAD. from 44 South east to 16 
Gold av 
11 Wendell av | 


CROSS ROAD, from North та. | 


56 Daniels av 
70 Robbins av 
сорт, from Peck Place north to 
yler 
COTTAGE ROW, from 116 North 
east to 32 First 
Allen 


northerl: 


DALTON ROAD, from Beaver 
. of Newell easterly and N. 
‚ to Coltsville then E. to Dalton 
town line 

Benedict road 

Cross road 

Berkshire road 

Mapleav 
DALTON DIV. ROAD, from Elm 


at Dalton town line following 
the lin: N to Beaver 


DANIELS AV, from 34 Railroad 
av north to Alder 
21 Prospect 
26 Union 
35 Bradford 
50 Linden 
68 Clough 
DAWES AV, from 47 Howard 
east to Middle 
Appleton av 
High 


DEPOT, from 69 North west to 
Ciapp av 
9 Liberty 
13 McKay 


DEPOT ROAD, from Shaker 
Depot to Barkerville 

DIVISION 
westerly 


DUNHAM, from 44 North easter- 
ly to 38 Fenn 


from 21 Seymour 


EAST, from Park square east to 
junction of Beaver and Elm 

2 Wendell ay 
3 First 
6 Bartlett av 
9 Willis pl 

12 Pomeroy's av 

17 Second 

22 Appleton av 

29 Brown'sav 

30Em 

31 Beaver 


Rast HOUSATONIC, from 24 
Sourh east to Water 
10 Wendell ay 
16 Learned’s lane 
17 Bartlett ay 
23 Pomeroy’s ay 
24 Gold av 
28 Howard 
34 A ppioron ау 
42 Guild’s pl 


ELIZABETH, from 19 West 


Conic) east to Dalton road 
(Coltsville) 


Renedict road 
Partridge road 


Housatonic south to Buell 
Noble av 
1 Reed 
7 Clinton ау 
13 Henry ay 


14 


STREETS AND AVENUES. 


ELM, from 30 East South-east two 
miles to Dalton Division road at 
town line 


5 
8 Water 
18 High 
49 Newell 
67 Meadow Lawn 
76 Middle 
Williams 
FENN, from 50 North east to 39 
Beaver 
23 Allen 
29 Pearl 
34 Dunham 
45 First 
74 Second 
81 Third 
95 Four:h 
98 Brown's Ву 
104 Oliver 
FIRST, from 3 East north to B. & 
A. R. R. 


14 Fenn 
Cottage Row 
FOURTH, from 95 Fenn norther- 
ly to Clapp 


Lake 
B. & A. Е. Е. 
Lincoln 
FRANCIS AV, from 119 West 
north to Alder 
5 Circular av 
South av 
21 Renne pl 
Circular av 
32 Renne pl 
41 Railroad 
46 Summer 
51 Union 
57 Bradford 
69 Linden 
81 Clough 
114 Alder 
GALES AV. from Jason south of 
B. & A. В. R. west bey Parkerav 
Parker av 
GILBERT, from Onota cast 


John 
GINYACH, from John to Onota 
GOLD AV, from 24 East Housa- 
tonic southerly to junction of 
Williams and Willis 
8 Taconic 
16 Broad 
GOODRICH, from 15 Church to 
1 South Church 


GUILD’S PL. from 9 Appleton av 
east and south to 42 East Housa- 


tonic 
HANCOCK ROAD, from north at 
Pontoosuc Lake west to Church- 


Lanesboro road 
HAMLIN, from 24 North First 
east to 9 North Second 
13 Wellington > 
HARRIS, southerly from 49 West 
Housatonic 


HENRY АУ, from 53 South west 
to 13 Elizabeth 
HIGH, from 18 £lm southerly to 
Willis 
Dawes av 
Williams 
HOWARD, from 28 East Housa- 
tonic south to Gold av 
47 Dawes ау 
JASON, from West south to 
Gales av 
JOHN, from 153 West northerly 
to Linden 
Railroad 
Gilbert. 
Gimlich 
Monroe 
JUNCTION, from Beaver at rall- 
way bridge to Dalton road 
KENT AV, from 203 North west 
26 Seymour 
KING, from Linden west of 
John north 
LAKE, from 38 Second east to 27 
Fourth, then from 22 Third east 
to Fourth 
9 Third 


LAKE AV, from Onota north of 
Onota school-house west to 
Lake Onota 

LAKE VIEW, continuation of 
North junction Hancock road to 
town line 

LANESBORO ROAD, from 
Peck's road north to town line 

Hancock road 

LEARNED'S LANE, from 16 East 

Housatonic south to Taconic 

LENOX АУ, from Weller ay north 

to Wahconah 
Richmond av 

LENOX MIDDLE ROAD, con- 
tinuation of Middle, from Wil- 
liam to town line 

LIBERTY, from depot north to 
Morton 

LINCOLN, from 40 North First 
east to Fourth 

23 Wellington av 
33 North Second 
26 Pleasant 
LINDEN, from 175 North west to 
Onota 
6 Seymour 
21 Francis av 
37 Daniels av 
45 Robbins av 


51 River 
John 
King 
Onota 
MAPLE AV (Coltsville), from 
Dalton road southeasterly to 
town line 
MAPLEWOOD AV, from 174 
north east to 5 Wellington av 
16 North First 
MARK £T, from 49 North west to 
McKay 
MAUD, from 48 North First east 
McKAY, from 19 West north to 
13 Depot 
MEADOW LAWN, from 67 Elm 
nortn to 34 Newell 
MELVILLE, from 152 North east | 
to 3 North First 
13 North Pearl | 


MIDDLE, from 76 Elm south to 
Willis,junction of Middle Lenox | 
road 

Dawes av 
Williams 
Willis 

MIDDLE LENOX ROAD, con-| 
tinuation of Middle, from. Wil- | 
lis south to town line " 

MILL, from 146 West southerly | 
to 50 West Housatonic and be- 


yond 
В. & А. R. В. 
Hous. В. В. 
South Church 
MONROE, from John to Onota 
MORTON, from North westerly 
to 12 Depot 
Liberty 
MOUNTAIN ROAD, from East 
Lenox road southeast to town 
- line 
NEWELL, from 49 Elm easterly 
to Beaver А 
13 Crosier av 
34 Meadow Lawn 
NEWTON (Morningside), from 
Childs east 
NEW LENOX ROAD, from Wil- 
liams east of Middle south to 
town line 
Mountain road, town line 
NEW ROAD, from North north 
of Pontoosuc school northerly 
and east to North, Pontoosuc 
NEW WEST, from 70 West at 
junction of Center westerly and 
north to 136 West 
е Center 
Church 
NOBLE AV, from 11 West Housa- 
tonic south and west to Elizabeth 
NORTH, from junction Park 
Square South and West strects 


33 Burbank av 
4¢Dunham 
49 Market 
50 Fenn 
69 Depot 
109 Morton 
116 Cottage Row 
119 Railroad 
147 Summer 
152 Melville 
157 Union 
165 Bradford 
174 Maplewood av 
175 Linden 
185 Clough 
200 Orchard 
203 Kent av 
209 Wahconah 
212 Burbank 
216 Tyler 
228 Stoddard av 
234 North First 
257 Richmond av 
Cross road 
(Taconic) 
New road 
Pontoosuc 
Hancock road 
Pontoosuc Lake 
NORTH FIRST, continuation of 
First from railroad bridge 
north to 234 North 
Railroad ау 
3 Melville 
14 Adam 
24 Hamlin 
32 Maplewood av 
40 Lincoln 
48 Maud 
64 Orchard 
72 Burbank 
78 Tyler 
94 Stoddard av 
NORTH PEARL, from Railroad 
ау north to Maplewood av 
Melville 
Maplewood av 
NORTHROP, from 4 Union north 
to 5 Bradford 
NORTH SECOND, continuation 
of Second from B. & А. R.R. 
north to 28 Burbank 
1Adam 
2 Pleasant 
9 Hamlin 
21 Lincoln 
41 Orchard 
OLIVER, 104 Fenn south to 13 
Beaver 


| ONOTA, from 161 West northerly 


to Peck’s road 
Railroad 
Gilbert 
Water 
Newton 
Linden 
Lake av 
ORCHARD, from 200 North east 
to 41 North Second 
12 North First. 
30 Wellington av 
PARK, from 7 Wahconah west to 
36 Seymour 
PARKER, from Peck place north 
to Tyler 
PARKER AV, from West south 
to Lower Barkerville 
Gales av 
B. & A. R. R. 
PARK PLACE, north side of 
Park square from North to 


East 
School 
PARK SOU AEE: center of town 
containing four acres bounded 
by Park place, Bank row, North 
Southand East sts 


PARTRIDGE ROAD, from Cross 
road n Coltsville northerly to 
town line 

PEARL, from 29 Fenn north to 
18 Cottage Row 

PECK’S ROAD, from Wahconah 
(Bel Air) northerly to Churchill 


north three miles to town line 
8 Post Office 
28 School 


Alcove 
Onota 
Lanesboro road 


PROSPECT, from 21 Daniels av 


STREETS AND AVENUES. 15 


PLEASANT,from2 North S 
PLEAS пого to 26 ME 8ч, 
полі. AV, from Tyler 
toddard av 
PLUNKETT, from Peck place 
north ro Tyler 
POMEROY'S AV, from 12 East 


UTH, from junction North and R 
PITH, from and | WATER from 8 El: 
ON Oe. rk square south to 


Bank Row 
23 Church 
24 East Housatonic 
xi T est Housatonic 
south to 27 East Housatonic 33 Reed с 
PONTOOSUC АУ, from Wahco. та ù 
SUC AV, ч 4: Cli WELLINGTON 
pat (Bel Air) east to Lenox 53 Henry av” А Hamiin north to 3) Orchord я 
road 5 Maplewo 
= wen BALE ү 
ams ENDE AV formerly Wil- 
,,,, South Mountain liams av), from 2 Е 
SOUTH AV, from Francis av| 11 Broad ев 
west to и River м кан Housatonic 
tobbins av гасопіс 
sov rn Шаг ву - WEST, from Junction North and 
„from ap п at Park 8 
rich west 10 Mill n Ballo d таша. к RRS 
Senter cKay 
SOUTHERN АУ, from 17 47 Clapp av 
av west to 46 River _ енени 68 Center 
53 River РОН MOUNTAIN,from South T DEED, 
John ey Williams west to Barker- 119 Franci срок 
RAILROAD ЛУ, from North | , Ville upper road 183 River ^ "" 
First at R. R, bridge west to | SOUTH ROBBINS AV, from 1 136 New West 
nner à Pearl ie Circular av to 43 Railroad 146 Mill 
EED, from 4 outh west to 1 T Clough 153 John 


m sou 
to Appleton av and еды 
авг Housatonic 
ppleton av 
WATER LA NE, fi 
woast to Martin av tia 
'S AV, from В 
junc Richmond av to Noni 3 


Richmond av 
Driggs av 


west to 54 River 
9 Robbins av 


ver 
RAILROAD, fr IN 
won om 117 North west 
23 Francis av 
АЗ Pautels ay 
3 South Robbi 
M Robbins av ^ n 
45 Circular av 


RENNE PL, from 34 Е STRING, from 8S Burbank south Ignota 


to 32 Francis av 
RICHMOND АУ, from 7? Wahco- 


av 
Weller av 


nah west and north to Pontoosuc | SUM M EH. 


rancis ay | STODDARD AV, fr 
( .from 
First cast to Pleasure T Sori 


rtle av 


from 14; N 
to 46 Francis Md North west 


Jason 
Parker av 
Churchill 


WEST HOUSATONIC, from 35 


South westerly to Bark 
upper and lower me 


RIVER Briggs av |. FASON IC, from 42 South east to 
Alder" rom 133 West forth to 11 Wendell av 
17 Learned's lane 


32 Railroad THIRD, from 81 Fenn north to B. лао 


46 Souther TS 
46 ая av / 17 Silver Б Mir 
66 Bradford 
57 Linden 
ROBBINS. ha 
NS, changed to Oliver 
ROBBINS’ AV, fr i 
north to A rom 44 Railroad 
1 Southern av 
22 Prospect 
18 Bradford 


11 Noble av 
19 Elizabeth 
17 South av 26 Center 


TYLE WILLIAMS, ЕЯ 
Y LER, from V Е ; from Sout! 
KLEK, from 216 North east to | "ЕШ h east to 
78 North First Willis 
Myrtle ay A i. 
ав r 
Winter о E East Lenox road 
Brown WILLIS, continuation of Gold av 
71 Linden Parker at Howard southerly to Middle 
97 Clough Plunkett Junction Middle Lenox road 
RUSSELL, from 137 Wal Colt Williams 
northerly to Peck’s rod u toe Childs У High 
s road n В. С. | UNION, from 157 North west to UN PLACE, from 9 East to 


Cemetery 
C 26 D: 1 
BOHOOL; from 28 North east and i гу 4 VA Conus GTON AV, west from 
6600110 PA 21 Francis i womer i 
снос ANE, changed to| VIEW, west froin Onota at Onota — 
SECOND, from 17 East PA CON AEE 
B. A qe geo 17 East north to | WAHCONAH, from North north- VILLAGES 
^ Fenn y я ЕВ (Taconic) BARKERVILLE( West Pittsfield) 
з Slive зї Seymour 2 me southwest from Park 
48 Pond 08. Cemetery OL Ts 
х БГ COLTSVILLE, M 
SEYMOUR from 6 Linden POE. ist Russell Gate m E. part I Ee vin Dait 
M Clouse ontoosuc av CERS’ 
но 163 ов SHAKERS VILLAGE, on B. 
5 Division m Alcove оаа A.B. В., portion of West кш 
NEL A а (ве Ату А STEARNSVILLE,214 miles south- 
LYER, euo North (Taconic) west from Park square 


WATER, changed toGimlich - | раону TELD, southwest 


SE SETS ee л Т 


DIRECTORY PUBLISHERS 


707-715 Chapel Street, 


PRICE, LEE & CO, 


New Haven, Conn. 


BLOCKS AND BUILDINGS. 


Academy of Music Block, 80 to 110 North 
Allen’s Block, 12 North 

Backus Block, Bank Row c South 
Berkshire Life Insurance Building, North c West 
Bowerman’s Block, 1 to 7 South 

Brown’s Block, 44 to 50 North 

Burbank Block, 77 North 

Burbank Hotel Block, West opp Union Depot 
Burbank’s New Block. 1334 North 

Burns' Block, 149 to 155 North 

Callender Block, 18 North 

Central Block, 41 North 

Clark's Block, 9 to 15 South 

Dunham's Block, 34 to 42 North 
England's Block, 56 to 64 North 
Gamwell's Block, 10 Railroad 

Gates' Block, 31 to 39 Fenn 

Geers' Block, 22 and 24 North 

Goodrich Block, 63 North 

Hand's Block, Union 

Howe and Reed's Block, 54 North 

Kerby's Block, 95 West К 

Martin’s Block, 5 Bank Row 

Mills Block, 11 North 

Noble Block, 39 West 

Pierce’s Block, 142 to 146 North 

Robbins’ Block, 75 West : 

Robbins, Gamwell & Co.'s Block, 33 and 35 West 
Root's Block, 12 to 22 North 

Wadham's Block, 81 West 

Walker's Block, 10 North 

West Block, 4 North 

Whelden's Block, 118 to 128 North 
Wilson's Block, 66 to 72 North 

Wollison's Block, 68} North 

Wollison's New Block, 741 North 


HALLS. 


Academy of Music Hall, 80. North 
Burbank Hall, Burbank Hotel Block 
Central Hall, 41 North 

Gamwell’s Hall, 10 Railroad 

Grand Army Hall, North c Fenn 
Hibernian Hall, 1333 North 

Knights of Labor Hall, 10 Railroad 
Knights of Pythias Hall, 54 North 


Masonic Hall, Berkshire Life Insurance Building, 3 North 


Odd Fellow’s Hall, West's Block, 4 North 
Odd Fellow's Hall, Central Block, 41 North 
Temperance Hall, 63 North 


PITTSFIELD DIRECTORY. 


1989. 


ABBREVIATIONS. 


ab, above; adv, advertisement; agt, agent; al, alley; asst, assistant; av, avenue 
bds, boards; bet, between; bey, beyond; bdg, building; blk, block; Co., 
Company; c, corner, dept, department; E, East; emp, employed; h, 
house; mfg, manufacturing; mfr, manufacturer; N, North; n, 
near; N E, North East; N W, North West; opp, opposite; p, 
page; pl, place; pres, president; prop, proprietor; res, 
residence; 8, South; sec, secretary; sq, square; 
supt, superintendent; treas, treas- 
urer; W, West. 

B. Overall Co., Berkshire Overall Co.; B. & А. К. R., Boston and Albany 
Railroad; H. R. R., Housatonic Railroad; F. & M. Shoe Co., Farrell & 
May Shoe Co.; J. B. Bros. Mfg. Co., J. Barker Bros. Mfg. Co.; M. P. L. 
& Son, M. P. Lawton & Son; P. Button Co., Pittsfield Button Co.; P. 
Carriage Co., Pittsfield Carriage Со.; P. I. Co.; Pittsfield Illuminating 
Co.; P. Tack Co., Pittsfield Tack Co.; P. Woolen Mfg. Co., Pontoosuc 
Woolen Mfg. Co.; R., K. & Co., Robbins, Kellogg & Co.; S. N. & C. R. 
Mfg. Co.; S. N. & C. Russell Mfg. Co.; S. В. Mfg. Co., Sprague-Brimmer 
Mfg. Co., W. C. S. Mfg. Co., W. C. Stevenson Mfg. Co.; W. G. M.& Co. 
W. G. Morton & Co.; W. R. Mfg. Co., Willey-Robinson Mfg. Co. | 


y 


ABBE LYMAN R., В 7 North First 

Abbeger Jacob, laborer, h 26 Seymour 

Abbeger John, emp P. W. Mfg. Co., bds 26 Seymour 

Abercrombie Francis J., rem to Bridgeport 

Academy of Music, William St. Lawrence, manager, 88 North 

Adam Robert W., treas. Berkshire County Savings Bank, 3 North, 
h 26 East Housatonic av | 

Adam William L., asst. treas. and sec. Berkshire County Savings 
Bank, 3 North, h 2 West Housatonic 

Adams Charles S. G., clerk Berkshire Life Ins. Co., rooms 6 
Church 

Adams Cornelia, widow George W., h 13 Clough 

Adams Edward M., rem to Albany, N. Y. 

Adams Express Co., John G. Orr agt., 3 Bank Row 

Adams George S., salesman John S. Wolfe, В 21 Pomeroy’s av 

8 
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Adams Helen G., widow Howard F., 29 First 

Adams House, Michael H. Hogan, prop., Coltsville 

Adams James, commercial traveler, bds 152 North 

Adams J. F. Alleyne, physician 26 Wendell av, h do. 

Adams Lawrence, rem to Lanesboro 

Adams Thomas, mason, h 57 River 

Advent Church, Backus blk, 2 South 

Agassiz Association, H. H. Ballard, pres., 50 South 

Agnell Emily Mrs., bds 55 Fenn 

ране: NATIONAL BANK, 5 North—See р 235 


Aken Sarah M. Mrs., canvasser, bds 64 Francis av 
Akers Catherine, widow Thomas F., h 6 Seymour 
Akers George A., clerk 6 West, bds 6 Seymour 
Akers Gilbert, rem to Hinsdale 
Akers Ida Miss, nurse, bds 6 Seymour 
Akers William, rem to Florence, Kan. 
Akey Rose Miss, bds 59 Robbins av 
Akin Alexander R., joiner, h 21 Lincoln 
Akny Benjamin, farm hand, h 8 Crosier 
Albro Lewis K., h West c Onota 
Alden Augustus J., clerk 184 North, h r 24 Circular 
Alderman A. Mark, emp 5. Bridges, bds 148 North 
Aldrich Achsa, widow Peter, h 13 North First 
Aldrich Edgar D., joiner emp Z. & W. M. Crane, h Dalton road 
bey gov. mill 
Aldrich Edgar W., emp Z. & W. M. Crane, bds Dalton road n do. 
Aldrich Mary E. Miss, dressmaker 7 Bank Row,h do. 
. Aldrich Sarah P., widow Daniel, h 8 Bank Row 
Alessio Baptista, laborer, h 113 Beaver 
Alessio Camillo, laborer, h 113 Beaver 
Alessio Henry, emp 20 North, bds 113 Beaver . 
Alexander Charles L., emp Unkamet farm, Cross road, bds do. 
Alexander Helen Mrs., rem to New York 
Alexander Lincoln G., shoemaker emp 16 Fenn, bds 24 Bradford 
Alexander Louis P., patternmaker W. Clark & Co., h Lake n 
Second 
Allen Addie, widow John F., bds 12 Pomeroy's av 
Allen Elsie C., stitcher emp R. & K., bds 72 Fenn 
Allen Fanny T., widow Phineas, h 12 Pomeroy's av 
Allen John, carriage repairer 40 Daniels av, h do. 
Allen John V., emp F. & M. Shoe Co., h 24 Orchard 
Allen Mary E. Mrs. (E. K. Bicknell & Co.), 131 North, h 6 Summer 
Allen Theo. L., asst. sec. Berk. Life Ins. Co., 3 North, h 2 Buell 
Allen Thomas Mrs., h 1 East 
Allen William A., emp R., К: & Co., h 17} Burbank 
Allen William Russell, h 23 East 
Althans Frederick W., rem to Providence, R. I. 
Alzingre Frances Mrs., h 30 Circular av 
Ambach Edward H., rem to Great Barrington 
American Express Co., W. H. Barrows agent, 5 West 
MERICAN HOUSE, William St. Lawrence, prop., 119 North 
—See p 293 
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Ames Albert R., meat market 37 Daniels av, bds do. 

Ames Cyrus W., h 37 Daniels av 

Ames Harlan E., book-keeper 9 South, bds Wendell Hall 

Andler Frederick Mrs., bakery 91 North, h do. 

Andler Fred, baker emp Mrs. F. Andler, bds 91 North 

Andler George J., emp A. W. Gabeler, bds 91 North 

Andler Louis, clerk B. & A. R. R. junction, bds 91 North 

Andrews Bert W., rem to Worcester 

Andrews Chauncey Mrs., h 9 Church 

Andrews Deming L., В 10 Clinton av 

Andrews Frederick, finisher, h Barkerville < 

Andrews George F., emp B. & А. R. R., h 7 Daniels av 

Andrews George H., driver Berkshire House, bds do. 

Andrews Harry L, rem to New Haven 

Andrews Herbert S., farmer, bds Cheshire road n Coltsville 

Andrews Ida Miss, saleslady 62 North, bds 23 First 

Andrews Russell E., farmer, h Cheshire road n Coltsville 

Andrews Selden D., clerk 90 North, bds 10 Clinton av 

Andrews Thomas M., machinist, h 3 Daniels av 

AX DRUS FRANK 0., prop. Pittsfield. Granite and Marble 
Works Francis av cor Railroad, h 13 Maplewood av—See p 
279 

Ano Forin, joiner, h r 36 Clough 

Ano Joseph, emp Rice Bros., bds 43 Howard 

Ano Peter, carpenter, h 101 River 

Ano Reme, laborer, emp M. P. Lawton & Son, h 43 Howard 

Ano—see Henault 

Anthony Clarence H., emp J. H. Anthony, bds Newton Nook 


. Anthony James E., teamster emp James Н. Butler, h 11 Third 


Anthony James H., wood worker, jobber and distributing agent 
214 North, h Newton Nook off Tyler 

Anthony James M., farmer, h Dalton road, Coltsville 

Anthony Jennie Miss, dressmaker, h 10 Francis av 

Anthony Rose M. Miss, dressmaker, bds 25 First \ 

Anthony Willis, weaver Bel Air Mfg. Co., h 185 Wahconah 

Appleyard Joseph, rem to the West 

Archibald Robert, designer Taconic mills, h 26 Linden 

Argendorf Joseph Mrs., h 35 Elm 

Arms Marcia, widow F. C., h 8 Linden 

Armstrong David, carpenter, h 58 Robbins av 

Armstrong G. W., dining rooms Union Depot, res Boston 

Arnold Adeline H. Miss, bds off 9 West Housatonic 

Arnold Amanda, widow John, bds 21 Francis av 

Arnold Howard G., baggage master H. R. R., h 21 Francis av 

Arnold Johanna C., widow Henry F., bds 11 John 

Arnold Smith D., joiner, h off 9 West Housatonic 

Arnum Eunice, widow Russell G., nurse, h 7 Circular av 

Art Gallery of the Berkshire Atheneum, Bank Row 

Arthur Samuel J., watchman. J. B. & Bros. Mfg. Co., h Lower 
Barkerville road 

Ashley Clayton L., wagonmaker emp C. E. Merrill, h 22 Bradford 

Ashley Water Works, John M. Hatch, supt. (15) Berkshire Life 
Ins. bdg., 3 North ` 
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Assessors’ office, 3 North 
Atherton Jessie A., widow Edwin A., clerk 47 North, bds 13 Church 
Atkinson Harry, emp H. 8. Smith & Son, bds Barkerville lower 
road 
Atkinson Henrietta, widow Frederick, h 13 Pleasant 
Atkinson Thomas, laborer, h Barkerville lower road 
Atwater Charles, h 21 South 
Atwater Whas. A., № 23 South | 
AtwatenfFrederick E., emp В. & А. В. R., h т 48 John 
TWOOD LUTHER L., wholesale and retail apothecary and 
A mfr. family medicines 7 North, h 5 Clinton av—See p 262 
Auger Maria Miss, h Shaker Village 
Austin Edward E., emp Bel Air Mfg. Co., bds 195 Wahconah 
Austin Jennie B., rem to Knoxville, Tenn. 
Austin Willard T., laborer, h Learned’s lane 
Axford Elizabeth, widow Matthew, bds 149 Wahconah 
Axtell Harriet E., widow William D., h 6 Elizabeth 1 
ATERS PERRY J., meat market 17 Fenn, h 26 Francis av—See 
281 
reds William, teamster, h 107 Fenn 


BABCOCK HIRAM P., emp H. Dodge, bds 20 Maplewood av 
Babcock James F., farm hand, bds West n town line. 
Babcock James M., bds 55 Fenn 
Babcock M. Frances Miss, teacher, bds 28 East Housatonic 
Backus Frank C. (W. G. Backus Sons), bds 28 East 
Backus Martha E., widow Luther E., boarding-house 48 South 
Backus Laura A., widow William G., h 28 East 

ACKUS? W. б. SONS (Wm. G. Backus, Е. C. Backus), stoves, 

plumbing, etc. 1 Bank Row с South—See front cold p III ў 
Backus William G. (W. G. Backus Sons), 1 Bank Row, h 22 East 
Bacon Frank W., treas. P. Woolen Mfg. Co., bds American House 
Bacon James L. (Casey & Bacon), 3, 5 and 7 Clapp av, h 17 Ham- 
lin 

Badger Edward L., brakeman В. & А. К. R., h Tyler n Parker 
Bagard Edward, emp Taconic mill, bds Weller’s av 
Bagg Allen H., clerk 23 North, bds 34 West 
Bagg Anna M. Miss, saleslady 47 North, bds 34 West 
Bagg Clara H. Miss, book-keeper 52 North, bds 34 West 
Bagg Edwin, emp 26 West, h 34 do. SUA 
Bagg Frederick, traveling salesman, h 10 Willis pl © 
Bagg Martin, plumber and bell hanger over 48 North, h 12 Willis pl 
Bailey Charles, physician, office 32 South, h do. 


AILEY GEORGE W., dry goods, carpets, etc., 37 North, h 2 


West Housatonic—See p 257 

Bailey Henry, emp R., K. & Co., h Lake n Second 

Bailey Warren G., shoemaker, bds 17 Orchard 

Bailey Wilbur B., mason H. Dodge, h 13 Orchard 

Baird Eliza V. B., widow Henry M., Woman's Art Exchange, 8 
South, h 15. Francis av 

Baker Aminda Mrs., h Barkerville Е 

Baker Catherine L., widow Stephen H., bds 37 Wellington av . 

Baker Chas. C., emp W. G. Morton & Co., 21 Depot, bds 18 Third 
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Baker E. Dunning, engineer R. & J. Clock Co., rms 30 West 

Baker Fannie, widow James H., tailoress, h 3 Market 

Baker Henry, h 15 Adam 

Baker Henry, emp Pontoosue mill, h North n do. 

Baker Henry N., emp R., K. & Co., h 22 Brown's av 

Baker John H., emp R., К. & Co., h 26 Brown's av 

Baker Samantha Miss, canvasser, h (29) 103 North 

Baker—see Belanger 

Baleom Mary A., widow James, h 3 Renne pl 

Baldwin Albert H., manager Meadow farm, Middle 

Baldwin Earl G., local editor B. C. Eagle, h 10 West Housatonic 

Baldwin Henry W., teamster 85 West, h 14 Newell 

Balford David, emp Meadow farm, Lenox middle road, rms do. 

Ball Alice M. Miss, poetess, bds Gold av c Williams 

Ball Maria, widow Sylvester, h Gold av c Williams 

Ballard Harlan H., librarian Berkshire Athenzum, h 50 South 

Ballou Dexter M., rem to Springfield 

Ballou Edward R., shipping clerk Peck Mills, bds Peek's road 

Balzer John W., carpenter T. R. Glentz, h 48 Daniels av 

Baptist Church, 30 North e School 

Barber Fred W., farmer, bds Partridge road 

ARBER GEORGE R., livery and boarding stable 12} West, 
h 3 Circular av—See p 292 

Barber Hiram T., foreman Geo. R. Barber, bds 3 Circular av 

Barber J. Morton, steam fitter and bathrooms, 31 West, h do. 

Barber John, emp Pontoosuc mill, bds 5 Clapp blk, New road 

Barber Joseph H., emp R., K. & Co., h 3 Winter 

Barber Martha S., widow Orson, bds 1 Taconic 

Barber Thomas, farmer, h Partridge road 

Bard well Carrie J. Miss, nurse House of Mercy 220 North 

Bardwell Ralph B., cashier Third National Bank 3 North,h 1 
Daniels av | 

Barker Amos C., carriage painter 13 North First, h do. 

Barker Charles L., book-keeper 23 North, bds 7 Bartlett av 

Barker Charles T., manager J. B. & Bros. Mfg. Co.’s store, Barker- 
ville, bds n do. 

Barker Cornelia L., widow Charles T., h Barkerville 

Barker James M., judge of Superior Court, h 20 Bartlett av c East 
Housatonic 

Barker John V., pres. and treas. J. B. & Bros. Mfg. Co.,h Barkerville 

Barker John V. Jr., supt. J. B. & Bros. Mfg. Co., bds Barkerville 

Barker J. & Bros. Mfg. Co., mfrs. cotton and wool warp cassi- 
meres, Barkerville 

Barker Maria L., widow Gardner T., h 7 Bartlett av 

Barker Otis R., h Barkerville 

Barkerville Upper Public School, Barkerville upper road 

Barlow Nathan W., porter 23 North, h 7 Elizabeth 

Barnard Charles A., painter, h 23 Beaver i 

Barnard Lucius V., leader Barnard's orchestra, h 16 Robbins av 

Barnard Zelina L., bds 152 North 

Barnard's Orchestra, L. V. Barnard, leader, 16 Robbins av 

Barnes Abby Miss, teacher South Mountain School, h 21 Cottage 
row 
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Barnes Albert F., painter and paper hanger 22 Burbank, h do. 
Barnes Charles A., grocer 14 Fenn, hr 7 Lincoln 
Barnes Frank W., rem to Warren 
Barnes George C., butcher emp 6 West, h 19 Union 
Barnes James, painter, h Dalton road n Junction 
Barnes Walter, painter and weaver, emp S. М. & С. В. Mfg. Co., 
h Peck’s road n do. 
Barnes William E., salesman, h 6 Church 
Barnes William H., emp 43 West, h 21 Cottage Row 
Barnes—se Le Barnes, also La Barnes 
Barnfather Andrew F., clerk 19 North, h 15 Pomeroy av 
Barnum Electa M., widow Henry L., h 39 Elm 
sarrett Henry N., foreman trimming dept. P. Carriage Co., h 25 
Orchard 
Barrett James G., emp Gale Bros., h 66 Burbank 
Barrett James N., rem to Springfield 
Barrett Jedediah F., sexton First Congregational Church, h 6 
South 
Barrett Robert H., drug clerk 48 North, bds 6 South 
Barrett William, painter, bds 12 Pearl 
Barron Alexis A., blacksmith emp Т. Danis, bds Third с Lake 
Barron Mary, widow Alexis, h Third c Lake 
Barrows Hattie M. Miss, teacher Fenn St. School, bds 32 Railroad 
Barrows Warren B., bds Middle n Elm 
Barrows Warren S., shipping clerk P. Tack Co., h 22 Maplewood av 
Barrows William H., agent American Express Co., 5 West, h 17 
Bradford 
Barry Catherine, widow Patrick, bds 25 North Second 
Barry Daniel, dyer Russell mills, h 128 Wahconah 
Barry Daniel, night watchman R. & J. Clock Co., h 25 Church 
Barry Isabella C. Mrs., h 4 Burbank 
Barry James, emp Peck's lower mill, bds 4 Burbank 
Barry James S., carpenter, bds 128 Wahconah 
Barry John, watchman Peck’s mill, h Peck's road 
Barry John E., emp Russell mills, bds 128 Wahconah 
Barry John E., emp Russell mills, bds 31 Pradford 
Barry John J., book-keeper R. & J. Clock Co., bds 25 Church 
Barry Margaret, widow John, h 12 North Pearl 
Barry Michael, mason, h 20 Bradford 
Barry Peter E., plumber emp W. G. B. & Son, bds 55 Fenn 
Barry William J., emp Tillotson & Power, h n do. 
Bartlett Agnes, widow William F., h 18 Bartlett av 
Bartlett Arthur H., engineer W. Clark & Co., h 14 Pleasant 
Bartlett Calvin T. (Crosier & Bartlett), 83 North, h 51 Elm 
zartlett Frank, emp R., К. & Co., h 16 Wellington av 
Bartlett Horace A., rem to Worthington 
Bartlett Independence G., widow Lloyd, bds 14 Broad 
Bartlett James F., h 20 Maplewood av 
Bartlett John W., car repairer, h Dalton road n Junction 
Bartlett Nathan E., engineer, h Dalton road n Junction 
Bartlett Theodore, h 28 South 
Bartlett Wesley L., watchman р. 8. В. stable, h 204 North 
Bartley Ann Miss, h Mill south of railroad 
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Bartley Mary, widow John, r 

а! з ‚ теш to Ad 

гео Elizabeth, widow Charles, bds 23 Orchard 

ауен on L., emp R. & J. Clock Co., h 13 Church 
assett Alfred H., clerk 17 North, h 41 West Housatonic 


Bassett Charles F., clerk Joh; р 
cried › clerk Berkshire Life Ins. Со., bds 41 West 


Bassett Felix, rem to Dallas, Me. 
Гамен aes р 41 West Housatonic 
ssett John W., carpenter, h 31 Welli 
api George F. Mrs., В W est Mp аара 
риска J. Harry, emp 20 West, bds 51 Burbank 
TUS Chas., switchman B. & А. В. R., h 40 Robbins av 
n JOHN J., boot and shoe dealer and repairer 9 
is orth, bds 21 North Second—See p 266 d 
ега тре ы, laborer, h 21 North Second 
astion Joseph Jr., engineer B. & А. R Г 
pun же» о ешр Henry & ВЫ, ae Bacar ^ pois 
ion Louis O., emp R., К. & Co., h 36 Daniel 
Грав оын О. ms dressmaker 36 Danicle wy, h do 
illiam H., yar i 
Я АЙЫН yard conductor В. & А. R. R.,h 44 South 
asto Charles, machinist emp Tillotson & i 
HM Thomas, weaver Tillotson & eli se ien 
Гао William H., machinist emp Tillotson & Power, h n d 
Cmn George M., emp R. & K., h Middle n Elm , - 
sue Henry Z., emp P. S. В. В. Со., 9 Seymour 
TES OIRO” teacher, bds Elm beyond William 
du I., laundry 11 Summer, rms 28 North First —See 
Bates William T., farmer, h Eln illi 
3 | E 4f Д n beyond Will 
Baudrey Joseph, joiner, h 67 North First Spee 
et Fred, barber 77 North, h 54 North First 
3aughan Clara M., widow James H., В 20 Second 
Baughan James, h 8 Cottage Row 1 
таасан groceries 9 Southern ау, h do 
jaumneller George, emp Bel Air Mfg. Co. h 169 W 
сате Henry D., milk peddler, h South Mountain ON 
each Mary, widow Jotham, bds Elm n Pleasure Park 


EACH M 'kshi 
Å Hanra Ae Y., prop. Berkshire County Eagle 39 West, h 


Beagart Robert, farm hand, h 

Beals Robert S., farmer, bds ‘elias av 

го Mies M., conductor B. & А. К. R., h.17 Lincoln 

Cen ec Np aoge, blacksmith emp 23 Pomeroy’s av, h 47 Beaver 

p aine Louis, emp Pontoosuc mill, bds 5 Clapp blk, New Road 
eauchaine Simeon B., laborer, bds 42 Francis av à Ne 

Ба ор Celina, widow George, h off Fourth р Lincoln 
eauchamp Charles H., emp P. Carriage Co., h 39 Beaver 

Beauchemin Alfred P., clerk 27 North, bds г 3 Elm 

Beauchemin Joseph P. D., clerk 26 North, h off 3 Elm 


Beauchemi i 
ene рр, baker emp 12 Fenn, rms Steamer House No. 


- 


í 


Beaudoin George, meat market Parker n Tyler, h do. 
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Beaudoin James, stone mason, bds 77 Clough 

Beaudoin Joseph, rem to Spencer 

Beaudoin Maximilian, cabinetmaker Z. A. Ward, h 6Silver 

Beaudoin Mitchell, laborer B. & A. В. R., h 77 Clough 

Beaugartner Jaques, emp E. L. Humphrey, h South n town 
line 

Beaulieu Abram, clerk Talbot Bros., bds 79 River 

Beanlieu Basil, switehman В. & A. R. R., h 79 River 

Bebeau Joseph, emp B. & A. R. R., h 144 North 

Bedard Diana Mrs., h 20 Second 

Bedard Edmund, bds 20 Seeond 

Bedard George, physician 24 North, rms do. 

Bedard Peter, painter, bds 20 Second 

Bedard Thomas, joiner, bds 20 Second 

Bedell Dillwyn C., contractor and builder Depot e Liberty, h 12 
Summer 

Bedford Hiram J., clerk 137 North, h 70 North First 

Bedford James K., gigger Russell's Mill, h 132 Wahconah 

Bedford John J., weaver Russell's mill, bds 132 Wahconah 

Bedford Thomas, weaver Tillotson & Power, hn do. 

Beebe Charles D., bds Barkerville 

Beebe Frank A., baggage master H. R. R., Union depot, h 30 
Circular-av 

Beebe Julia S., widow Henry J., h Lake n Fourth 

Beebe Lauretta Miss, clerk 37 North, bds 152 do. 

Beers Elijah, commission merchant 7 Maud, h do. 

Behan James, gardener 18 Elm, h 1 High 

Behan John (Kinney & Behan), 112 West, rms 7 Cottage Row 

Behan Michael, emp Peck’s Mill, bds Peck’s road 

Behan Thomas, harnessmaker, dealer in trunks, etc., 53 North, 
bds 10 Beaver 

Beitzel Henry, weaver Taconic mill, h off Richmond av 

Beitzel John, quarryman, h 522 North 

pes AIR МЕС. CO., fine cassimere mfrs., 191 Wahconah, Bel 

Air—See p 244 

Belanger Albert, laborer, h 31 Howard 

Belcher Albert, emp R., K. & Co., bds 13 Beaver 

Belcher Charles, emp R., K. & Co., h 13 Beaver 

Belcher Edward, laborer, bds 13 Beaver 

Belcher Frederick, farm hand, h South n stone quarry 

Belcher Olive L., widow Arnold, bds 13 Beaver 

Belden Frederick G., traveling salesman Peirson & Son 28 North, 
bds 35 First 

Belden William R., emp R. & J. Clock Co., h 35 First 

Bell Arthur, emp Bel Air Mfg. Co., h r 165 Wahconah 

Bell Robert, laborer, h 61 Robbins av 

Belleisle—see Billings 

Belzer John, carpenter, h 48 Daniels av 

Bence Jacob Mrs., h West n town line 

Bence John, farm hand, bds West n town line 

Bence—see Benz А 

Benedict Arthur M., farmer and milk peddler, h Benedict road e 
Tyler 
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Benediet Olin ^ PUER 
—€— Olin T., boarding-house and truckman, h North bey New 
pe Orriu, bds 7 Wendell av - 
jenjamin Elbert C., farmer, h Lenox middle r ailro: 
Benjamin Sarah P. Miss, bds агуйн BM NUM 
[es "ici farmer, h Shaker Village 
3ennett Charles E., principal Linden Street Sc 
Bennett Edmund A., nme, hr 19 Linden ча аг" 
Bennett Emil, rem to Springtield 
Bennett Emma, widow Andrew, h Spring 
Bennett Joseph, piper, h Clough с Robbins av 
Bennett Joseph N., laster, bds 12 Second 
oe Malina Mrs., h 19 Second 
ennett Victor, h Barkerville lower road n railr 
Bennett Willie F., clerk 55 West, bds ү. 19 Linden 
ee Joseph H., h Russell off 137 Wahconah 
cies eig F ., farmer, bds East Lenox road n town line 
Виш Bence o h East Lenox road n town line 
ergain Frank H., lineman В. Electric Co., Баз Br: : i 
amet up eni street paver, h Bradford hom t ac 
erkerwit ih А . arlor 
ado we F., barber Parker House 49 West, h 15 South 
Berkowitz Morris, h 44 Bradford | 
Jerkshire Atheneum, Bank Row, Н.Н. Ballard, librari: 
Berkshire County Bible Society, JY ^^ E es 
erkshire County Court House, East c Wendell av 
ERKSHIRE COUNTY BAG Y. 
Wed erp ds TY EAGLE, M. Y. Beach prop., 39 
oo County Home, South 
erkshire County Jail, 36 North Second е Burbank 
ERKSHIRE COUNTY SAVINGS BANK, Robert W 
: Adam treas., 3 North—See front*col'd p X | 
ть не Medical Society, (24) 3 North 
erkshire Electric Co., C. G. Tompkins manager, electric be 
| “lect vel adie dag manager, electric bells and 
Jerkshire Historical and Scientific Society, rms Berkshir 
ea sci ciety, rms Berks lire Atheneum 
B ge MOUSE, W. W. Perry prop., 9 Summer—See 
ERKSHIRE KNITTING MILLS, D. M. Collins & Co 
props., Central blk 41 North—See р 243 : 
ERKSHIRE LIFE INSURANCE 60., W. В. Plunkett 
н pres., J. W. Hull sec. and treas., 3 North—See back cover 
RKSHIRE MUTUAL FIRE INSURANCE С0., J. L 
n Peck pres., $ M. Stevenson sec., 4 North—See р 238 У ү 
е Overal Co., 33 and 35 West and 2 and 4 Clapp av 
Jerkshire Reading Rooms, (16) В. L. Ins. bdg 3 North - 
ge THIRE TEURER hoe Frederick Sharp prop., whole- 
sale and retail dealer in all kinds rubber & j ollison? 
New blk, s Сер ir My: rubber goods (6) Wollison's 
ERR VALLEY PAPER CO., J. Е. & D. B. Colton 
ont ор 208 and retail paper dealers and stationers 74 
ES 


LI 
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Beron Celeste, laborer emp F. A. Woodruff, h 7 Lake 

Beron—see Biron 

Berry George, emp Hascal Dodge, Newell, bds do. 

Berry Thomas, emp T. & P., h Barkerville, Lower road 

Betters Louis, hostler George В. Barber, h r 5-Elm 

Bevins Anthony J., farmer, h Hancock road 

Bickford Edson W., emp electric signal station B. & А. В. R., 
h 14 Pearl 


ICKNELL Е. К. & CO. (Eldridge К. Bicknell, Mrs. Mary К. | 


Allen), housekeepers, 5c. and bargain store 131 North— 
See p 273 f 

Bicknell Eldridge K. (E. K. Bicknell & Co.), 131 North, res Spring- 
field 


Bidwell D. Millard, clerk G. A. Bidwell, bds 32 Circular av 
IDWELL GEORGE A., dealer in stoves, furnaces, also 
plumber, Burbank Hotel blk 116 West, В 32 Circular av— 
See back cover - 

Bieron Joseph, laborer, h Winter n Burbank 

Biety Thomas, carpenter, h Stearnsville Р 
Bigelow Amasa W., carpenter D. C. Munyan, h 31 First 
Bigelow Fred S., joiner emp D. C. Munyan, bds 45 North First 
Bigelow Harriet C. B., widow Charles H., h 176 West 

Bill Gurdon, pres. P. Tack Co. 19 South Church, res Springfield 
Billedeau Joseph, laborer, bds 31 Railroad А 

Billings Joseph I., emp Parsons & Sears, bds 65 River 

Billings Peter, dyer, h 65 River 

Billings Peter Jr., turner T. Clock Co., h West bey Onota 
Billings Wilfred, laborer, h Cheshire road n hotel, Coltsville 
Bills Amos, rem to Green River 

Bills Artemas, rem to Tennessee 

Bills Chester H., tin peddler, h 123 Fenn 

Bills Elizabeth A. Mrs., nurse, h 123 Fenn 

Bills Fred, emp F. G. Guilds & Co., bds 12 Guilds pl 

Bills George B. Rev., h South Mountain 

Biron Feliset, widow Aiken, h r 5 Elm 

Biron Louis, joiner, h off Liacoln n Clapp 

Biron Louis, earpenter, h r 2 Bradford 

Biron Louis, carpenter emp in tannery, h 58 Robbins av 

Bissell Angusta, widow George A., bds 18 South 

Bissell Mary A. Miss, teacher 41 South, bds 18 do. 

Bissell Sarah S. Miss, teacher 41 South, bds 18 do. 

Bitsell Henry, emp Taconic mill, h off Richmond й 
Blache Eugene, emp Peck’s mill, bds Onota п Peck’s mill 
Blache Eugene Jr., emp Peck’s mill, h Onota n Peck’s mill 
Black Daniel, emp B. & A. R. R., h r New West n railroad 
Black Maria, widow Isaac, h Lincoln c Wellington av 

Blackley John, rem to New York 

Blackman Annie P., clerk 37 North, bds 3 Third 

Blackman Lucy F., widow Eleazer, h 3 Third 

Blackman Susie W., h 3 Third 

Blain Dennis, carpenter, h 3 Lake 

Blain Louis (Henry & Blain), 53 Fenn, h 8 Maplewood av 
Blain Priscilla, widow Louis, h r 3 Lake 
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Blais Xavier, emp Taconic mill, h off 211. North 

Blake Frank, rem to Adams | 

Blake Henry, teamster Е. G. Guilds & Co., h 20 Guilds pl 

Blakesley William E., emp В. & J. Clock Co., В 17 Reed 

Blatchford George, books, stationery, etc., 12 North, h 48 N First 

Blei Richard H., clerk 143 North, h 93 River 

Bline John W., emp B. & A. freight house, h 41 John 

Blinn Abbie, widow Edward, nurse, h 80 North First 

Bliss Fred B., teamster C. E. Merrill, h 18 Wellington av 

Bliss George H., manager P. Button Co., McKay, h 13 Henry av 

Bliss George M., carpenter, h West Housatonic n H. R. R. 

Bliss John L., rem to Lenox 

Blodgett Samuel H., rem to Mill River, Ct. 

Blow Henry, brakeman B. & A. R. R., h 127 West 

Blye—see Blei 

Boardman Martha, widow John, bds 32 Francis av 

Boden Annie Miss, dressmaker, bds 3 Pleasant 

Boden Frank N., emp R. & J. Clock Co., bds 3 Pleasant 

Boden Nicholas, emp S. N. & C. R. Mfg. Co., h 3 Pleasant 

Boden William, clerk 16 North, bds 3 Pleasant 

Bodwin—se. Beaudoin 

Bogart William E., emp R. & J. Clock Co., bds 29 Francis av 

Bohan Martin, emp Bel Air Mfg. Co., h r 161 Wahconah 

Bohan Michael, spinner Bel Air Mfg. Co., bds 152 Wahconah 

Bohlman Caroline, widow Christian, bds 11 Burbank 

Bohlman Edward P., emp Pontoosuc mill, h 81 Wahconah 

Bohlman John C. C., prop. Bohlman's Hotel 143 North, and mu- 

sie store 153 North, h 11 Burbank 

Bohlman's Hotel, John C. C. Bohlman prop., 143 North 

Boier—see Boyer 

Boisseau Moses, rem to Albany, N. Y. 

Boldeman Frank F., porter Berkshire House, bds do. 

Bolen James, hostler P. Cab Co., h 5 Clough 

Bolen Mary, widow James, h 8 Division ' . 

Bolen Michael, emp Peck’s mill, bds 8 Division 

Bond Chester R. Mrs., h 10 Buell 

Bond George, bds 29 Maplewood av 

Bonney Annie R. Miss, bds 17 Third 

Bonney Edson, clerk Pittsfield National Bank, h 62 Fenn 

Bonney Sarah A., widow Nicholas D., h 17 Third 

Boos Louis, emp Gimlich & White, h 18 John 

Boos William, barber 293 North, h 202 do. 

Booth Charles H., h 33 First 

Booth Charles W., clerk 38 North, h 94 Fenn 

Booth Edgar P., В 33 First 

Booth Elihu D., farmer, h Lenox middle road n railroad 
00TH GILBERT A., concrete paver, curbing and roofing 37 

Onota с School, h do.—See р 285 1 
Booth Sarah J., widow Watson A., h 92 Fenn 


. Booth Sarah M., widow Dwight D., bds Lenox middle road n rail- 


road 
Boree Burr, rem to Dalton 
Borough Sophia Mrs., h 3 Winter 
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Bosham Peter, emp Taconic Mill, h 31 Howard av 
Boston & Albany freight depot, foot Depot 
Bottomly Isaac, mill operator, h Barkerville 
Boucar John, lather, h 7 Clough 
Boucar John Mrs., dressmaker 7 Clough, h do. А 
Boucha Margaret Е., widow William, h Mill п West Housatonic 
Bouchan George, blacksmith, h 47 Beaver 
Boucher Frank Mrs., rem to the West ? 
Boucher Herbert, bridge carpenter В. & A. В. R., bds 47 River 
Boudrey Joseph, grocer 41 Second, В do. 
Boudrey Mary Miss, dressmaker 41 Second, bds do. 
Boudrey Victor, joiner, bds 41 Second 
Boudrey—see Baudrey 
Boughton John W., rem to Dalton 
Boughton John W. Jr., rem to Dalton 
Boule Alex., emp Peck’s mill, h Peck’s road 
Boule Peter, emp Peck’s mill, h Peck’s road n do. 
Bouley Phillip, blacksmith, h Dalton division road 
Bousha Gilbert, emp Russel’s mill, h Peck’s road 
Bousquet Joseph, dyer Pontoosue mill, h off North n do. 
Bouton Jerome, emp 46 Elm, h 41 do. 
Bowe James, rem to Adams 
Bowen Edward Mrs., h 8 Goodrich 
Bower—see Bauer also Boyer 
Bowerman Angeline E. Miss, h 10 Henry av 
Bowerman Gratia E., widow Samuel W., h 53 South 
Bowers Catherine, widow Newell, bds 33 Third : 
Bowman Ellen Mrs., emp C. A. Rockwell, h 11 West 
Boxbury John, cigarmaker, h 71 Onota VAR 
Joyce Charles L., engineer B. & A. R. R., h 25 Daniel's av 
Boyce J. Frank, switehman B. & A. R. R., h 21 Lincoln 
Boyce Wiley, joiner, h 56 Beaver 
Boyce—see Воісе в : 
Boyd August, emp Bel Air Mfg. Co., h 173 Wahconah 
Boyer Elzear, harnessmaker emp Gale Bros., h Spring 
Boyer Frank, laborer emp В. & А. В. К., В 47 River 
Boyer Julius, carpenter C. E. Merrill, h Spring n Lincoln 
Boyer Matthias J., harnessmaker emp Gale Bros., bds 46 Burbank 
Boyle Medore, joiner, h 46 Burbank : 
Boyle James, rem to Amsterdam, N.Y. | : 
Brackin John A., veterinary surgeon 4 Railroad, h 3 Bradford 
Bradford Fred, rem to vo cag 
3radley Arthur M., bds 18 Daniels ау 
Вале Bros. (George N.and Frank A. Bradley), flour, feed, 
grain, hay, straw, etc., 14 West 
3radley Elbert W., ешр 8. Р. Briggs, h West bey Onota 
Bradley Emma F. Miss, clerk 47 North, bds 21 Second . 


Bradley Frank A. (Bradley Bros.), 14 West, rms (6) Bowerman · 
blk 


Bradley George M., carpenter, h 18 Daniels av 
Bradley George N. (Bradley Bros.), 14 West, rms (6) Bowerman 
blk 


Bradley Patrick D., tailor emp M. Cohen, h 2 Prospect 
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Bradley Thomas F., clerk 147 North, bds 2 Prospect 
Bradway Elijah, farmer, h Parker av 
Brady John L., rem to Newark, N. J. 
Brady Thomas A., painter, h Winter 
Brady Thomas A. Jr., painter, bds Winter 

RANCH GEORGE W., stoves, tin-ware and plumbing 41 

West, h 3 Bradford—See p 273 

Brandow Frank W., dentist 40 North, h 7 Willis pl 
Brandow Mary, widow J. Warner, h 13 Cottage Row 
Branley Michael H., clerk 17 West, bds Berkshire House 
Brant Sarah D., widow Henry, h 19 Lake 
Brasse Carrie Mrs., saleslady 26 North, bds 22 Adam 
Brasse Louis, barber 53 North, bds 22 Adam 
Bray John, laborer, h 34 Clough 


_ Breakey John, h 81 Fenn 


Breen John, rem to Worcester 
Breen Michael, laborer, h Barkerville 
Breen Michael Jr., laborer, bds Barkerville 
Breilman Rosa, cook House of Mercy, 220 North 
Brennan Christopher C., saloon 50 Wahconah, h 48 do. 
Brennan Elizabeth Miss, emp S. B. Mfg. Co., bds 4 Wellington av 
Brennan James H., rem to Albany < 
Brennan John, laborer emp В. & А. В. В., h Barkerville road 
Brennan John Jr., laborer, bds Barkerville 
Brennan William, emp Tillotson & Power, bds Barkerville 
Brett George, tinner emp 116 West, bds 16 Pearl 
Brett Mary T. Miss, h opp Tillotson & Power 
Brett Patrick, laborer, h 76 Francis av 
Brewster Clarissa A., widow Oliver E., h 21 East 
Brewster Fannie E. Miss, bds 21 East 
Brewster Frank W. (F.W. Brewster & Co.), 16 Fenn, h 35 Orchard 
REWSTER F. W. & CO., boot and shoe dealers 16 Fenn— 
See front cover 
Brewster Henry A., teller Pittsfield Nat. Bank 1 North,bds 21 East 
Brewster John M., h 15 East 
Brewster Mary J., widow Hen ry, matron Berkshire Co. Home, 
12 South 
Bridges Edward M., book-keeper 4 Railroad, h 51 Fenn 
Bridges George, rem to Lee 
Bridges Harry, bds 51 Fenn 
Bridges Jane M., widow James A., bds 51 Fenn 
RIDGES SAMUEL, prop. American House stables 4 Rail- 
road, h 28 North First—See p 290 
Bridgman Edward H., sup't 7. & W. M. Crane, h Dalton road bey 
Gov. mill, Coltsville 
3rielmann Arnold P., clerk 2 North с Park pl, h 38 Third 
Brielmann Ernest J., emp R. & J. Clock Co., h 34 South Church 
Brielmann Joseph E., emp R. & J. Clock Co., h 7 Worthington 
Briggs Fordyce W., h Junction 
Briggs Frank, agent for pianos and organs, bds 22 Bradford 
Briggs Mary T. Miss, bds 176 West 
Briggs Nellie C. Miss, bds 176 West 
Briggs Sarah E., widow George P., h 174 West 
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Briggs Silas P., market gardener, h West bey Onota 
Briggs Susan A., widow William, h Cross road n railroad, Colts- 


ville 
Brimmer Edric С. (S. B. Mfg. Co.), 20 Railroad, h 13 North Sec- 
ond 
Brimmer Fred A., salesman 5. В. Mfg. Co., h 3 North First 
Bristol George W., emp 46 Elm, В 41 do. 
Bristol Jonathan P., sewing machine agent, h 27 Maplewood av 
Bristol Wilbur W., fish peddler, h 147 West 
Britton Ellen Mrs., h South Mountain 
Britton Patrick, emp 8. М. & С. В. Mfg. Co., h Peck’s road n do. 
Brock Alfred, cabinetmaker and upholsterer 113 Fenn, h 8 Buell 
Brock Mary A., widow Thomas, h off 9 West Housatonic 
Broderick John, emp Peck’s mill, bds Peck’s road 
Broderick Patrick, trackman Н. R. R., h 61 Robbins av 
Brodhead Myra Mrs., milliner, bds 10 Summer 
Brodie Charles E., farmer, bds Churchill 
Brodie George H., foreman blacksmith C. E. Merrill, h 49 North 
First 
Brodie Joseph, farmer, h Churchill 
Brodie Mary Miss, bds Churchill 
Brogan William, laborer, bds Harris 
Brombach Andrew, laborer, h Onota bey Lake av 
Brombach Frank Mrs., h Peck’s road bey Upper mill 
Brombach John, emp Peck’s mill, bds Peck’s road bey do. 
Brooks Daniel R., clerk 2 North, h 59 Robbins av 
Brooks Frank A., emp R., K. & Co., bds Lake n Fourth 
Brooks Harriet S., widow S. Nelson, bds Lake n Fourth 
Brooks Lester C., emp R., К. & Co., h Lake n Fourth 
Brooks Myron W., foreman B. Knitting mills, h West bey Jason 
Brooks Peter, mason, h 100 Fenn 
Brooks Reuben J., clerk 11 South, bds 15 Pearl 
Brooks Sophia H. Miss, bds Middle n Elm 
Brooks Thomas L., farmer, h Middle n Elm 
Brooks Victoria, widow James L., rem to Springfield 
Brooks William, bds 59 Robbins av 
Brown Abbie C., widow George, h 55 South 
Brown Adelbert, emp R., K. & Co., h r 33 Second 
Brown A. Leland (Russell & Brown), Appleton av с Dawes av, h 
49 South 
Brown Charles, emp gov. mill, bds Dalton road n do., Coltsville 
3rown Charles H., h 33 East 
Brown Deborah, widow George W., h Lenox middle road bey rail- 
road 
Brown Edward, boss wool sorter 8. N. & C. R. Mfg. Co., h 39 
Wahconah 
3rown Edward B., bds 39 Wahconah 
Brown Edgar, emp W. С. S. Mfg. Co., bds 6 Willis pl 
Brown George D., farmer, h Dalton Division road 
Brown George W., joiner, h 186 North 
Brown Gertrude J. Miss, h 51 North. First 
Brown Hannah Mrs., emp Henry & Blain, h 8 Oliver 
Brown Hattie E., widow George F.,h 7 North First 
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Brown Helen L. Miss, h 14 Henry av 
Brown Henry Mrs., bds 14 Боа ау 
Brown Howard, drug clerk 9 North, bds 5 Clinton ау 
Brown Hugh, hostler Burbank Hotel, bds do 
Brown John, bds 3 Church ; 
Eus 2000, h 8 North Second 
3rown John, laborer, emp Н. Dodge, h 9 Divisi 
Brown Joseph, emp Назса] Dodge Newell, Ыым do 
Brown Joseph, laborer, bds Dalton Division road : 
bin £ Proudfit, bds 3 Church : 
rown Mary J., widow Martin, h 9 West H i 
Brown Rollin N., contractor ава build Hamlin n. 
5 5 ВЕ 
pure мн n widow Nathan G., h Nx e" 
rown Thomas, hackman, emp John L. R i 
Brown Thomas R., clerk 29 North, bds am M 
Lean William Mrs., h Winter 
rown William H., laborer, h Cl i 
qoM ак Labrun MED и 
rowne Robert F., physician and surgeon, h 45 Fe irs 
Bruce Charles H., emp Taconic Mill, hh off North ieee 
Bruey Augustus J., ice dealer West bey Jason, В do 
Brugger William, rem to Hudson, N. Y. : i 
enr John H., barber, emp 87 North, h 54 Railroad 
ве Cornelius, emp О. T. Benedict, North, bds do. 
en age Duane, emp R. & J. Clock Co., bds Backus blk, South 
jrundage Ernest, emp O. T. Benedict, North, bds do í 
Brusie Charles F., h 31 Daniels av ^ i 
Bryant Charles A., lather, bds 91 North 
Ee Edward P., emp J. F. Hemming, h 91 North 
ryant Frances, widow James M., h 70 North First 
Bst os M., h 36 Beaver 
3ryant Walter, conductor P. S. R. Co., h r 523 Nor 
Buchan William, brakeman B. & A. R. R., h 13 Байга 
Buckingham Kate M., widow John, h West n Parker av 
ЕК Haunora, widow William, h North п Wahconah 
juckley Henry, stonecutter, bds Barkerville lower road 
Buckley John, brakeman B. & A. R. R., bds Richmond av 
Buckley John, bottler 8 Prospect, h 1 Gimlieh 
ind Michael, emp O. T. Benedict, h 129 Wahconah 
uckley Patrick, emp B. & A. R. R., h 70 Daniels av 
Buckley Timothy, laborer, h Richmond av 
сакт gd mcum 2d, laborer, bds 129 Wahconah 
ckley William, emp Taconic Mill, h 2 
Buck wheat—see Pale Ao es 
Budlong David, emp C. E. Merrill, h 25 Bradford 
PUDE n сар P E. Merrill, bds 25 Bradford 
ong Rowland T. F., book-keeper 31 Nortl 25 Br 
Buguey Alice L. Miss, teacher, ый 7 Union" PU 
Buguey George A., manufacturer, h 7 Union 
Ба. orem B., h 43 Daniels av 1 
ull John, emp С. Е. Merrill, bd 
Bud Mas errill, bds Wendell Hall 
Bullford Edward, student, bds 20 East 
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Bunce Charles, emp Z. Crane Jr. & Bro., h Crane’s av (Dalton) 
Coltsville 4 
Bunt Andrew, carpenter, bds South Robbins av c South av 
Buntin James, loom fixer Taconic mills, h 499 North 
Buntin Mary E., cashier 25 North, bds 499 do. 
Burbank Charles A., clerk Post-Office, bds 24 North Second 
Burbank Charles H., carpenter, h 24 North Second 
Burbank Ellen R. Miss, h 17 Orchard 
Burbank George A., rem to the West 
Burbauk George W., joiner, h 1 Hamlin 
Burbank Hotel, Roland E. Burbank manager, West opp depot 
Burbank James, farmer, bds Junction 
Burbank James A., h 11, Francis av ) 
Burbank James А. Jr., clerk 25 North, bds 11 Francis av 
Burbank Julia M., widow Abraham, h 25 Summer 
Burbank Merrick A., bds 25 Summer 
Burbank Roland E., manager Burbank Hotel, bds do. 
Burbank Rose Mrs., bds 8 Wellington av 
Burbank William P., h 42 North First 
Burdick Amelia A., widow Dr. F. N., h 15 Pearl FEM 
Burdiek Edwin R., shipping oo к К. & Co., bds 15 Pearl 
rdick Hattie E. Miss, bds 15 Pear К : 
Boris Charles E., foreman sash dept. C. E. Merrill, h 30 East 
Housatonic 
Burgess Eli, cabinetmaker emp 149 North, h 199 do. 
Bargéss Harriet Miss, h Shaker Village . 
Burgess Nelson, mason, h Water с East Housatonic 
Burghardt Frank, emp M. T. Moore, bds 28 Burbaak 
Burghardt Fred N., waiter, bds 49 River 
Burghardt Mary J., widow William H., h 28 Burbank 
Burke Andrew J., carder, h Barkerville К | 
Burke Charles E., attorney-at-law 8 Park pl, bds Barkerville 
Burke Clinton B., emp R. & J. Clock Co., bds Barkervillle 
Burke Edward, laborer, h Lower Barkerville road А 
Burke Edward M., emp Tillotson & Power, bds Barkerville upper 
КӨ: 4 L ._. 
juke Норі. emp S. №. & C. Russell Mfg. Co., h 19 Division 
Burke James, farmer, h m с сора. x 
zurke James, laborer, bds Lower barkerville road — Е 
Скат Jeremiah, machinist emp Wm. Clark & Co., h 59 Daniels av 
Burke John, rem to South Adams 
Burke John, laborer, а oie „ж 
Zurke John J., mason builder Mul! south 1 £ м : 
Burke John M., machinist emp 8. N. & С. R. Mfg. Co., h Peck's 
road opp Alcove a 
Burke John W. awitchman B. & А. R. R., h 60 Daniel's av 
Burke Margaret Miss, bds Hamlin n North Second 
Burke Maria, widow Michael, bds 77 North First : 
Burke Martin J., emp R. & J. Clock Co., bds 10 Harris 
Burke Mary, widow Martin, bds 49 Second | 
Burke Michael, mason, bds Mill south of railroad | 
Burke Michael, emp Tillotson & Power, h Barkerville upper road 
Burke Michael, rem to North Adams 
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Burke Patrick, laborer, bds Mill south of railroad 
side as W. Rev., ass’t pastor St. Joseph's church, bds 168 
North 
Burke Thomas, emp Pontoosuc, bds North n Pontoosuc lake 
Burke Ulick, insurauce agent, h 123 Fenn 
Burke William, clerk J. Kazan, bds Barkerville road 
Burke Winifred,widow Alexander, h 123 Fenn 
Реа Frank J., traveling salesman, bds Peck’s road п Onota 
ake 
eee ees George E., blacksmith Peck’s road п Lake Onota, h 
о. 
Burlingham George W., laborer, h off Onota bey Onota school 
Burlingham Jane M. Miss, h 122 Beaver 
Burlingham Margaret, widow Jarvis, bds -Peck’s road, n Peck’s 
upper mill i 
Burlingham Prince Albert, fruit dealer, h 75 River 
Burnell Anna E., widow George B., h-10 Bradford 
Burnham Charles, laborer, bds Dalton road, Coltsville 
Burnham George L., machinist W. Clark & Co.,h 31 West Housa- 
tonic ; 
Burnick John, emp Robbins, Kellogg & Co., h 8 Oliver 
Burns Arthur, weaver Pontoosue mills, bds 156 Wahconah 
Burns George, rem to Springfield 
Burns James (Read & Burns), 3 West, h 21 Brown's av 
Burns James H., butcher, bds 13 Robbins av 
Burns Jennie Miss, nurse House of Mercy, 220 North 
Burns John, emp P. S. R. Co., bds 38 South Robbins av 
Burns Joseph, hackman emp J. L. Russell, h 17 Clough 
Burns Louis (Wright & Burns), 21 Fenn, h 13 Francis av 
Burns Margaret, widow John, h 13 Robbins av 
Burns Seymour H., emp Robbins, Kellogg & Co., h 23 Brown’s av 
Burns Thomas, blacksmith, bds 13 Robbins av 
Burns William H., clerk 21 Fenn, bds Berkshire House 
Burns—see Byrnes 
Burrow Frank, emp R., K. & Co., bds Clapp foot of Brown 
Burrow Matilda Mrs., h Clapp, Morningside 
Burrows George E., rem to New York state 
Burrows John, bartender Burbank Hotel, bds do. 
Burt Earl, brakeman B. & A. R. R., h 10 Francis av 
Burt Penelope S., widow Ansel S., bds 4 Elizabeth 
Burt Welsey G., emp Berk. Knitting Co., h 4 Elizabeth 
Burton Matthew H., draughtsman H. N. Wilson,bds 32 Wendell av 
жи, Stephen C., physician and surgeon, 4 East Housatonic, 
h do. 
Burwell William L., messenger Adams Express Co., rms 1 Church 
Bush Jesse, watchman Bel Air Mfg. Co., В 149 Wahconah 
Bushaw Margaret, widow William, h Mill n West Housatonic 
Bushman—see Beauchemin 
Business Men’s Association of Pittsfield, rms Central blk, 41 North 
Bussiers Theodore, laborer, h 64 Wahconah 
Butler Charles D., book-keeper James H. Butler, h 19 Second 
Butler Dudley E., carpenter, h West n town line 
Butler Edwin, sawyer emp C. E. Merrill, h 38 Fenn 


5 
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UTLER JAMES H., lumber, doors, sash, blinds, etc. 42 
Fenn, h 40 do.—See front col’d p V 
Butler James Н. Jr., clerk James H. Butler, h 12 Third 
Butler Luther, carpenter, bds 9 Cottage row 
Butler Matthew, emp W. G. Backus Sons, h 37 Robbins av 
Butler Sarah A., widow James, h 3 Goodrich 
Butler William A., joiner h (1) Fahey’s blk North First ¢ Melville 
Butterly John, emp Peck’s mill, bds Peck’s road 
Byrnes Mary A. Miss, bds 155 North ¢ Union 
Byrnes William M. (John P. Rouse & Со.), 99 North, h 4 Bradford 
Byrnes—see Burns 
Byrness Clair, emp O. I. Bates, bds 77 West 
Byrness Libbie D., widow John J., h 77 West 


CADAGAN MORRIS H., emp Peck’s lower mill, h 69 Clough 

Cadarette Henry, mason, h 87 West 

Caden Ellen S. Miss, dressmaker, h 40 Beaver 

Cad well Acha Mrs., h-12 Buel 

Cadwell Henry, farmer, h South Mountain road 

Cadwell William M., farmer, h South Mountain road 

Cæser Caroline, widow Charles, bds 18 Alder 

Caffrey James, laborer, h 3 Division 

Caffrey John, emp S. N. & C. Russell Mfg. Co. bds 37 River 

Caffrey Mary, widow James, h 27 River 

Caffrey Thomas, laborer, bds 37 River 

Cahill David, rem to Boston 

Cahill James, engineer gov. mill, h Dalton road n do., Coltsville 

Cahill John, laborer B. & A. R. R., h Stearnsville 

Cahill Michael, emp gov. mill, h Dalton road opp do., Coltsville 

Cahill William J., plumber emp W. G. B. & Son, h 44 Bradford 

Cain Edward (Cain & Murray) 69 North, bds 1 Alder 

Cain George E., emp Wm. Clark & Co., h Lake n Fourth 

Cain James, laborer, bds 1 Alder 

Cain John, pool room North Taconic, bds Taconic 

Cain John H., quarryman, bds 520 North 

Cain John W., joiner, h 52 Burbank 

Cain Michael H., gardener Mrs. T. Allen, bds 1 Alder 

Cain Patrick, gardener Mrs. T. Allen, h 1 Alder 

Cain Thomas P., laborer, bds 1 Alder 

Cain William, bds 1 Alder 

Cain & Murray (Edward Cain and Thomas H. Murray), boot and 
shoe dealers, 69 North 

Callaghan John, receiving clerk B. & A. R. R., h 73 Robbins av 

Callaghan Michael F., saloon 137 North Third, h 8 Railroad 

Callahan James, peddler, h 14 Alder | 

Callahan John, hostler J. Wilson, В ой 45 West Housatonic 

Callahan John, emp R., K. & Co., h Fenn n Beaver 

Callahan Maurice E., letter carrier, h 2 Bradford 

Callahan Patrick H., compositor Journal, bds McKay 

Callahan Phillip, emp Bel. Air Mfg. Co., bds 18 South Church 

Callahan Timothy, laborer, h 18 South Church 

Callahan Timothy Jr., laborer, bds 18 South Church 

Callan Henry, hostler John L. Russell, h 9 Third 
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Callan James, plumber, emp Robbins, Gamwell & Co s 9 Thir 
Callanan John, emp B. & AR R., h 29 Walks was es v s 
Callanan Michael, emp В. & А. В. R., h 27 Wellington av 
Callanan Patrick, h 29 Wellington av 

Callary Jane E., widow John, rem to Albany, N. Y. 

Campbell Abby M. Miss, h 3 Bartlett av { 

Campbell Charlotte A. Miss, mfr. needle books 59 Francis av, В do 
Campbell George, mfr. pillow sham holders, bds 4 Cottage Row | 
Campbell Guy C., emp O. S. Fish, bds 21 Union E 
Campbell Harriet A., widow George W., h 19 South 

Campbell Henry J., wagonmaker, h 90 Fenn 

Campbell James, laborer, h Richmond av 

Campbell J. Edgar, bds 59 Francis av 

Campbell John, painter, h 20 Third 

Campbell Mary E. Miss, h 3 Bartlett av 

Campbell Thomas, emp Theo. Pomeroy, h 55 West Housatonic 
Campbell Thomas Jr. (Sullivan & Campbell), r 6 South, bds 55 

West Housatonic xb 

Campion Edward, emp Bel Air Mfg. Co., h 167 Wahconah 
Canavan John, laborer, bds 5 Division 

Canavan Michael, laborer, h 77 Clough 

Canavan Michael, emp boiler shop, bds 5 Division 

Canavan Patrick, laborer, bds 5 Division 

Canavan Peter, laborer, h 5 Division 

Canavan Peter Jr., laborer, bds 5 Division 

Canavan Richard, emp Peck's mill, bds 5 Division 

Canfield Nellie S., widow Charles B., bds 79 Fenn 

Canning Lawrence, emp Tillotson & Power, В Barkerville 
Canning Martin F., emp Taconic mill, bds 223 Wahconah 
Canning Michael, emp Taconic mill, h 223 Wahconah 

Canning Michael, emp at Hinsdale, bds 20 Harris 

Canning Patrick, laborer, h 20 Harris 

Canning Thomas, emp Mrs. Charles Barker, h Barkerville 

Cannon John, teamster M. P. Lawton & Son, h 9 Melville 
Capelices Michael D., emp Taconic mill, bds 444 North 

Capelices Patrick, emp Taconic mill, h 444 North 

Caravan—see Carrivan 

Carberry Catherine C., widow Francis, dressmaker, h 15 Melville 
Cardot Emile E. Mrs., h Peck's road n upper mill 

Cardot John, emp Shaker mine, h South Mountain 

Carey James, farmer, h South bey South Mountain 

Carey John, emp Peck's mill, h Peck's road 

Carey John, dyer Taconic mills, h 508 North 

Carey John, coachman, h 28 Second 

Carey Lawrence, laborer, h Williams 

Carey Patrick, laborer, h 68 Clough 

Carey Peter, rem to New York | 

Сагеу William, hostler emp G. R. Barber, h 5 River 

Carey William Jr., hostler emp G. R. Barber, bds 5 River 
Carigan James G., brakeman B. & A. R. R., bds Parker House 
Carivan Louis, emp W. C. Stevenson Mfg. Co. off Water, h n do. 
Carley Frank E., emp R., K. & Co., bds 14 Wellington av 
Carley Henry, painter emp Holland Bros., h 14 Wellington av 
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Carn—see Karn 
Carney John, painter, h Onota bey Lake av 
Carney Michael, farmer, h Peck’s road n upper mill 
Carney Michael Jr., painter, bds Peck’s road n upper mill 
Carney Patrick, laborer, bds Peck’s road n upper mill 
Carney Peter, emp Peck’s upper mill, bds Peck’s road n do. 
Caron Oliver, rem to Troy, N. Y. | 
Carpenter Erastus C., joiner emp С. Е. Merrill, h 27 Orchard 
Carpenter Н. S., clerk 14 North, bds 10 Maplewood av 
Carpenter Jane, widow Calvin, bds 8 Melville 
Carpenter John J., plumber emp G. A. Bidwell, h 12 River 
Carpenter Sanford A., teamster, h 8 Melville 
Carpenter Susan Miss, dressmaker 9 Seymour, bds do. 
Carpenter Willard W., gun and locksmith 81 North, h South av c 
Circular av ; 
Carpenter William R., bds 27 Orchard 
Carpenter William T., carpenter, h 18 Circular av 
Carpenter Wilson D., h 3 South 
Carr Mary Jane Mrs., h 1 Railroad av 
Carr William, brakeman emp B. & A. R. R., h 23 Cottage Row 
Carrigan Daniel, emp B. & A. R. R., h 85 River 
Carroll Bernard J., machinist emp 77 North, bds 13 High 
Carroll Bridget, widow Michael, h 510 North 
Carroll David, rem to Boston 
Carroll John, plumber, h 107 River 
Carroll John, laborer, h 13 High 
Carroll Michael, emp Taconic mill, bds 510 North 
Carroll Michael, emp B. & A. R. R., h Lake n Third 
Carroll Patrick H., emp Tillotson & Power, h opp do. 
Carson Moses, rem to Adams 
Carter Edgar M., gas fitter, h 47 South 
Carter Edward F., rem to Albany 
Carter Eli, rem to Boston - 
ARTER JOSIAH, carpets, paper hangings, curtains, etc., 17 
South, h 51 do.—See p 256 
Carter S. Mark, emp E. D. G. Jones, bds 12 Pearl 
ARVER CHARLES H., building mover and raiser 105 Beaver, 
h do.—See p 287 
Carver Edwin L., machinist May & Chapel, h 20 Newell 
Carver Henry, plumber W. G. Backus Sons, bds 20 Newell 
Carver James E., machinist, h Elm bey William 
Carver John W., building mover 111 Beaver, h do. 
Carver Mary E., widow Calvin, h 61 Elm 
Case Levi D., foreman B. Overall Co., h Hamlin n North Second 
Casey David, emp P. Steam Power Co., h Gales av п railroad 
Casey John, laborer H. R. R., h 38 Linden 
Casey Margaret Mrs., bds 28 Beaver 
Casey Martin, emp Bel Air Mfg. Co., h r 171 Wahconah 
Casey Michael (Casey & Bacon), 3, 5 and 7 Clapp av, h 30 Maple- 
wood av 
Casey Patrick, laborer, bds 13 Clough 
ASEY & BACON (Michael Casey and James L. Bacon), whole- 
sale grocer, coffee and spice mill, also steamship ticket 
agents, 3, 5 and 7 Clapp av—See p 284 
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Casper William, tailor emp 59 North, h r 45 Wahconah 
Cassidy Anna, widow Patrick, h Water west of East Housa- 
tonic 

Cassidy Frank, farm hand, bds 26 Howard 

Cassidy John F., rem to Stephentown 

Casson William, rem to Worcester 

Castello Christopher, emp Pontoosuc mills, h 523 North 

Castle Eber T., grocer 23 Bradford, h 45 North First 

Castle George B., clerk 23 Bradford, В до. - 

Castle Henry C., clerk 17 North, bds 2 Second 

Castle John D., joiner, h Liberty 

Catlin Byron S., carriage trimmer, В 19 Summer 

Caul Nelson, bds Wendell Hall 

Cavanaugh E. T., widow Michael, h 37 Clough 

Cavanaugh James, rem to Franklin 

Cavanaugh James, hostler, bds 8 North Pearl 

Cavanaugh Mary, widow Peter, В 8 North Pearl 

Cavanaugh Morris, laborer, h r 45 West Housatonic 

Cavanaugh William, rem to Syracuse 

Central House, Henry Silvernail prop., 683 North 

Chaffee Wilbur L., emp E. B. Hunt & Co., bds Backus blk, South 

Chamberlain Charles H., stoves, furnaces and plumbing 20. West, 
h High n Dawes av 

Chamberlain Justin N., emp O. I. Bates, h 2 Renne pl 

Chamberlain Mary Mrs., bds Mill next to railroad 

Chamberlain Orrin, h High n Dawes av 

Chamberlain Justin, laundryman, h 2 Renne pl 

Chamberlain William H., agent, h 4 Bartlett av 

Chamberlin Mary E. Miss, bds Tyler c Benedict 

Chambers Alexander, watchman, h 37 Howard 

Chambers Percy A., drug clerk, Баз 37 Howard 

Champagne Edward, emp P. Woolen Mfg. Co., bds 5 Clapp blk, 
New road 

Champagne George, emp Russell & Brown, h 10 River 

Champagne John, emp P. Woolen Mfg. Co., bds 5 Clapp blk, New 
road 

Champagne Joseph, emp Taconic mill, bds 5 Clapp blk, New road 

Champagne Louis, finisher Pontoosuc mill, В 5 Clapp blk, New 
road + 

Champagne Theron, corder P. Woolen Mfg. Co., bds 5 Clapp ЫК, 
New road 

Chandler Jeremiah P., foreman T. R. Glentz, h 3 Lincoln 

Chapel Adison M. (May & Chapel), 72 Fenn, h 69 do. 

Chapel Frank, rem to Windsor 

Chapel Henrietta J., widow Samuel T., h 26 Bradford 

Chapel Jennie M. Miss, clerk Talbot Bros., bds 26 Bradford 

Chapin Albert N.,manager music store J. C. C. Bohlman 153 North, 
h 11 Church 

Chapin Andrew, cook Berkshire House, bds do. 

Chapin Charles H., h Henry av n Elizabeth 

Chapin Freeman A., h 72 River 

Chapin Harriet Mrs., bds 69 River 

Chapin Henry W., nurse, h 2 Elizabeth 
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Chapin Lucius R., book-keeper J. R. Newman & Sons, bds 2 Eliza- 
beth 
Chapin Mertin, laborer 31 South, bds do. 
Chapin Sarah A., widow David C., bds 11 Church 
Chapin W. R., emp R. & J. Clock Co., bds 72 River 
Chapman Aaron B., farmer, h Middle Lenox road n town line 
Chapman Amos, farmer, h Churchill bey Burbank farm 
Chapman Austin, laborer, h Depot road, Shaker Village 
Chapman George E., mason, h Lower Barkerville road 
Chapman George H., emp Tillotson & Power, h Stearnsville 
Chapman George L., photographer emp 53 North, h 15 Bradford 
Chapman Hiram, emp Tillotson & Power, h Lower Barkerville 
road 
Chapman Juliette, widow Daniel, h 81 North 
Chapman Lavina S., widow Hiram, h 18 Bradford 
Chapman Maitland C., farmhand, bds Churchill 
Chapman Mary L., bds 9 Linden 
Chapman Timothy, contractor and builder, h 14 Bradford 
Chapman William, farm hand, bds Lenox middle road 
Cheesbro Roena Mrs., bds Elm n William 
Cheevers James, truckman off Onota bey Onota School, h do. 
Cheevers William, truckman, h 42 Linden 
Cheney Fred L., book-keeper Т. В. Glentz, h 5 Taconic 
Chesley Israel F., sec. and treas. S. М. & С. В. Mfg. Co., h 239 
North 
Chickering Benjamin, principal Chickering’s Commercial College 
and Business School 5 Bank Row, h 7 West Housatonic 
Chickering Betsey Miss, h 5 South Church 
Chickering Alvira P., widow Henry, h 18 Elm 
Chickering Emma L. Miss, teacher, bds 18 Elm 
HICKERING'S COMMERCIAL COLLEGE AND BUSI- 
| NESS SCHOOL, Martin's blk, 5 Bank Row—See front col'd 
II 


Childs Charles O., teamster emp C. E. Merrill, h 40 River 

Childs Charles O. Jr., carpenter, h Clough e Robbins av 

Childs Frank, teamster, h 48 Beaver 

Childs Levi, h 7 Melville 

Christman Charles E., barber emp 7 South, bds 8 Worthington 

Christman George, cracker baker, h 63 Francis av 

Chureh Charles, farm hand, bds Elm n Middle 

Church Charles G. Mrs., h 8 Goodrich 

Church Pamelia J., widow Silas L., bds 14 Summer 

Church William, teamster, bds New Lenox road n Mountain road 

Churchill Charles E., book-keeper Agricultural National Bank, bds 
17 Bradford 

Churchill Frederick A., draughtsman William Clark & Co., h 17 
Bradford 

Churchill John, farmer, h Churchill 

Churchill John B., farmer, h Churchill 

Churchill Lemuel B., farmer, h Churchill 

Churchill Susan A. Miss, h Churchill 

Churchill Thomas P., farmer, h Churchill 

Claffey John, emp Taconic mill, h 442 North 

Claffey John Jr., emp R., K. & Co., bds Winter c Burbank 
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cnet oe Miss, h г 16 Beaver 
Лайеу Maria, widow John, boarding-hjouse 103 N 
Clair Andrew T., driver Wright & Burns h 117 Peon 
ете" Joseph, h Onota í 

anmann William, weaver, h 9 Worthingt 
Clapp Annie B. Miss, h East junc. Elm ч Beaver ' 


Cl Ed у і 
арр = iia in. R. & J. Clock Co. and leader Germania band, 


Clapp Martha G. В. Miss, h 19 East 
Clapp Mary M., widow Edwin, h 26 West 
Clapp Russell J., sewing machine agent emp 16 North, rms do. 


L T TN t 
ART THADDEUS, pres. and agent-P. Woolen Mfg. Co., h 


Clark Abigail A. Mrs., h 19 Newell 
Clark Arthur E., violinist, bds 3 Willis pl 
Clark Charles G., farm hand, bds South Mountain n South 
Clark Daniel H., carpenter, h 51 Onota 
Clark Dwight A., joiner, h 2 South Robbins av 
Clark Dwight T., rem to Worthington i 
Clark Edna F., widow Sylvester, bds 22 Howard 
Clark Edward, laborer, h r 3 Renne pl 
Clark Everett A., emp R. & J. Clock Co.; h 16 Reed 
ск кануны widow Horace G., h 192 North 
ark Forester, photographer 40 Nor *ranci 
Clark Frank J өы North, bds rene NT 
Clark Frank S., clerk 58 North, bds 165 do. 
Clark Fred N., foreman laundry S. B. Mfg. Co., h Kent ау 
Clark Fred. W., photographer, h 10 Goodrich ` 
Clark George H., porter Burbank Hotel, h 26 Fenn 
Clark George H. Jr., clerk 106 Nortb, bds 22 Fenn 
Clark George W., farmer, h off Cross road n Taconic mill 
Clark George W., clerk Berkshire Life Ins. Co., h 173 North 
Clark Hannah M., widow Selden Y.,h Burbank Hotel blk, West 
ers Harriet D., widow Abram D., h 11 Adam : 
Bx eee C. (Wm. Clark & Co.), McKay с Depot, h 15 North 
Clark Henry E., ass't porter Burbank Hotel, h n do. 
Clark James N., com. traveler, h 6 Maud i 
Clark John, granite cutter emp Fuller & Maslen, h Myrtle n Stod- 
Cl ЕК nF f h off E 
ark John F., farmer, h o Im bey school house 
Clark John W. (Wm. Clark & Co. € illi 
cue P E. Miss, h 6 P uir Кызын wire 
ar arilla, widow Sam'l, bds Berkshire Count e 
Clark Mary A., widow Franklin, nurse, h 27 dt Pai 
Clark Mary Mrs., h 20 Second j 
Clark Michael H., emp Berk. Knitting Co., h 7 Park 
Clark Patrick, laborer, bds n Shaker depot 
Clark Patrick H., shoemaker 144 North, h do. 
Clark Sarah, widow Nelson, bds 5 Elizabeth 


-Clark Ward, farmer, h off Cross road 


Clark William, teamster emp R. A. Teeling, bds 113 Wahconah 
Clark William F., photo. printer emp 40 North, bds 43 Francis av 
Clark William H., emp R. & J. Clock Co., h 27 Howard 
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Clark William Н. H., éonductor and clerk B. & A. R. R., h 5 Cir- 
cular av 
Clark William M., assessor, h 1 Linden 
LARK WILLIAM & CO. (John W. Clark, Henry C. Clark, 
Edward D. G. Jones), machinists and iron foundry, office Mc- 
Kay c Depot —See p 248 
LARK ZOE MISS, dressmaker 40 North, rooms. do.—See p 
258 
Clarke Ida L. Miss, nurse House of Mercy 220 North 
Clarke William F., ladies’ tailor, (8) 62 North, h 8 First 
Clary David A., В 12 Broad 
Clary James, h Barkerville upper road 
Clary Margaret, widow Michael, rem to Hinsdale 
Clary Michael, rem to Hinsdale 
Clary Morris, prop. Clary’s Hotel 111 West, h do. 
Clary Richard.E., bds Clary’s Hotel 
Clary’s Hotel, Morris Clary, prop., 111, 113 and 115 West 
Clary—See McClary 
Clemans John W., brakeman В. & А. В. R., h 125 West 
Clemnant Anna G. Miss, matron House of Mercy 220 North 
Cleveland Ernest W., emp В. & А. R. К. freight depot, h.3 River 
Clifford Charles H., foreman J. L. Russell 24 West, h 30 do. 
Clinton Elizabeth, emp D. M. Collins & Co., rms 11 Willis pl 
Clough Abram 8., rem to Albany, N. Y. 
Clough Isaac W., building mover 127 Fenn, h do. 
Clough Williard, elerk 11 Fenn,h Wellington av opp Maplewood av 
Clow Albert, bds 17 Daniels av 
Clow Benjamin, rubber roofing 12 Robbins av, h do. 
Clow Curtis H., joiner, h 19 Third 
Cluett & Sons of Troy, N. Y., pianos and organs, 12 North 
Cluskey—See McCluskey 
Coakley David, emp P. Woolen Mfg. Co., h North c lane to do. 
Coakley Timothy, weaver P. Woolen Mfg. Co., bds North n do. 
Coats Orville Rev., № 28 Maplewood av 
OBB FRED U., drugs, medicines, chemicals, fancy and toilet 
articles, etc., 8 North, bds Wendell Hall—See p 261 
Cobb Willis S., clerk 8 North, bds 5 Mellville 
Cochrane—see Corcoran 
Coe David, teamster J. F. Clark, bds Elm n Pleasure park 
Coe George W., teamster J. F. Clark, h Elm n Pleasure park 
Coe John F., teamster, В Elm n Pleasure park 
Coe John H., teamster J. F. Coe, bds Elm n Pleasure park 
Coe William N., teamster J. F. Coe, bds Elm n Pleasure park 
Coffey Michael, fireman H. R. R., bds 31 Railroad 
Coffey Timothy, clerk 59 North, bds 31 Railroad 
Coffin Elisha, laborer, h 49 River 
Coffin Ellsworth, musician, h 26 Alder 
Coggswell George B., plumber emp 31 North, h 8 Lincoln 
Cogswell Samuel E., bds 51 North First 
(ПОГЕН MICHAEL, merchant tailor 36 North, 40 Railroad— 
See p 265 
Cohen Samuel, clerk 36 North, bds 40 Railroad 
Cohn Adolph, cigar store 66 North, bds 61 Francis av 


\ 
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Cohn Julius, cigarmaker em i 
; р 66 North, bds 61 Fr 
Colbert Eugene, teamster J. A. Butler, h 19 te T 
Colbert Johannah, widow Michael, h 19 Railroad 
Colbert John, supt. Shaker mine, h n Shaker depot 
Arie puel laborer, h Spring n Burbank 
olburn red W., farmer emp H. D. Bavier i 
Colburn Louis B., musician, bds 3 Cee кыйа de 
Vene Ж-а чы L. Mrs., гет to New York 
Jole Almira, widow Horace, h 29 Applet 
ae Buell E., joiner, h 35 Francis elk iius 
ole Charles J., boilermaker emp H. S 
E Cole), Bea Becton p Н. S. Russell & Co. and (Durkee 
Cole Edward C., rem to Dallas, Me. 
Cole Edward E., laborer, h Shaker mill 
Vane ys E., rem to Brooklyn, N. Y. 
ole Helen J. Miss, carpet sewing ince { 
Adams Ex. Co.'s office, 3 Bank tos E e айыкты: eee 
Cole Mary C., widow Otis, rms 18 Bradford 


' Cole Polly, widow John A., bds 5 Newell 


Cole Rachel Mrs., h 3 Church 

Cole Samuel, rem to New York 

Cole Warren T., rooms 18 Bradford 

Coleman: Annie M., dressmaker, h ? Dunham 

Coleman Bridget Miss, h r 12 Clough 

oon p F. i dressmaker 2 Dunham, h do. 

oleman Isaae, emp S. N. Я 2 i 

овен de | & С. Russell Mfg. Co., h Peck’s road п 

Coleman Jacob L., gardener, bds 1 Prospect 

Coleman James, rem to Springfield 

Coleman Johanna, widow Timothy, bds South Mountain 

Coleman John, emp R. & J. Clock Co., h 35 Howard 

Coleman John E., clerk 17 Fenn, bds 35 Howard 

Coleman John T., farmer, h Dalton division road 

Coleman Thomas, painter, bds 35 Howard 

Coleman William L., upholsterer emp. 149 North, h 1 Prospect 

Colgan Harry, emp R., K. & Co., rooms 6 First i 

Collett Cnarles, blacksmith, h 19 Division 

ncc 4 F., rem to New York 

Jollins Dennis, emp gov. mill, bds Dalton road, Coltsville 

OLLINS D. M. & CO. (Dwight M. Collins, Willian E. Tillot- 

son, John T. Power), props. Berk. Knitting Mills, mfrs. knit 
goods, Central blk 41 North, also paper box mfrs., Allen—See 


` 


p 243 а 
Collins Dwight M. (D. M. Collins & Co.), Central blk 41 North, h 
74 Wendell av : 
Collins Garrett W., laborer, bds 26 Harris 
Collins Herbert A., clerk 4 West, h 27 Church 
Collins James, piumber emp 31 North, bds 2 Spring 
Collins John, emp Pomeroy’s mill, bds 26 Harris z 
Collins John, laborer, h 54 Burbank 
Collins John Jr., emp Pontoosuc mill, h Hancoek road n North 
Collins Margaret Miss, rem to Springfield 
Collins Michael, coachman 23 East, bds do. 
6 


S 
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- Collins Michael, carpenter, h 26 Harris 
Collins Michael, shearer Taconie mill, h r 509 North 
Collins Sylvester, milkman, h Dalton road n Peck’s bridge 
Collins Walter J., teamster emp 13 Fenn, h 56 Beaver 
Colson Belie Miss, telegraph operator Union depot, В 127 West 
Colt Alice, widow William F., bds 34 South 
Colt Catherine M., widow Thomas, h 13 East 
Colt Electa Miss, h 14 South 
Colt Elizabeth G., widow IIenry, h 34 South 
Colt Elizabeth G., widow James D., h 92 East Housatonic 
Colt Henry, physician (11) Berkshire Life Ins. bdg 3 North, bds 34 
South 
Colt James D., lawyer, bds 22 East Housatonic 
Colt Mary Miss, h 14 South 
Colt Merrick, rem to New York 
Colton David B. (J. E. & D. B. Coltonf, 74 North, h 96 North 
First 
Colton Helen M., widow David B., bds 100 North First 
OLTON.J. E. & D. B., props. Berk. Valley Paper Co., 74 
North—See p 263 М 
Colton Joseph E. (J. Е. & D. В. Colton), 74 North, h 100 North 
First ў 
Coltsville School, Dalton road, Coltsville | 
Coltsville Station, Cross road, Coltsville 
Colwell Daniel F., emp Tillotson & Power, bds Stearnsville 
Colwell John, emp Tillotson & Power, h n do. 
Colwell Peter, emp Tillotson & Power, bds Stearnsville 
Jolwell Reilly, night watchman Tillotson & Power, h Stearnsville 
Colyer Louise Miss, nurse House of Mercy 220 North 
OMBS EDGAR J., insurance and real estate agent 16} North, 
h 35 Circular av—See p 237 = 
Combs Horace T., insurance solicitor 163 North, h 1 Circular ау 
Comfort Richard, emp R., K. & Co., h 10 Brown's av 
Commercial Union Telegraph Co., A. C. Kaufman, manager, 8 
North 
Conant William, rem to Troy, N. Y. 
Conant William Mrs., h 42 Francis av 
Condon Michael, laborer emp H. Dodge, h 74 Daniels av 
Condon Patrick, truckman, h off Onota n school house 
Condron Michael, saloon 135 North, h 91 Robbins av 
Condron Patrick, laborer, h Peck's road 
Condron Patrick, policeman, h 29 River 
Cone Alfred G., rem to Haydenville 
Cone Daisy, clerk 59 North, bds 15 Hamlin 
Cone Mary Mrs., h 15 Hamlin 
Conklin Charles, farm hand R. Allen's farm, Dalton road, bdg do. 
Conklin Thomas, hostler J. L. Russell, bds Parker House 
Conley John, emp 29 North, bds 54 Fenn 
Conley Patrick H., bds 42 Daniels av 
Conlin Bridget, widow John,h 23 High 
Conlin Edward F., machinist Wm. Clark & Co., h 14 Prospect 
Conlin James, molder emp Wm. Clark & Co., h 10 Alder 
Conlin John, student, bds 43 Howard 
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Conlin Mary A. Miss, bds 23 High 

Conlin Owen, gardener 24 East Housatonic, h 43 Howard 
Conlin Owen, emp Wm. Clark & Co., bds 6 North Pearl 
чөн айы: boilermaker emp Н. S. Russell & Co., h6 North 

ear 

Conlin Thomas, clerk 57 North, bds 43 Howard 

Conneally Luke, bricklayer, bds 24 Lincoln 

Conneally Mary Miss, clerk 47 North, bds 24 Lincoln 
Conneally Patrick Mrs., h 24 Lincoln 

Conneally Thomas M., traveling salesman A. H. Rice & Co., bds 

24 Lincoln ё 

Connell Margaret, bds n Tillotson and Power 

Connell Patrick, emp Tillotson & Power, h n do 

Connell Thomas, joiner, h 50 Clough : ‘ 

Connell Thomas, laborer, h 8 Beaver 

Connell—see O’Connell 

Connelly Anna Miss, clerk 52 North, res Berkshire 

Connelly Edward, laborer, bds 8 Renne pl | 

Connelly John, teamster W. С. Morton & Co., h 8 Renne pl 
Connelly John J., clerk 29 North, bds 54 Fenn ! 
Connelly Michael, laborer, h Stearnsville 

Connelly Patrick, h Stearnsville 

Vid pM сар В. & А. В. R., h 6 Clough 

оппе atrick Jr., emp Til 4 е cervi 
i a n I lotson & Power, h Lower Barkerville 

Connor Daniel, machinist emp 72 Fenn, h 32 Beaver 

Connor Elizabeth Miss, emp R., K. & Co., bds 16 Pearl 
Connor James, emp Tillotson & Power, bds n do. 

Connor Jerry, gardener emp John White, h 16 Seymour 
Connor John, emp Tillotson & Power, В opp do. ` 

Connor John, teamster, h 19 Spring 

Connor Lawrence, laborer, h Shaker depot 

Connor Susan, widow Patrick, h 92 River 

Connor Thomas T., gardener 46 Elm, h do. 

Connor Timothy, blacksmith, bds 92 River 

Connor Timothy, laborer, h Galesav 

Connor Winnie, widow Michael, bds 8 Division 
Connor—see Connors 

Connors James, laborer, h Barkerville 

Connors James, emp H. R. R., h 36 Linden 

Connors James Jr., emp R. & J. Clock Co., bds 38 Linden 
Connors John, coachman 46 Elm, h 68 do. 

Connors John C., emp William Clark & Co., h 36 Linden 
Connors Michael, hostler emp Pleasure Park, bds do. 
Connors Michael J., rem to Holyoke 

Connors Patrick, farm hand, h Barkerville 

Connors Simon, emp H. R. R., bds 6 Wahconah 
Connors Thomas, emp Pleasure Park, h Elm n Park 
Connors Thomas M., bds Richmond av 

Connors William, rem to Springfield 
Connors William, clerk 10 North, bds Richmond av 
Connors William, emp J. H. Murphy, rooms Bohlman's Hotel 
Conroy Ann, widow John, h 17 Adam 
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Conroy Ann, widow Patrick, rem to Hinsdale . 

Conroy Ann, widow William, h New West n railroad 
Conroy Edward, emp Hascal Dodge, h 49 South Church 
Conroy John, emp 4 North First, bds do. 

Conroy John, emp B. & A. R. R., bds Dalton road n do. 

Jonroy Mary Miss, dressmaker emp 47 North, bds 17 Adam 
Conroy Thomas F., emp Hascal Dodge, bds 49 South Church 
Contois Eugene, manager of Hascal Dodge Farm, Newell 
Controy Joseph Mrs., h Lower Barkerville 
Conway Ann, widow Patrick, h 6 Robbins av 
Conway John, emp 116 West, bds 6 Robbins av 

Jonway Kate Miss, bds 13 Seymour c 

'onway Mary A., dressmaker emp 47 North, bds 36 River 
Conway Michael, laborer, bds 36 River 
Conway Patrick, laborer, h 36 River 
Coogan Clement, foreman O. Coogan & Sons, h 26 Howard 
Coogan Clement Е. (Owen Coogan & Sons), 13 Elm, bds 17 do. 
Coogan Eliza M., widow Owen, bds 17 Elm 
Coogan Owen & Sons (William J. and С. Е. Coogan), tanners, cur 

‘riers and hide dealers 13 Elm 
Coogan William J. (Owen Coogan & Sons), and postmaster 3 
North, h 5 Elm 

Cook Albert, mason, bds 144 North 
Cook Alexander, h 11 Clinton av 
Cook B. Jane Miss, bds 4 Church 
Cook Calvin C., carpenter, h 36 Linden 
Cook Charles, rem to New York н 
Соок Frank, clerk 7 North, bds 27 Robbins av 
Cook Jesse A., cigarmaker, h 144 North 
Cook Patrick, laborer, h 10 a 
Cook Rufus, laborer, bds 91 North Е 
Cooke Elizabeth J., stenographer 13 North, bds 21 East 
Cooke John A., painter, bds West bey Onota 
Cooke Julia, widow Stephen, bds 38 Linden 

(7938 ROLLIN H., banker 13 North, h 24 East—See р 236 


Cookingham Frank W., driver American Express Co., h 35 Brad- 
ford 

Cooley Almira L., widow Samuel M., h 43 South 

Cooley Fred A., agt. Berkshire Life Ins. Co., bds 12 Howard 

Cooley Jane ©., widow Isaac A., rem to Portland, Ore. 

Cooley Lula M. Miss, teacher, bds 12 Howard 

Cooley Mary A., widow deg В., В 13 East 

Cooley Mary J. Miss, h 13 East 

Cooley Pindar Е., traveling salesman Е. Р. Wood & Sons, h 12 
Howard . 

Cooley William H., grocer 19 North, h 24 South | 

Coon Byron L., emp N. Y. Steam Laundry, h 69 River 

Coon Elmer J., emp N. Y. Steam Laundry, h 67 River 

Cooney Annie Mrs., h Lincoln n Fourth 

Cooney Daniel, weaver, bds r 80 Wahconah 

Cooney James W., printer emp 154 North, bds Pond 

Cooney John, laborer emp T. R. Glentz, h Pond 
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Cooney Mary Mrs., h Peck’s road п upper mill 
Cooney Matthew, emp Peck’s mill, bds Peck’s road n upper mill 
- Cooney Patrick, fireman emp 140 North, h Lincoln n Fourth 
Cooney Terence, clerk 88 North, h 17 Cottage Row 
Cooney Theresa, widow Andrew, h 80 Wahconah 
Cooney William T., music teacher, bds 17 Cottage Row 
Coonley—see Kuhnlee 
Coons George, laborer, bds Onota hill 
Coons Sarah A., widow George, h Onota hill 
Cooper George H., book-keeper F. ($. Guilds & Co., bds 183 North 
Cooper William, driver P. S. R. Co., bds 31 Railroad 
Copeland E., joiner, h 73 Pearl 
Copman Henry, laborer Taconic farm, West, bds do. 
Corcoran Bridget, widow James, h Peck’s road 
Corcoran John, weaver, bds Peck's road 
Corcoran John, laborer, h Winter 
Corcoran Martin, laborer emp G. W. Foot, h 41 Bradford 
Corcoran Martin 2d, laborer emp G. W. Foot, bds 41 Bradford 
Corcoran Patrick, laborer, h 76 Clough 
Corcoran Patrick J., traveling salesman Casey & Bacon, h 16 
Union 
Corcoran Walter, boarding-house 54 Fenn 
Corcoran Walter T., clerk 69 North, bds 54 Fenn 
Corcoran—see Cochrane 
Corey Frank, baker emp 165 North, bds 2 Maud 
Corey John, weaver, h 56 John 
Corey Margaret, widow Dennis, h Alcove 
Corey Michael, emp Taconic miil, bds Alcove 
Corey William, emp 54 John, bds Alcove 
Corkhill Edward, rem to Brooklyn, N. Y. 
Corkhill John, painter, paints, oils, glass, paper hangings, etc., 9 
South, h 13 Pearl 
езици Samuel G., joiner emp 8. №. & С. К. Mfg. Co., h Peck’s 
roa 
Cornell Arthur W., bds Winter 
Cornell Delia, widow Philip, h Winter 
Cornell Grove P., bds Winter 
Cornell Louis M., rem to New York 
Costello John, with S. G. Ferry, bds Burbank Hotel 
Costello Michael, laborer, h Barkerville 
Costello—see Castello 
Coster Emilio (E. Coster & Son), 105 North, h do. 
Coster E. & Son (E. and J. F. Coster), confectionery, fruits, cigars, 
tobacco, ‚ 105 North я 


Coster John Е. (Е. Coster & Son), 105 North, bds do. 

Costine David, carder Pontoosuc mill, В North bey New road 
Costine William G., coachman 23 South, rms 103 North 

Cotter Robert, shoemaker emp 38 North, bds 681 do. 

Cotton Fanny, widow Timothy, bds 15 Pomeroy av 

Cotton Margaret, widow Germaine, h 6 Lincoln 

Coty Bros. (Romeo and Ishmael), blacksmiths, Lower Barkerville 


road N 
Coty Elmer E., blacksmith emp Coty Bros., bds Shaker mill 
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Ishmael (Coty Bros.), h Shaker mill А 
tote itso (Cod Bros.), h Barkerville road n Shaker mill 
Coty Seymour J., laborer, bds n Shaker mill 
Couch Andrew F., n xy re 
Couch Archie M., bds 25 Second Р 
Conti Barbara, widow Charles, h High n Dawes av 
Couch Charles M., bds 24 ж m 
Couch Charles M. Jr., trimmer, h 25 econd 
Couch Dwight M., emp R., К. & Co, h 24 Second 
Couch Fred M., emp R., K. & Co., h 33 Elm РЕР 
Couch Frederick W., saw mill, lumber and wood dealer г 2 ^ 
h 27 do. j | 

Сома ert B., emp C. E. Merrill, h 16 North Second 

Couch George W., sawyer r 27 Elm, h 3 do. 

Couch Guy W., printer P. Sun, bds 24 Second ' 

Couch Harley J., dentist Е. W. Brandow, bds 25 Second 

Couch Verna E., letter carrier, Ат ед 

‘oughlin Dennis, laborer, h 39 radfor 

Coushlie John Н (Curley, McCormick & Co.), 98 North, bds 148 
d 


` 


oughiin Kittie Miss, nurse House of Mercy 220 North 
Coughlin чы ана : 121 dac 
i ichard, farmer, h Barkerv Е 

Conchita i reu, extractor emp Taconie mill, h 448 North 

Coughlin Thomas, laborer, bds 134 West к 

Coughter Edward F., eir J. m 9 Depot, bds 4 Linco 

g Martin, laborer, h 4 Lincoln | 
кы ме Patrick, clerk Casey & Bacon, bds 4 Lincoln 
Coughter Peter, laborer, h 7 Division . 
llett—see Cullett E 

de Datla. emp Crane & Co., h Crane’s av emia ее 

Counter Herrick, emp Crane & Co., h Crane’s av (Dalton), Coltsv 

County Treasurer, George H. Tucker, Court House 

Court House (County), Bank Row and East РЕСЕ 

Cowell Edward J., turner emp С. Е. Merrill, h 17 Burba 

Cowell Ellen, widow Edward, h 70 North Ча. SN 

Cowell Joseph L, clerk post-office, bds 70 North First 

Cowles Burton S., rem to Bristol, Conn. 

Cowles Catherine H. Miss, rem to Chicago | 

Cowlin Arthur, painter Holland Втов., h Spring 

Cowlin Edward, emp 26 Wendell av, h 9 Reed W^ 

Cowlin Ed ward Jr.. T J. T E Linden 

i n, emp J. L. Russell, rms 2 s 

id iud one James H. Dunham 160 West, um "d 

Cowlin William P., hostler emp J. L. Russell, bds 9 Reec 

Coy John E., laborer, bds 26 Third 

Coy Lawrence, wine ph aues 

r ii 

res bale eee И exe prin road n 137 Wahconah 
layer, bds iver 

Doone еа epus S aille bds Russell road n 137 Wahconah 

Coyne Patrick, laborer, emp Hascal Dodge, h 81 River 

Craig Robert J., gardener, bds 3 Beaver 
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Cramer Joseph H., emp Rice Bros., h 24 Fenn 

Cramer William, laborer, h Winter n Burbank 

Crandall Dwight з rem to Bridgeport 

Crandall Frederick S., rem to Northampton 

PROMIS Roland E., carpenter emp Н. Н. Richardson, h 9 Bur- 
an 

Crane Delia M. Miss, bds 4 Third 

Crane Frederick, farm hand, bds Churchill n town line 

Crane James B, (Crane & ©o.), Dalton road, Coltsville, res Dalton 

Crane John, laborer, h Dalton road n Hotel, Coltsville 

Crane Lester M., emp Berk. Knitting Mills, bds 49 Fenn 

Crane Myra Miss, bds 4 Third : 

Crane W. Murray (Crane & Со. 

Crane Zenas (Crane & Co.), Dalton road, Coltsville, res Dalton 

bai 5 р Props. government mill, paper mfrs., Dalton road, 
oltsville 


Cranston William H., chair seater, h 56 Fenn 
Cratty John, painter, bds 3 Mill 
Cratty Michael, emp at Hinsdale, h 3 Mill 
Cratty William, carpenter, bds 3 Mill 
Craven Martin, emp Shaker mine, 
Crawford Thomas, bds 18 Howard 
Creegan John, emp Tillotson & Power, bds n do. 
Creelan Daniel, tanner emp 13 Elm, h 25 Howard 
Creelan Daniel L., emp O. Coogan & Sons, bds 8 High 
Creelan Hugh, emp O. Coogan & Sons, bds 19 Water 
Creelan James, mason, h 19 Water 

Creelan James S., emp O. Coogan & Sons, bds 19 Water 
Creelan John, rem to Penn. 

Creighton Hattie M. widow William R., 
Cremer Margaret Mrs., h 17 Winter 
Cremer William, laborer, bds 17 Winter 
Crittenden Charles M., carpenter 9 Hamlin, h do. 

Crocker Frank, rem to Springfield 

Crocker George Jr., coachman J. W. Murray, bds 148 North 
Crocker Henry, emp F. б. Guilds & Co., h 24 Brown’s ay 
Crocker Hiram W., farmer, h West bey town farm 

Crocker Miles, emp В. & A. R. R., bds 43 River 

Crocker Milo, *armer, h 43 River 

Crockwell—see Croughwell 

Crosby Charles, hostler 125 West, Баз 94 North 

Crosby John, sheriff Berkshire County and jailer, h at jail, 36 

North Second n Orchard 

Crosby John C., lawyer 5 Park place, bds Wendell Hall 

Crosier Betsey, widow Henry, h 55 Fenn 

Crosier Charles A., farmer, h West n town farm 

Crosier Frank E., joiner, h 64 John j 

Crosier William D. (Crosier & Bartlett), 83 North, h 65 Elm 

Crosier Winthrop D., book-keeper 100 North, bds 65 Elm 

Crosier & Bartlett( William D. Crosier, Calvin T. Bartlett), meat 

market 83 North 


Crosley Aucustus E., emp F. O. Andrus, bds 11 Maplewgod av 
Cross Charles, cook C. A. Rockwell, rms 11 West 


), Dalton rd, Coltsville, res Dalton 


bds Stearnsville 


h 23 Cottage Row 
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Cross Joseph E. Rev., h 14 Adam 
Crossett Charles, emp Wahconah farm, Cross road, bds do. 
Crossin George, finisher, h Barkerville 
Crossin Robert, watchman J. B. & Bros. Mfg. Co., h Barkerville 
Crossin William, laborer, bds Mill south of railroad 
Crossman Alfred W., clerk 19 North, h 6 South 
Crossman A. W. Mrs., dressmaker 6 South, h do. 
Crossman Willis A., bds 9 Bradford | 
Croughwell Ann, widow George, h Maple av, Coltsville 
Croughwell George, farmer, bds Maple av, Coltsville 
Croughwell John H., emp gov. mill, bds Maple av, Coltsville 
Croughwell Patrick J., emp gov. mill, hn do., Dalton road, Colts- 
ville 
Ctoughwell Thomas, mason, emp Н. Dodge, bds 18 Howard 
Crougt well William, blacksmith emp 140 North, h 66 North First 
Crowell Charles H., clerk A. H. Rice & Co., bds 12 Bradford 
Crowell Harvey S., h 12 Bradford 
Crowell Hiram S., contractor, bds 46 Francis av 
Crowley John, laborer, h 53 Burbank 
Crowley Matthew, weaver, bds 58 Burbank 
Crystal Stream Temperance Chapel, Division No. 5, Barkerville 
Cullen David M., tiuner emp W. G. Backus Sons, h 33 Howard 
Cullen Edward H., clerk 59. North, h 50 Railroad 
Cullen George F., meat market 6 Dunham av, bds Taconic c 
Learned’s lane 
Cullen John C., billiards and saloon 63 North, rms 10 Beaver 
Cullen Joseph W., emp R., K. & Co., bds 39 Third 
Cullen Margaret J., widow Patrick, h 10 Beaver 
ullen Mary and Lizzie Misses, dressmakers, bds 13 South Rob- 
bins av 
Cullen Michael, laborer, bds Myrtle n Stoddard av , 
Cullen Patrick, truckman, h Taconic с Learned’s lane 
Cullen Patrick H., emp R., K. & Co., h 38 Third 
Cullen Peter, gardener, h 39 Third 
Cullen Peter Jr., emp R., К. & Co., В г Tyler n Brown 
Cullen Thomas A., rem to Springfield 
Cullen William J., dry goods 59 North, h 23 Union 
Cullett Charles, blacksmith C. E. Merrill, h Clough n Seymour 
Culver Adna, emp Unkamet farm cross road, bds do. 
Culver Caroline A., widow Newell, bds 21 Maplewood av 
Culverhouse Charles, teacher Pontoosue School, bds Kent av 
lverhouse Hugh, emp Peck’s mill, h Peck’s road 
erhouse Samuel, emp Russell’s mill, h Kent av 
Cummings Alonzo, boarding-house-6 as 
Cummings Bartley, mason, h 20 Brown's av 
Cummings Bartley Jr., emp R., K. & Co., h 28 Brown's av 
Jummings James, laborer, bds 20 Brown's av 
Cummings John, rem to Boston 
Cummings Joseph, peddler, bds 11 Division 
Cummings Lewis, emp A. H. Rice & Co., bds 11 Division 
Cummings Michael, laborer, h r 15 Third 
Cummings Peter, blacksmith 5 North Pearl, h 11 Division 
Cummings Peter, blacksmith Elm n Middle, h Middle c Elm 


— 
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Cummings William, e 
Jumn , emp R., K. & Co., bds 20 ? 
E ae A m Miss, dressmaker 144 carte 
- ingham Daniel, weaver Taconi ills р і 
а ва Michael, laborer, bds ao и раз Cp 
unningham Patri i 
ing m rick, emp Russell’s mills, bds Peck’s road n Rus- 


Cunningham Willi 's mi 
oe m Плат, emp Russell’s mills, bds Peck's road n Rus- 


Curley Barnard F Faw н : 
john rnard Е. (Curley, McCormick & Co.), 98 North, h 5 
('URLEY, McCORMICK & CO. (B. F. Curley, M. McCormick, 


J. Н. Coughlin and E aski 1 
ree a ote hg - W. Haskins), groceries and provisions 


soe Agate laborer, h Gales av 
^urley Patrick, boss carder Ta іс mi 7 
сна Daniel, carpenter, h 71 Fone een INA 
кайкы о P Wahconah n grist mill 
"tin James, clerk P. P. Curtin, h Pont ori 

саз John, emp Russell’s mill, bds Русова ege 
29 wen emp Н. Dodge, h 17 Railroad 

surtin Peter P., grocer, d 
Curtin Themas! вто on, ату goods; etc. 139 Wahconah, h 121 do. 

urtin Thomas, emp J. L. Russell, h Li 

i om . L. ibert 

eurn William, hostler emp J. L. 'Russell, ha North Pearl 
b irtis Clara L. Miss, bds Berkshire Co. Home, 12 South 
te Lizzie A. Mrs., nurse, bds 12 Willis pl : 
Soe Perry, laborer, h Onota bey School 

urtis Polly, widow Edwin, h 2 Second 
она eae F., rem to Worcester 

urtiss Clinton W., ticket ag’t Uni s 
Curtiss Emily Miss, h Shaker Village TER a "So eim 
eund ply estoy rem to Worcester 

ushning Annie Miss, dressmaker 16 North, г 
inet iat | Hugh, emp O. Coogan & Sons, h joni’ 
a ibert James, boss weaver Taconic mills, h 539 North 
ae Franklin, farmer, h West bey town farm 

utting Louis, farmer, bds West bey ‘town farm 
Cutting Walter, h 3 Wendell av 


аа 4 CHARLES, laborer, h Stearnsville 
кеу реши mason, h 9 River 

aley Леши» Miss, register clerk post-office, bds : i 

| ; : - 7 34 D: s 
е Joseph T., farmer, h Lenox middle road п о ce 
> us iie наон Timothy, bds 116 Fenn 

: Martin, emp W. G. Mort ivisi 
Daley Michael, h ет Waheonah. a nice ci a 
Daley Sarah E. Mrs., h 75 Francis av 
alee зав, laborer, h 3 Park 

aley Thomas F., clerk 99 North, bds 8 Railr 
Daley William, rem to orina р. 
es pe Daly 

alton TI г Willi ) J i 

Se coremaker William Clark & Co:, В Lincoln n Wel- 


7 
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Daly Catherine, widow Michael, h n Tillotson & Power 
Daly Frank J., printer emp 11 and 13 Market, bds 34 Daniels av 
Daly James A., rem to Dalton 
Daly James A. Jr., rem to Dalton 
Daly James W., clerk 37 West, h 7 Prospect 
Daly John H., emp Tillotson & Power, bds n do. 
Daly Joseph A., carder, h 27 Francis av 
Daly Joseph H., grocer 87 West, h 1 Circular ау 
Daly Joseph P., book-keeper R., К. & Co., h 116 Fenn 
Daly Sarah and Eliza Misses, h 27 Francis av 
Daly Thomas M., emp Tillotson & Power, bds n do. 
Daly William A., weaver, h 34 Daniels av 
Daly—see Daley 
Danes Erasmus, farmer, h Shaker Village 
Daniels Charles H., musician, h Hancock road n Churchill 
Daniels Charles J., dining rooms McKay n Morton pl, h 6 Silver 
Daniels Joseph, emp 8. N. & С. Russell Mfg. Co., room Steamer 
House No. 1, School 
Daniels Napoleon, foreman sole leather dep’t R., K. & Co., bds 6 
Silver 
Danis Harmidaus, harnessmaker Gale Bros., h 13 Third 
ANIS TREFFLE, blacksmith McKay, h Pond n Second—See 
) 288 ~ 
Dano Edward, farmer, h Elm bey Middle 
Dano Edward Jr., ironer S. B. Mfg. Co., bds Elm bey Middle 
Dano Royal B., emp R., K. & Co., bds 54 Beaver 
Darby Loring, machinist Wm. Clark & Co., bds 19 Appleton av 
Darmody Louise Miss, clerk 47 North, bds 81 West 
Darms Julia Mrs., h New West 
Dartt William H., oil dealer, № 47 South Church 
Dasler Henry, shoemaker 8 Clough, h do. 
Davenport Ed. S., dentist rooms (7) 8 West and 3 South, h 16 West 
Housatonic 
Davin Edward, farmer, h Dalton road n gov. mill, Coltsville 
Davis Albert O., coachman J. Francis, h 20 Francis ау 
Davis Bridget, bds 26 Howard 
Davis Charles P., laborer, bds Elm bey Williams 
Davis Edwin, farmer, h Elm bey Middle 
Davis Edwin A., В 17 McKay 
Davis Elizabeth D. Miss, bds 7 Appleton av 
avis George F., painter, bds 18 Howard 
Davis Henrietta Mrs., h 13 Adam 
Davis Henry, farmer, h off South Mountain 
Davis Mary, widow Narcisse, dressmaking 103 North, h do. 
Davis Mary B., widow Henry G., h 7 Appleton av 
Davis Nancy, widow Charles H., h 9 West Housatonic 
Davis Nancy P., widow John J., h 25 East 
Davis Sarah Grace Miss, teacher, bds 165 North 
Davis Theodore, carpenter, bds Beaver n Peck’s bridge 
Davis Thomas J., clerk 141 North, bds 18 Howard 
Divis William H., billiard hall and temperance saloon 141 North, 
h 18 Howard 
Davison Benjamin T., emp P. W. Mfg. Co., h off Richmond av 
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aban oe H., h 234 North 
awes Henry L., U. S. Senator, and lawyer 5 
Dawson Joseph A., restaurant 88 Rosh cornet мейш 
Day Edward W., printer Eagle office, bds 35 Robbins av 
Day Helen F. Miss,teacher, bds 35 Robbins av 
2 ie Semone American Express Co., bds 35 Robbins ау 
omas H., superinten 
T foni P ru je: dent of schools (17) Central blk, 41 
Day Warren E., book-keeper Agricultural National Bank h 1 
Howard 1 
Dean Dallas A., carpenter, h 43 Elm 
Dean Henry L., clerk Meigs & Wright, bds 16 Dunham 
Dean James F., policeman, h 16 Dunham 
Dean Morton S., joiner, h 83 Fenn 
Deane Patrick, emp Shaker mine, h Barkerville 
Dearborn Lillian Mrs., h 4 Crosier 
DeBorger Frank J., emp Allen's farm Dalton road, h do. 
Decelles L. Mrs., dressmaker 24 Third, h do. ' 
Decelles Louis, clerk, h 24 Third í 
Decelles Stephen, joiner, h r 97 River 
Decells Albert, emp P. W. Mfg Co., h r North c New road 


Decells н, wool washer Р. W. Mfg. Co., h 7 Clapp’s blk New 
roa 


Decells Frederick, painter, bds 91 West ; 

Decells hosa packer P. W. Mfg. Co., bds 7 Clapp’s blk, New 
roa i 

Decells мен, emp B. & А.В. В., bds 7 Clapp's blk, New 
roac 

DeCerkey E. G., h New Dalton road c Benedict road 

Decker Éver tt E., salesman 67 North, bds 133 West 

Decker Harvey Н., printer Pittsfield Sun, bds 133 West 

Decker John, rem to Dalton 

Decker Kate C., widow Isaac, h 133 West 

еөз LAWRENCE, blacksmith Liberty, h 12 Brown’s av 

—See p 2 

Deely Martin, clerk 147 North, bds 11 Pearl 

DUM John N., rem to Dalton 

есап Jerald, hostler Bel Air Mfg. Co., bd > 

DeGroff Frank S., clerk 4 West, bls 14 Pose] аа. 

DeGroff Robert Mrs., h 111 Beaver 

Delairer Denny, stonemason, bds 99 River 

Deland Roxanna R., widow W. Nelson, bds 4 West Housatonic 

Delaney Bryan, laborer, h 63 Clough . 

Delaney Robert, laborer Taconic farm West, bds do. 

Delaney Thomas, rem West 

Delevan John, farm hand, h 54 Railroad 

Dellert Fred, clerk 196 North, bds Orchard e North 

Dellert Louise E., widow John E., dressmaker, h 20 North Second 

Dellert Theodore, grocer 200 North, h do. 

DeMary Frank, h 34 Francis av 

Demers Ambrosia, boss dyer Tillotson & Power, hn do. 

Demers Louis, bds n Tillotson & Power 

Deming Charles I., laborer, h 125 Fenn 
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Deming Delia, widow George, bds 6 Francis av 
Demont Fred A., emp W. Clark & Co., bds North 
Demont William H., machinist emp P. W. Mfg. Co., h North 
Demont—see Dumont 
Denison Elijah G., emp В. & J. Clock Co., h 5 Worthington 
Denison George Н., artist, 5 Worthington, bds do. 
Dennis Armedos, emp Gale Bros., h 13 Third 
Dennis Henry W., emp F. & M. Shoe Co., h 81 Fenn 
Dennison Charles S., emp Unkamet farm, Cross road, bds do. 
Dennette Edward, teamster, h 56 Robbins av 
Denny Edward J., emp B. & A. R. R., bds 39 South Church 
Denny George T., printer 13 Market, h 19 West Housatonic 
Denny James, janitor Fenn Street School, h 39 South Church 
Denny James D. Jr., salesman, h 1 Elizabeth 
Denny Louisa G. Miss, compositor Eagle, bds 39 South Church 
Denny Maria, teacher, bds 39 South Church 
Densmore Charles, paternmaker, bds 42 Francis av 
Derby Decalvus, emp 62 Beaver, bds do. 
Derex Mary, widow Jules, bds 7 Union 
Derigon William E., brakeman H. R. R., h 31 Church 
Dermance Abel, emp F. G. Guilds & Co., h 12 Guilds pl 
Dermerty James, coachman Unkamet farm Cross road, bds do. 
Dermont James H., machinist emp 33 West, h 174 Pleasant 
Dermont Lillian A. Miss, clerk, bds 11 Church 
Derwin—see Durwin 
Desaulniers Alexander L., pastor Notre Dame R. C. Church, h 8 
North First 
Deschenes Amanda Miss, rem to Providence, R. I. 
Deschenes Theophile, rem to Providence, R. I. 
Desmond Almond A., emp 23 Cottage row, h 45 Beaver 
Desmond James, laborer, bds 91 River 
Desmond Sanford, clockmaker, rms Steamer House No. 1, School 
Desmond Timothy, coachman 100 South, rms do. 
Desmond William, farmer, h Barkerville 
Desmond Willie E., carpenter, h 16 Oliver 
Devall William J., h 124 West 
Devanny Bernard, emp Russell's mill, bds Alcove 
Devanny Daniel, dyer, bds Alcove 
Devanny Daniel W., bds Gold av opp Howard 
Devanny Eliza, widow Daniel, h Alcove 
Devanny James, mason, h 74 Clough 
Devanny John, emp Russell's mills, bds Alcove 
Devanny John, emp May & Chapel, bds 99 Robbins av 
Devanny John, stone yard New West, h Gold av opp Howard 
Devanny M. Lizzie Miss, book-keeper S. B. Mfg. Co., bds Gold 
av opp Howard 
Devanny Patrick, laborer, h 99 Robbins av 
Devanny William J., clerk Casey & Bacon, bds Alcove 
Devereaux Frank E., emp Tillotson & Power, bds opp do. 
Devine Arthur, teamster, h 42 Beaver 
Devine John, farm hand, bds Peck's road n lower mill 
Devine John H., emp Taconic mill, h Cross road 
Devine Mary, widow James, h Barkerville 
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Devine Michael, weaver, bds Barkerville 
ie Thomas, rem to Dalton 
evlin Lawrence, laborer, h Dalton road n h i 
in Lawr Я otel, С 
Devlin Patrick, h Dalton road n Ladd’s hotel Clee 
Devoe George, painter, bds 75 Francis ау ` 
Devoe George, painter 107 Robbins av, h do. 
Dewey Alfred, farmer, bds off Barkerville road 
power "rege L., bds 8 Bradford 
ewey Charles A., farmer, h off Barkervill d 
Dewey Edward W., clerk, bds 8 Bradford "27 
Dewey Elisha H., joiner, h 25 Gold ау 
Dewey Henry W., bds Wendell Hall 
Dewey тешр, pr H. P. Lucas, bds 25 Gold av 
ewey Wesley B., farm hand emp O. R. Barker 3 у 1 
Dezzani Carlo, laborer B. & A. RR., h нга мав “ihe 
эненин inre farm hand, h 83 West pov 
iamond Libbie S. Miss, clerk 47 North, bds 83 W 
Diamond Paul N., barber emp 3 South, bds 83 ong 
Diehl Martin, baker 206 North, h do. : 
em ig Ss de Dalton road, Coltsville, bds do 
ill Ira Wallace, stone mason, h Dalton gov. tni zi 
Dillon Edward, mason, h Railroad с the НИ 
Dillon John, hostler 46 Elm, bds 7 Newell 
Dillon John F., laborer, bds 13 South Robbins av 
Dillon Katie, bds Shaker Village 
Dillon Michael, h 144 West 
Dillon Michael, mason, h 20 South Chureh 
Dillon Thomas, h 13 South Robbins av 
Sion MM mason, h r 15 Melville 
illon Thomas M., commercial traveler, h 10 Crosi 
Dimanche Abel, teamster F. G. Guilds & Co., h 12 Guilds 1 
Dimick William, agent overseer of the poor, h 20 Union Р 
Dimmock Oliver W., traveling salesman, h 19 Church 
Diineen James, laborer, h 73 Daniels av 
inneen John, emp Peck’s lower mill, bds 73 Daniel 
Dinneen Patrick H., boss beamer em › Р к ills. | ӨТ і 
мнра William, laborer, bds 73 алана оаа 
insmore Charles С Tn- 2 
ея о es C., pattern-maker Wm. Clark & Co., rms 42 
Diot Emil, shoemaker em Y 
| | р р 106 North, h 41 S 
Disco Mediid, emp Peck's mills, h 7 Clough ss 
г Noel, emp Peck’s mills, h Peck’s road 
is We Court of Central Berkshire, Court House, East and Bank 
раша dosage: barber 21 North, bds 77 Wahconah 
ittmann Henry, carpenter, h Ne dnP 3 
ри William, h 77 Waheonah жаг. ойда his Oe 
ittmann William Jr., finisher Russell’s mills, h Ri 1 
Dixon Isaac S., foreman weaver, h 33 Church к 
Doble Eolus, rem to Westfield 
Dock Andrew, peddler, h New Lenox road 
Dodge Candace, widow Freeman, bds Pleasure Park 


`“ Dodge Daniel J., h 84 Fenn 
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Dodge Edward E., bds Pleasure Park 
Dodge Everett M., emp W. R. Allen, h 247 North 
Dodge Freeman M., horse trainer and supt. Pleasure Park, h do. 
Dodge Hascal, mason builder, also masons’ materials, office Rail- 
road, h 44 Francis av 
Dodge James C., foreman mason H. Dodge, h 33 Daniels av 
Dodge Norman, brick mason, h 11 Robbins av 
Dodge Oscar, mason, bds 33 Daniels av 
Dodge Samuel, mason, h 39 Francis av 
Doheney Martin, h Silver n Second 
Dolan Bridget, widow John, h Mill bet West and B. & A. R. R. 
Dolan Dennis, laborer, bds Mill bet West and D. & A. R. R. 
Dolan John, laborer, bds Mill bet West and B. & A. R. R. 
Dolan Patrick, laborer, h Lower Barkerville road 
Dolan 'Thomas, laborer, bds Mill bet West and B. & A. R. R. 
Dolan William, bricklayer, bds Mill beu West and B. & A. R. R. 
Dolan William, blacksmith, bds 11 John 
Dolan William Mrs., bds Mill bet West and В. & А. В. В. 
Dolby Edward, gardener Z. Crane, h off Dalton road, Coltsville 
Dole Mary К. Miss, nurse Поцве of Mercy 220 North 
Dolphin James, laborer, bds О. Т. Benediet's, North 
Dolphin Patrick, emp Tillotson & Power, bds n do. 
Donahoe Daniel, emp Peck's upper mill, bds Peck's road n do. 
Donahoe Eliza, widow Patrick, h 22 Circular av 
Donahoe Florence A., rem to Boston 
Donahoe Joseph, baker, bds Tyler n Parker 
Donahoe Michael, emp Peck's upper mill, bds Peck's road n do. 
Donahoe Murty, rem to Springfield 
Donahoe Nettie Miss, emp F. & M. Shoe Co., bds 28 Second 
Donahoe Patrick, machinist emp 72 Fenn, h 102 do. 
Donahoe Patrick, emp J. B. Barker, Barkerville, bds do. 
Donahoe Thomas F., emp R., K. & Co., bds 102 Fenn 
Donaldson Esther Miss, h off Elm at town line 
Donaldson Fannie Miss, h off Elm at town line 
Donaldson Mary Miss, h off Elm at town line 
Donaldson Rebecca Miss, h off Elm at town line 
Donlon Eliza, widow James, h 8 North Pearl 
Donlon Patrick, emp Taconie mill, h off Peck's road n Lake Onota 
Donlon Peter, emp T. & P., h n do. 
Donnelly Thomas, emp Russell & Brown, h 31 Gold av 
Donovan John, emp В. & А. R.R., В Dalton road n do. 
Donovan Larry, emp В. & А. В. R., bds Dalton road n do. 
Donovan Thomas F., emp Shaker mine, h Stearnsville 
Doolan Edward, emp R. & J. Clock Co., h 4 Brown's av 
Doplaise Oliver I., mason, h 41 Beaver 
Doran Henry, emp G. A. Bidwell, bds 71 Wahconah 
Doran John, carpenter, h 40 River 
Doran Mary, widow James, h 55 River 
Doran Mary, widow Patrick, h 71 Wahconah 
Doran Mary E. Miss, dressmaker 71 Wahconah, bds do. 
Doran William, teamster, h 38 Newell 
Dorgerlok Emil, baker emp 206 North, bds do. 
Dorr Charles, sexton M. E. Church, h 4 Melville 
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Ls oe W., rem to New York « 
t > " 2 

ia a harnessmaker emp Gale Bros., h Water n 
Doucet Octave, harness x г 
ое DAR essmaker emp Gale Bros., h 6 Burbank 

ougherty John, laborer, h Dalton road, J i 

ta a : › Junction 

Сч пону Mary T., store Railroad ау n North Pearl. h do 
her Michael, watchman J. B. & Bros. Mfg.Co., h Barker ill 

ougherty Michael Jr., spinner emp Т. & P., bds Barkervill “tas 
Dougherty Thomas, spinner, bds Barkerville i 
И Doplaise 

owd Martin, laborer emp Н. Dodge. h 7 i 
Dowling James, h 42 Daniels av лн 
Dowling Michael B., meat market 54 Wahconah,h North n North 


gas 


First 
Downey William, emp Shaker mine r Vi 
ow An. widow сае hr ota bine 
owns Cora A. Miss, compositor B. C. Eag иге 
Downs James E., ешр "Tace mill, bds r d uim кй 
Downs John, bottler John с Gimlich, h do. 
Downs John W., emp Taconic mill, bds 527 North 
Dowsett Emeline, widow James, bds 77 West 
Done ei ^ clerk, bds 145 West 
oyle Edward J., machinist May & Cha > 
Doyle Henry, emp Wm. Clark & Co., bes Wee 
Doyle John, foreman foundry Wm. Clark & Co h 142 West 
Doyle Martha, widow Patrick, h 145 West " РА 
Doyle Mary, widow Stephen, h Onota n Peck’s mill 
Doyle Mary A. Miss, teacher Russell School, bds 145 West 
Dee oo d «шр R., К. & Co., bds 4 Oliver $ 
е. попав L., ass’t postmaster 3 Nor 3 i 
Doyle Thomas P., NOE bds Onota n Poincar ci 
Drake Charles A., emp R., К. & Co, ,h Briggs av 
Drake Foster L., florist 12 Appleton av bds do 
Drake Frank A., printer, h 29 North Second 
Drake Fred. S., bds 23 Lincoln 
Drake John, laborer, h Shaker Depot 
Drake Lucy R., widow Sanford, h 209-North 
Drake Peter, rem to Albany, N. Y. 
pes Re Mrs., h 23 Lincoln 
rake Sanford, janitor Orchard Street School, rms 209 North 
Mgr а Alexander, emp Peck's mills, bds Peck's road n paper 
Dravijnez Frank, laborer, h Beaver n Peck's bridge 
Drennan Michael, with R. Walsh 27 West bds 23 Second 
Dresser Sarah J., rem to Lanesboro : j 
Dresser Van S., rem to Dalton 
Drew Emeline B, Mre., bds 15 Maplewood av 
Drew George W., painter and joiner, h 24 Newell 
Drew Richard, farmer, h off Barkerville road 
Drew Richard Jr., emp Tillotson & Power, h near do 
Drew Timothy, rem to Troy, N. Y. | | 
Driscoll Dennis, laborer, h 27 River 
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Driscoll John, clerk 37 West, bds 27 River 
Driscoll John, emp Tillotson & Power, h Stearnsville 
Driscoll John,emp S.N. & С. В. Mfg. Co.,h Wahconah с Peck’s road 
Driscoll Thomas, rem to New York 
Drowne Charles N., traveling salesman B. Overall Co. Clapp av, h 
22 Pomeroy’s av 
Drowne Jason Archer, emp Wahconah farm Cross road, bds do. 
Drowne Reuben O., overseer В. Overall Co., h 4 Appleton av 
Duba Joseph, hostler emp S. Bridges, h Linden е King 
Dublois Charles, helper emp F. G. Guilds & Co., h r 16 Beaver 
Dubois Hattie A. Mrs., nurse, rms 50 Francis av 
Ducat Frank, engineer O. Coogan & Sons, h r 5 Elm 
Ducat Nelson, teamster О. Coogan & Sons, h r5 Elm 
Ducat Oliver, emp W. G. Morton & Co., h 12 Railroad av 
Ducat—see Doucet 
Dudley Charles F., carriagesmith, h 1 Goodrich 
Dudley Edward F., overseer weave dep't Tillotson & Power, h n 
do. 
Dudley Ellen, widow John, h 55 West Housatonic 
Dudley Henry, joiner, h 8 Lake 
Dudley Joseph H., clerk 58 North, bds 8 Lake 
Dudley Lyman, emp Tillotson & Power, h 26 Circular av 
Dudley Sidney Jr., blacksmith, h 6 Daniels av 
Duffy Barnard, farmer, h Barkerville upper road 
Duffy Bridget, widow Lawrence, h 86 Francis av 
Duffy Catherine, widow Thomas, h 150 Wahconah 
Duffy James, emp Tillotson & Power, bds Barkerville upper road 
Duffy Mary A. Miss, emp depot dining rooms, bds do. 
Duffy Michael, laborer, h 47 North Church 
Duffy Patrick, emp Tillotson & Power, h Stearnsville 
Duffy Patrick, teamster S. №. & C. В. Mfg. Co., h Russell n Peck's 
road 
Duffy Thomas F., night clerk Post Office, bds Russell 
Dufresne Amos, rem to Waterbury 
Dukett—see Ducat 
Dumont Adelord J., joiner, bds 3 North Second 
Dumont Lillie Miss, clerk 47 North, bds 11 Church 
Dumont Louis, gardener, h 3 North Second 
Dumont Louis E., emp R. & J. Clock Co., bds 3 North Second 
Dumont Thomas F., carpenter, bds 3 North Second 
Dunbar Anna, widow George S., В 11 Howard 
Dunbar Dora Miss, bds 7 Howard 
Dunbar Frank E., bds 19 Bartlett av 
Dunbar George C., engineer emp C. E. Merrill, h 2 Prospect 
Dunbar Harriet E. Miss, teacher, bds 7 Howard 
Dunbar Harry A., clerk Agricultural National Bank, bds 19 Bart- 
lett av 
Dunbar Henry W., h 7 Howard 
Dunbar John F., supt. Pittsfield Coal Gas Co. (13) 3 North, h 19 
Bartlett av 
Dunham Charles, carriage mfr. 5 North Pearl, rms 143 North 
Dunham Charles B., foreman Sisson & Robinson, rms 38 North 
Dunham Darius W., farmer, h Beaver n Dalton line 
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Dunham Henry L., clerk 19 North, h 6 Pearl 
тее James H., h 160 West А 
sag ey a N., pres. Springfield Fire and Marine Ins. Co., h 
Dunham Jasper T., rem to Brooklyn, N. Y 
Dunham Lincoln, hostler 191 West h 10 Second 
Чеш ah аА В. Miss, rms 9 Church 
unham William W., plumber emp 3 illi 
Dunlap John, nda | Hein 7 Met n жни 
Dunlap John J., laborer, bds Barkerville upper road 
Dunlap Thomas, laborer, h Barkerville upper road 
Dunn Ann, widow Thomas, h Peck's road 
Dunn Daniel, h 47 Second 
Dunn E. J.. carver emp T. R. Glentz, bds 55 Fenn 
Dunn James, emp Peck’s mill, bds Peck’s road 
Dunn James W., farmer, h Onota bey Lake av 
Dunn James, laborer, h 9 Division 
Dunn John, emp Russell’s mill, h 10 Division 
Dunn John, emp Peck’s mill, bds Peck’s road 
Dunn Martin, emp Taconic mill, h 82 Wahconah 
Dunn Michael, rem to Springfield 
Dunn Richard, emp Bel Air Mfg. Co., h 155 Wahconah 
Dunn l'homas, laborer emp H. Dodge, h 29 Daniels av 
соон азма, emp Peck’s mill, bds Peck’s road 
pouces F., bartender 1 Depot, bds Water south of East 
ош John, saloon 1 Depot, h Water south of East Housa- 
nic 
pga are T., emp P. Gas Co., bds Water south of East 
Dupee Charles E., clerk, h 31 Orchard 
Duprey Francis, emp Peck’s mill, bds Onota n do. 
Duprez Theodore, rem to Adams 
Durfee Sophia Miss, rem to New York 
Durgin Herbert H., clerk 29 North, rms 7 Pearl 
Durkee Frank L. (Durkee & Cole), and fireman B. & А. В. R., 1 
рш Third p XS 
urkee & Cole (F. L. Durkee and C. J. C i | 
Academy of Music blk 80 North ТРА DNI 
Darr John G., wool-sorter Russell’s mill, h Peck's road n Alcove 
Durr John G. Jr., weaver Russell’s mill, bds Peck's road n Alcove 
Durvin Frank, carpenter, h 19 Robbins av 
Durvin Lewis, earpenter, bds 19 Robbins av 
Darwin Henry, blacksmith, bds 28 Beaver 
Durwin Joseph, teamster emp F. G. Guilds & Co., h 48 Beaver 
Durwin Libbie, widow Mitchell, h 113 Fenn 
Durwin Louis, carpenter, bds 54 Fenn 
Durwin Mitchell, laborer, h 28 Beaver 
Durwin William, tinner Henry & Blain, bds 28 Beaver 
маат шон J., painter emp Charles Dunham, h 80 North 
Irs у 
таңа Frank W. (Dutton & Tucker), 17 West, h 23 East Housa- 
onic 
8 
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Dutton George N., agent and treas. Pittsfield Tack Co., 19 South 
Church, h 7 Pomeroy’s av 

Dutton Walter, clerk Bei Air Mfg. Co., bds 7 Pomeroy’s av: 

Dno & TUCKER (Frank W. Dutton and George H. 
Tucker), mfrs.’ supplies, die stuffs, belting, oils, etc., 17 West 
—See p 269 i 

Dwan William, teamster, h 59 Robbins av 

Dwyer Frank, joiner, emp D. C. Munyan, rms (30) 103 North 

Dyer Alfred T., superintendent Unkamet farm, Cross road n Colts- 
ville, h do. . | 

Dyson Henry T., emp Tillotson’s new mill, h 31 Orchard 


AGEN JAMES, wholesale and retail grocer, 9 and 11 Depot, 
h 11 Circular av—See p 283 
Eagen John, laborer emp В. & А. В. R., В 52 John 
Eagen Patrick, laborer, bds 27 Wellington av 
Earle E. M. Mrs., h 15 Francis av 
Earle Susan Miss, dressmaker, rms 3 Pearl 
Earle Walter D., harnessmaker emp T. Behan, bds Berkshire 
House 
Earnshaw Frederick, weaver, bds 71 Francis av 
Earnshaw Joseph H., loom fixer, h 71 Francis av 
Earnshaw William, canvasser, bds 71 Franeis av 
East St. Louis Dressed Beef Co., A. E. Glasgow manager, whole- 
sale dealers dressed beef and provisions 13 Depot 
Eastland Edwin P., blacksmith helper, h Beaver bey Junction 
Eastler Edward, emp P. Woolen Mfg. Co., bds Chatham 
Easton David A., h Lenox middle road n town line 
Eckart George, emp Bel Air Mfg. Co., h 180 Wahconah 
Eckart Н, William, weaver, h Barkerville 
Eckerson Ed win, h 6 Third 
Eckerson Frank E., engineer, bds 6 Third 
por HENRY D., bakery, confectionery, ice cream and din- 
ing rooms 20 North, rms 8 Francis av—See p 267 
Eddy Titus E., h 15 Linden 
Edgerton Curtis C., supt. F. A. Robbins, h 9 Hamlin 
Edgerton Wealthy R., widow William E., bds Wendell Hall 
Edward Augusta T. Miss, teacher Fenn Street School, bds 4 Third 
Edwards George, laborer, rms 114 West : 
Edwards George W., jeweler, silverware, sewing machines and 
fancy goods 18 North, h 37 Francis av 
Edwards James H., variety store and clock repairer 42 Wahconah, 
h do. 
Edwards Joseph F., emp Hascal Dodge, bds Newell 
Edwards Martha J., widow B. Alfred, dressmaker 53 North First 
Edwards Roxy A., widow George, h 4 Third 
Edwards William, gardener 13 Broad, rms do. 
Fells John H., paymaster R., К. & Co., h 15 Reed . 
Eells Sarah S. Miss, bds Elm bel Middle 
Kells Sarah W., widow David B., bds 15 Reed 
Eells Thomas W., farmer, h Elm bel Middle 
Egan Harry, rem to Northampton 
Egan Mary E. Miss, book-keeper 92 North, bds 39 Onota 


— 
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Egan William, laborer, h 39 Onota 
tee dss tailor, h 61 Francis av 
isner Max, tailor 103 North and notions 42 Ri i 
aee Max, emp B. Knitting mills, bds 61 co Ба 
а Samuel, clerk 66 North, bds 61 Francis av 
isner Seaman, clerk 66 North, bds 61 Francis a 
a aig т Б. Miss, bds 174 West t 
ùldridge Henry, clerk Н. T. Morgan & С 
STRUM John, shirt cutter 3. B. M fg. Co bà Wille Ml > T 
Кво pontes uou ш, h Elm n таб 
2 ‹ chool, Elizabeth opp Clint 
Elligsen Albert, clerk Bohlman’s Hotel А 
oe тее IS rem to North Adams " 
о illiam J., brakem 3. & imli 
Ellison Hugh, farmer, omi зи ка олаи А: 
ate за farm hand, bds Stearnsville 
Sllison Samuel, laborer В. & А. R. R., 1 i 
Ellsworth Samuel, rem to North RAM экен 
ve T UN ршн, h Lenox middle road 
tImwood Stock Farm, Gale & Richardson props., offi 
RU eM Nt do Morning Ci p Cie 
р orge F., supt. Tillotson’s new mill, h 24 M 
көри Alfred D., emp P. Electric Light Co., bds I we - 
impsall Alice, widow William, h Lake av S T " 
DOW Frank A., clerk 47 North, bds Lake av 
tmpsall Fred W., clerk 47 North, bds Lake av 
Ende Emil, cigar mfr. 196 North, h do. 
а a C., drug clerk 43 North, bds 196 do. 
England Кашым (E: к: Lid apu Mfg. Co., bds 196 North 
1051: : М. (England Bros.), 26 North, bd i 
England Bros. i i узмыш: 
g = hla ( В. M. & Simon England), dry and fancy goods 26 


England Daniel M., clerk 26 у 1 
арав Moses, h 9 Union еке 
čngland Simon (England Bros.), 26 North, bd i 
),2 ‚ bds 9 
ue rs i bds Seymour n Wahconah ee 
D» an г ET i i 5 
mer dward, boss dresser Taconic mill, h Seymour n Wah- 


Enlich Cashmer, farm | 
Eno оо merid rm hand West n Parker av, bds do. 
inright Annie L. Miss, composi ) 
‘ight A . Miss, positor Eagle offi s i 
Qus Frank M., clerk 37 North, bds 135 West a 
EAE t George F., emp R., K. & Co., bds 14 River 
oe James Е., clerk 6 North, bds 135 West 
inright James J. (J. H. & J. J. Enright), 55 North, bds 131 West 


NRI C iri 
? ced H. & J. J., boots, shoes and repairing 55 North— 


Enright Joh i i 
S i ohn, manager Pittsfield Carriage Co. 22 McKay, h 135 


Enright John H. (J. H. & J. J. Enright), 55 North, bds 135 West 


Enright Ma й. Mi i 
290. ary Е. Miss, teacher Melville Street School, bds 135 


Enright Michael, shoemaker emp 16 North, h 14 River 
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ight Thomas, h 131 West 

Нее Thomas N. (J. M. Stevenson & Co.), 4 North,h 18 
Francis av : 

Entler Clara L., widow George R., h 19 Reed 

Entler Herbert C., clerk 37 North, h 17 Maplewood av 

Eppstein Charles H., clerk 58 North, bds Wendell Hall 

Ernest Frank G., emp Tillotson & Power, h n do. : 

Ernest Hugh, emp Tillotson & Power, bds n do. Д LUN 

Kstler Barney, farm hand William Noble, Beaver at ‘Junction, b 
do. E 

фонаре Eliza, widow Moses, bds West bey Jason 

Ethier Alick, farm hand, bds Coltsville | 

Ethier Philomena, widow Moses, h Coltsville 

Evans David E., clerk 75 North, h 19 Howard 

Evans David L., janitor Court House, h do. 

Evans Edward, coachman 6 Wendell av, rms do. 

Evans Edward O., carpenter up ates h 8 do. 

‘vans George T., rem to New Jersey 

es Helen М., widow Thomas, h at OMA House : 

Svans Or mason Bradford c River, h do. | 

seve Байте A. Miss, book-keeper 153 North, bds Court House 

Evans William, laborer, h 11 West 

Eveau Peter, rem to No. coe 

Evon Lewis, carpenter, h 7 Thir 

не Benjamin, finisher Tillotson & Power, h n do. 


1 suc mill, h Chatham 
7ABIAN WILLIAM, spooler Pontoosuc mull, AM 
em George T., book-keeper E. P. Wood & Sons, bds 67 Rail 

oad EE 
Pabiions Minnie Miss, emp S. N. & С. R. Mfg. Co., bds 173 Wah 

conah A 

i i : 377 rth First 
Wagan Bridget, widow James, bds 77 Nort ` | 
Faker г machinist William Clark & Co., h 10 North Pearl 
Fahey Edward, clerk 103 le nes do. 
?ahey Edward, mason, В 38 Robbinsav — — 
Fabey kiwata F., clerk 116 North, bds 25 Wellington av 
Fahey E. Fergus, bartender, bds 38 Robbins av T" 
Fahey John, emp B. & A. R. R. freight depot, h 46 "i s àv 
Fahey Michael, emp F. G. Guilds & Co., bds 8 Renne p А 
Fahey Michael, emp Wm. Clark & Co., bds 10 North Pear 
Fahey Michael, laborer, h 25 Wellington ау. Tun 
Fahey Michael, coachman 22 East Housatonie, bds do. jc 
Fahey Patrick, emp В. & A. R. R. freight house, h 60 Cioug 
Fahey Winnifred Miss, h 1 Railroad av 
air _вее Phair ) | 
i Carrie A. Miss, telegraph operator Union Depot, bds 26 
‘ircular av 7 
йы С. Augusta, widow Heins Н ee өү еер ау 
?airbanks George H., conductor, bds South av с ju чыгат 
Feirbanke William Н., brakeman, bds South av c Circular av 
Fairfield Charles H., emp P. Carriage Co., h 39 Beaver 
Fairfield Mary A., widow Peter, rem to Cheshire 
Fairfield—see Beauchamps 
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Fairon John, grocer 46 ClouEh, В do. 
Fairon—see Fern 
Fallen James, teamster, h 115 Fenn 
Fallen James Jr., farmer, h Lenox middle road 
Fallen John, laborer, h 121 Fenn 
Fallen John, teamster, h r 100 Fenn 
Fallen Michae: H., laborer, h 14 Division 
Fallen Patrick F. (McCarty & Fallen), 14 McKay, bds 681 North 
Farington Fernando P., emp B. County Jail, bds 15 Summer 
Farington F. P. Mrs., dressmaker, bds 15 Summer 
Farley John, gardener 18 East, h Tyler n Brown 
Farley John H. Jr., painter, h 48 Burbank 
Farley John P., steam fitter 33 West, h 10 Linden 
Farley Kate M., widow John, laundress, h 20 West Housatonic 
Farley Thomas, painter, h Tyler n Brown 
Farnum Kate C. Miss, bds 11 West Housatonic 
Farrar O. Duane, joiner, h 34 Beaver 
Farrell Daniel, emp Taconic mills, bds Hancock road n North 
Farrell Daniel Jr., emp R. & J. Clock Co., h 43 South School 
Farrell Edward, emp Bel Air Mfg. Co., h Alcove 
Farrell James, laborer, bds 77 North First 
Farrell James, night watchman Taconic mills, h 215 Wahconah 
Farrell James P., loom fixer Taconic mills, h 520 North 
Farrell John, emp Taconic mills, h 69 North First 
Farrell John, emp B. & A. R. R., h North Pearl c Melville 
Farrell John F., bartender 50 Wahconah, bds 48 do. 
Farrell John J., carpenter, h 36 Francis av 
Farrell John J., rem to New York 
Farrell John T., emp R., K. & Co., bds 26 Adam 
farrell Mary, widow John, h Hancock road n North 
Worrell Matthew, В 26 Adam 
well Matthew E., foreman machine shop Wm. Clark & Co., h 24 
am 
Farrell Nellie Miss, clerk 52 North, bds 34 West 
Farrell Patrick, farmer, h Hancock road n North 
Farrell Patrick, laborer, h r 17 South Church 
Farrell Patrick, laborer, h 57 Burbank 
Farrell Richard, emp Russell’s mill, h Richmond av 
Farrell Richard T., joiner, bds Hancock road n Pontoosue Lake 
Farrell T'homas, miller emp R. A. Teeling, h 77 North First 
Farrell Thomas Н., rem to Adams 
Farrell William, weaver emp Taconic mills, h г 509 North 
ARRELL & MAY SHOE CO., mfrs. men's shoes, Clapp, 
Morningside—See p 245 
Farrish Thomas, gardener, h Shaker Village 
Fasce Victor, fruit, confectionery, ete., 70} North, В do. 
Fassell Herbert, laborer, Ъаз Elm n Pleasure Park 
Faulkner Charle . E., rem to Mt. Vernon, М. Y. 
Faulkner Ellen, widow George, h William ¢ Gold av 
Faulkner Neal H., emp P. C. Gas Co., h Walter n East Housatonic 
Faust August W. Mrs., h 143 North 
Fawcett Graham, emp R., K. & Co., bds 82 Fenn 
Fay Hattie Miss, emp box shop Renne av, bds 14 Pearl 
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Featherstone Bernard E., hostler, bds 20 McKay 
Featherstone John, teamster, h 18 McKay 
Featherstone John Jr., printer, h 18 McKay 
Feeley Ann, widow Thomas, h r Mill n railroad 
Feeley Anna Miss, teacher 41 South, bds 16 Summer . 
Feeley Edward J., dyer emp P. W. Mfg. Co., bds 34 River. 
Feeley Ed ward, cashier B. & А. К. R. freight depot, h 5 Elizabeth 
EELEY JOHN, stoves, furnaces, ranges, plumbing, roofing, 
tinning, etc. 31 North, h 16 Summer—See p 274 
Feeley John R., foreman W. C. S. Mfg. Co., bds 34 Water 
Feeley Julia E. Miss, cashier 47 North, bds 16 Summer ’ 
Feeley Michael H., foreman dye dept. P. W. Mfg, Co., bds 34 River 
Feeley Morris J., blacksmith, h 53 Railroad 
Feige George, emp Gimlich & White, h 25 Onota 
Feige Henry, farmer, bds 25 Onota 
Feige William, farmer, h Churchill, North Woods 
Felix Gilbert, emp R., К. & Co., h Appleton av n Howard av 
Felix John, joiner, h 1 Oliver | 
Fell Helen S., widow David, h 9 West Housatonic 
Fellows George, emp P. Tack Co,, bds 17 Linden 
Fellows Henry M., joiner, h 17 Linden | 
Fellows John T., emp P. Tack Со., В 21 Railroad 
Fellows Louisa C. Miss, dressmaker 13 South, h do. 
Felton John, emp Taconic farm, bds do. West 
Fender John, h 31 Burbank 
Fenn Hannah Mrs., h 3 Adam 
Fenn Parthenia D. Miss, bds 49 Seuth 
Fenn Street School, 76 Fenn е Second 
Fenn William W. Rev., pastor Unitarian church, h 3 Adam 
Fentner Henrietta, widow John, h 446 North 
Fentner John M., emp Taconic mill, bds 446 North aa 
Ferguson Henry, marble worker emp Е. О. Andrus, h 40 Railroa 
Fern Edward, h 85 Francis av е 
Fern Mary, widow Edward, гаар но ix 
"erney John, shoemaker R., K. & Co., h rire 
b hon D., cashier Agl Nat. Bank 5 North, h 12 West 
Housatonic к 
Ferrey Sarah Н., widow Moses, bds 12 West Housatonic 
Ferris Catharine, widow Robert, boarding-house 16 Pearl 
Ferry Charles К. (С. 8. Ferry & Sons), 85 West, h 23 West Housa- 
tonic 1 
Ferry Charles S. (C. S. Ferry & Sons), 85 West, res i ag x 
pe С. S. & SONS (С. S., C. K. and F. G. Ferry), umber, 
doors, sash and blinds dealers 85 W est—See p 287 
Ferry Fred G. (C. S. Ferry & Sons), h 21 Reed 
Ferry Michael, joiner, h Parker n Tyler ] 
Fesch Edward, emp R. & J. Clock Co., h 60 Francis av 
Fesch Elizabeth C. Miss, telephone operator, bds 27 Burbank 
Fesch George, engineer Russell mills, h Peck’s road n do. 
Fett William, book-keeper A. H. Rice & Co., bds31 Wellington av 
Fideau Lidie Miss, nurse House of Mercy, 220 North 
Fidelman Philepene Miss, furrier, rms 163 North 
Field Frederick, brakeman B. & А. R. R., h 46 South Church 
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Field John, machinist, bds Appleton av west of Dawes av 
Field Lyman E., clerk 105 Fenn, h do. 
Field Margaret, widow Charles, h 49 Beaver 
Field Rhodanfus, h Maple av n gov. mill, Coltsville 
Field Robert E., letter carrier and (Scudder & Field), 105 Fenn, h 
109 do. 
Fields Tuffle W., photographer emp 40 North, bds 112 Pearl 
Fife William, bds 12 Third 
Finan James, laborer, bds Mill bet West and В. & А. В. В. 
Finch Lucius M., blacksmith Liberty c Depot, h 19 Maplewood av 
Findeisen Ernest, h Depot road, Barkerville 
Finemur Electa M., widow Stephen, h 28 River 
Finley Peter, rem to North Adams 
Finn Kate, widow Patrick, bds 105 River 
Finnegan Mary, widow Edward, h 504 North 
Finnegan Michael, emp Taconic mill, bds 504 North 
Finnegan Timothy, rem to Palmer 
Finning John, baggage master H. R. R., h 139 West 
First Congregational Church, Park place 
Fish George C., h 21 Orchard 
pms ORLANDO S., mail agent B. & A. R. R. and steam reno- 
vating of beds, carpets, etc., mattress maker and furniture 
repairer South Church c Center, h 21 Union—See p 275 
Fish Sarah B. Mrs., bds 25 Union 
Fish William A., bds 5 Dunham 
Fish William H., emp O. S. Fish, bds 21 Union 
Fish—see Fesch 
Fisher Edgar M., clerk H. T. Morgan & Co., bds 26 Reed 
Fisher Frederick J., commission broker North Adams, Mass., h 
15 Maplewood av 
Fitch William L., blacksmith emp 33 West, h 17 Newell 
Fitzgerald Edmund H., emp Russell's mills, h Alcove 
Fitzgerald Ellen Miss, h 130 West 
Fitzgerald Emma, clerk 59 North, bds 40 South Church 
Fitzgerald John (St. James & Fitzgerald), 56 North First, h Myr- 
tle с Stoddard av . 
Fitzgerald Lily Miss, h 130 West 
Fitzgerald Michael, emp Hinsdale, h 40 South Church 
Fitzgerald Michael, engineer B. & А. В. R., h 122 West 
Fitzgerald Patrick, carpenter, bds Richmond av n Briggs av 
Fitzzerald William, engineer Bel Air Mfg. Co., h Richmond av c 
Briggs av 
Fitzpatrick Eliza J., widow Daniel, rem to Springfield 
Fitzpatrick Mary, widow Thomas, h 42 Clough ` 
Fitzpatrick Mary F. Miss, dressmaker 7 Lake, h do. 
Fitzpatrick Thomas, bds 42 Clough 
Flaherty Edward, laborer emp H. Dodge, h 15 Clough 
Flaherty John E., emp R., К, & Co., bds 16 Pearl 
Flaherty Minnie Mrs., bds off 3 Elm 
Flanagan Edward F., real estate and insurance agent 2 South, bds 
22 Second 
Flanagan Kate, dressmaker, bds 22 Second 
Flanagan Thomas, h 22 Second 
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Flannagan Dora B., widow Malachi, h Alcove 

Flannagan John, laborer, bds n Shaker depot 

Flannagan Louis P., rem to Ware 

Flannagan Michael, laborer, bds Alcove 

Flannagan Patrick, foreman S. М. & С. В. Mfg. Co., h 84 Wah-] 
conah 

Flannagan Thomas, mason, h 4 Harris | 

Flannagan Thomas Jr., emp Peck’s mill, bds 22 Second 

Flannagan Thomas H., emp 8. N. & C. R. Mfg. Co., bds 84 Wah- 
conah 

Fleber Frank, emp M. P. Lawton & Son, h 123 Fenn 

Fleming Annie E., clerk 47 North, bds 4 Orchard А 

Fleming Annie Р. Miss, book-keeper R., К. & Со., rms 19 First 

Fleming Edward, steam fitter emp 33 West, bds 37 Second 

Fleming James, clerk 137 North, bds 37 Second 

Fleming John, emp Shaker mine, bds depot road n Shaker depot 

Fleming John H., emp В. & J. Clock Co., bds 43 Second | 

Fleming Joseph, foreman paint shop P. Carriage Co., h 4 Oliver 

Fleming Margaret, widow William, bds 81 Daniels av 

Fleming Martin, bds 37 Second 

Fleming Mary Miss, dressmaker (8 and 9) 41 North, h do. 

Fleming Michael, laborer, h 37 Second 

Fleming Patrick, emp Wm. Clark & Co., h 24 Adam 

Fleming Patrick Mrs., h r 17 South Church 

Fleming Peter, h 43 Second 

Fleming Sarah A. Miss, emp F. A. Robbins, bds 4 Orchard 

Fleming Thomas, emp B. & A. R. R. repair shop, h 4 Orchard 

Fleming Thomas, emp 58 North, bds 37 Second 

Fleming Thomas F., emp R. & J. Clock Co., h 43 Second 

Fleming William, carpenter, h 81 Danieis av 

Fleming William, joiner, h 6 Goodrich 

Fletcher Alfred M., music teacher 10 East. Housatonic, h do. 

Fletcher Edward, weaver, bds 19 Peck’s road 

Fletcher Mary, widow Thomas, h 19 Peck’s road 

Fletcher Patrick, emp Russell’s mill, bds Peck’s road c Russell’s 
road 

Fletcher Thomas Jr., emp Russell’s mill, bds 19 Peck’s road 

Flibbard Fred, watchman A. H. Rice & Co., h Fenn n Beaver 

Flint Clara, widow Horace S., bds 35 Francis av 

Flood Bridget, widow Luke, h 6 Burbank 

Flowers W. Benjamin, hostler 4 Railroad, h Mill n West Housa- 
tonic 

Flynn Bernard, emp gas works, h n do., Water c East Housatonic 

Flynn Catherine, widow Michael, h 41 Third 

Flynn Daniel P., policeman, h 2 Wellington ау | 

Flynn Edward, laborer, h Water n East Housatonic 

Flynn Frank, tel. operator at junction, bds 28 Railroad 

Flynn James, laborer, h 53 Howard | 

Flynn John, emp water works, bds Water n East Housatonic 

Flynn John, mason, bds 18 Clough 

Flynn John H., emp W. C. S. Mfg. Со., В Appleton av south of 
Dawes av 

Flynn Joseph, emp Peck's mill, h 243 North 


E 
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Flynn Joseph A., physician (3) 684 North, bds 243 do. 

Flynn Margaret, widow Patrick, h 33 Second 

Flynn Margaret, Kate, Mary and Elizabeth, h Mill n West Housa- 
tonic 

Flynn Martin, emp 140 North, bds Water n East Housatonic 

Flynn Mary A. Miss, emp S. B. Mfg. Co., bds 4 Wellington av 

Flyun Michael, laborer, bds Water n East Housatonic 

Flynn Michael C., mason, В 18 Clough ' 

Flynn Patrick, laborer, h 49 Howard 

Flynn Patrick, fireman B. & А. В. R., h 41 Third 

Flynn Thomas, fireman B. & А. В. R., h 28 Third 

Flynn Thomas W., laborer, bds 53 Howard 

Flynn William, emp W. C. Stevenson Mfg. Co.,h r5 Elm 

Fogarty Celia, widow Philip, h Mill south of railroad 

Fogarty Johanna, widow Lawrence, bds 87 Wahconah 

Fogarty Michael, h 87 Wahconah А 

Fogarty Robert, weaver Taconic Mill, bds Mill south of railroad 

Foley John, dyer Russell’s mill, h Peck's road n Alcove 

Foley Michael, emp Peck’s mill, В Onota n do. 

Foley Timothy, emp P. Steam Power Co., bds Spring 

Follett Mary A., widow Oliver, h 4 Pomeroy av 

Follwell Frederick S., gardener 23 East, h 90 Fenn 

Folmsbee Abram S., clerk 3 Newell,h 1 do. 

Folmsbee C. A. Mrs., grocer 3 Newell, h 1 do. 

Folmsbee David S., clerk 3 Newell, h 1 do. 

Foot Andrew J., market 8 Fenn, h 43 do. 

Foot Charles R., foreman mason George W. Foot, h 35 Bradford 

Foot Daniel, farmer, h Middle n Elm 

Foot George D., rem to Middletown 

Foot George W., mason builder 5 Bradford, h do. 

Foot J. Merrick, farmer, h Elm n Williams 

Foot Joseph, farmer, h Middle n Elm 

Foot Laura, widow Daniel, h 28 Union 

Foot Nelson, rem to New York 

Foot Sanford A., farmer, h Middle n Elm 

Foot Walter H., book-keeper 90 North, bds 43 Fenn 

Foot William B., clerk 25 North, bds 154 do. 

Foote J. Appleton, carpenter and builder 11 Pomeroy's av, h do. 

Ford Alfred, farm hand O. T. Benediet, North, bds do. 

Ford Blanche Miss, table waiter 91 North, bds do. 

Ford Clarence B., cigars, confectionery, fruit, etc., 79 West, h do. 

Ford Nicholas, gardener, h 92 Robbins av 

Ford Nicholas Jr., grocer 82 Robbins av, h do. 

Ford Samuel, emp Taconic mill, h 209 Wahconah 

Ford Samuel Jr., emp Taconic mill, bds 209 Wahconah 

Ford Sidney A., cabinetmaker A. Brock, h 16 Newell 

Ford Thomas, farmer, h Barkerville 

Forgea George T., rem to North Wilbraham 

Forgea Henry W., h Barkerville 

Forgea Margaret, widow J., bds Tyler n Parker av 

Fornmarche Robert, drug clerk 8 North, h 9 Prospect 

Fortune James, laborer, h Mill n West Housatonic 

Forward Charles, shoemaker Stearnsville, h do. 


9 
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Foster Amelia A., widow George E., bds 150 North 
Foster George T., physician, h n Silver Lake 
Foster Jesse J. (J. J. Foster & Co.), 73 North, h 2 Pomeroy's av 


OSTER J. J. & CO., clothiers, hatters and furnishers, trunks, 


bags, robes, etc., 73 North—See front cover 

Foster William E., emp Peck’s mill, bds Peck’s road bey lower 
mill 

Foster William S., nickel and silver plater 128 North, bds 55 
Francis av 

Foster W. S. Mrs., millinery 128 North, bds 55 Francis av 

Fountain Charles, rem to North Adams 

Fountain Frank, emp West c Churchill, bds do. 

Fountain—see La Fountain 

Fournier John, emp Robbins, Kellogg & Co., h 15 Third 

Fowler William 2d, real estate agent, h 16 Brown’s av 

Fox Frank, laborer, bds 46 Elm 

Foxcroft Emma B. Miss, bds 40 South 

Foxcroft Harriet E., widow George A., h 40 South 

Fraley Gustave, emp Pontoosuc mill, bds Chatham 

Fraley John, loom fixer, Pontoosuc mill, h Chatham 

Frambach Jacob, carpenter, h 90 Robbins av 

Francis Almeron D., h 49 Francis av 

Francis Ann M., widow George, h Richmond av 

Francis Belle M. Miss, h 27 Newell 

Francis Caroline M. Miss, teacher, bds 32 West 

Francis Caroline M., widow James H., h 32 West 

Francis Charles, weaver, bds Richmond av 

Francis Charles C., book-keeper Pittsfield National Bank and 
steamship ticket agent 1 North, bds 6 Elizabeth 

Francis Edward S., cashier Pittsfield National Bank 1 North, h 17 
Francis av З 

Francis Fred A., farmer, bds Lower Barkerville road 


Francis Fred H., clerk Pittsfield National Bank, bds Shaker depot. 


Francis Fred T., clerk Berkshire County Savings Bank, rms 16 
South : 

Francis Isabelle Miss, h 27 Newell 

Francis James, real estate, h 15 Francis av 

Francis James M., mfr. Sun Liniment, h 22 Howard 

Francis Julia A. Miss, h Maud 

Franeis Manning, farmer, h Lower Barkerville road, n Tillotson & 
Power 

Francis Marietta Miss, book-keeper W. H. Teeling & Co., h 2 
Maud ў 

Francis Mortimer D., agent Shaker Village depot, h п do, 

Francis Robert, millwright, emp E. D. G. Jones, h 34 Howard 

Francis S. James, emp Bel Air Mfg. Co., h Richmond av 

Francis William F. (W. G. Morton & Co.), 21 Depot, h 32 West 

Frank Charles, clerk 8 Fenn, h 52 Railroad 

Frank Charles J., bds 52 Railroad 

Frank Elizabeth, widow George, bds 52 Railroad 

Frank Ellen Mrs., h 52 Railroad 

Frank John, butcher emp 142 North, bds 52 Railroad 

Frank Joseph, bds 52 Railroad 
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Mus ad bene H., barber 120 West, h 24 Second 

"ranklin Steam Laund illey-Robi 

iio m m WO ry, Willey-Robinson Mfg. Co. props, No- 
Frary John, emp Tillotson & Power, bds n do. 


Fratent ieorg i 
ra сан George, carpenter emp С. Е. Merrill, h 33 Rail- 


Fratenburgh William, laborer, bds 40 River 
ст аа, a W. Clark & Co., h 42 Second 
rederich Arthur C., dyer Pontoos i ) 
Frederich John, h Chatham eas эч — Á: 
Frederick John I., emp Taconic mill, bds 45 X 
oe Paul, emp S. Bridges, bds 24 Сыйы 
ae T. Albert, overseer spinning room Tillotson & Power, 
Freehoffer John, emp Tillotson & Power, h n do 
Freehoffer Theodore, emp Tillotson & Power bds n do 
Freeman Charlotte M., widow George, bds 12 South - 
French Alice G., teacher, bds Churchill n West 
French Alvin, h 18 North Second 
v 7 
ре т, W., attorney at law 4 North, h 14 North 
Sanne АН joiner, h Churchill п West 
rench John H., overseer car rt. 7 7 Y 
i Aie ard dept. P. Woolen Mfg. Co., h North 
French Mary E., teacher, bds Churchill n West 
French Nella E., teacher, bds Churchill n West 
French Timothy H., farmer, h n Cascade 
Fresch Abraham, painter, h 70 Beaver 
Fresch Andrew, painter Holland Bros., h 39 Burbank 
Frey Charles A., teamster F. G. Guilds & Co., h 22 Guilds pl 
Frey Charles A. Jr., rem to Hinsdale е 
Frey George H., machinist Wm. Clark & Co., h Tyler 
Frey Jacob, cloth finisher, h 41 Burbank ; 
dita Frye 
"riedelman P. Miss, fur repairer 16: ` 
Friel Kate A. Miss, bds 2 саа т x 
Frisch John G., painter, h 5 Southern av 
Frish Abraham, bottle dealer Onota n Onota St. School, h do 
Fritsch William, emp S. №. Russell, В г 45 Wahconah › 
Fromma Charles, barber emp 120 West, h 38 River 
Frost Frances Miss, tailoress, h 8 Pearl 
Frost Maria, tailoress, h 8 Pearl 
Frye Charles M., rem to Minnesota 
Frye—see Frey | 
Seo P., foreman finishing dept. A. H. Rice & Co., h 13: 
ewe | 
Fuggmann Gottlieb E., emp Bel Air Mfg. Co., h r 177 V | 
Fuller Charles C., єл Жк aid тїт. екл Newell Me Sop 
Fuller Charles W. (J. W. Fuller & Son), res North Adams EE 
Fuller George A., emp Allen's farm, Dalton road, h do. | 
Fuller James W. (J. W. Fuller & Son), 12 Prospect, h do ; 
Fuller J. Frank, clerk 19 Prospect, bds do. i i Ut. 
Fuller Julius V., emp R., K. & Co., bds 9 Newell E 
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Fuller J. W. & Son (J. W. & Н. E. Fuller), mop wringer mfrs. and 
meat market 12 к y 

К - Магу A. Miss, bds 47 Francis ау Я 

Dalle Samuel N. (Fuller & Maslen), 185 North, h 187 ag jen) 
ULLER & MASLEN (Samuel N. ages Ai i : DN 5 

arble and granite works 185 North е Cloug р im 

Fullgraff Christian, meat market 59 West, rp ake ead oo tag 

Fulleraff William, butcher emp 59 West, bds Parker House 

Furey Christopher, weaver, bds 24 John 

Furey Joseph, mason, һ 24 John 

Fury Aun and Susan, h Mill n West 


*ABELER ADDISON W., dentist (22) 41 North, bds 19 do. 
— See line front rides 
iabriel William, h 19 Lake А 
ue Karl C., carpenter, hr 8 Francis av 
vage Hiram D., h 26 Ротегоу в av e A 
Gace Minnie E. Miss, dressmaker, bds r 8 Francis av ЕР. 
Gage William H., organist Ist Baptist Church, bds 26 Ротетоу в: 
xage . 3 
xaharty John, laborer, h 39 River y үү: 
ayy Ра D. (Gale Bros.), 94 North, h 16 Maplew ood av EP 
Gale Bros. (William F. and Alonzo D. Gale), harness, trunks 
carriage repository (4 and 5)94 North ae 
Gale Elizabeth Miss, emp R., K. & Со.. В 1 А is } 
Gale Mary E., widow Edwin W., h 11 Willis p Boe cei 
Gale William F. (Gale Bros., 94 North, and Gale & Richardson), 
Gal panies mee | F. Gale and T. H. Richardson), props. 
T "Mimwood Stock Farm, office 27 and 94 North . 
Gallagher James, porter Clary's Hotel, h 85 Francis av ^ 
Gallagher Joseph, emp T. & P., bds Barkerville upper roac 
X« ` д 3 
: ineau Louis, painter, h Spring AE 
D Robert х? farmer, h Dalton road n Coltaville 
Galpin Charles L., laborer, h William n Gold. av 
Galpin Sarah E., widow Adam D., h 26 wore $ 
Galvin Michael, laborer emp 116 West, h r 30 Clough an 
^ AMWELL CECIL C., coal, wood, hay, straw, lime, cement, 
G ‘etc. 14 Railroad, h 14 Summer—See front cover Kt 
Gamwell Edward A., lawyer 3 South and з West, bds 12 Sun 
Xi € . 3 à 
Gamwell James, rem to Washington — 
Gamwell John W., physician, h с өрк a 
ы 7 от H., lawyer 27 Center, h do. = 
a, paced H. Jr., Took-keeper 14 Railroad, h 7 Henry av 
Gamwell Rosetta, clerk 9 North, bds 3 Church à ei pei fd 
Gamwell William W. (Robbins, Gamwell & Co.), : 
Center $ 
Gannon John, rem to. New Y ork 


Gantley William, em p S. N. & C. R. Mfg. Co., h Peck’s road n do. 


-dner Alexander, laborer, h 19 Alder 
nee е A., widow James, rem West 
Gardner Ellis, teamster, bds 109 Fenn $ 
Gardner Frank, hostler 125 West, bds 67 do. 
Gardner George, h 109 Fenn 
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Gardner George, teamster Read & Burns, h 93 Beaver 
Gardner G. W., teacher, bds 8 Adam 
Gardner John, mason, bds 4 Cottage 
Gardner Josiah, laborer, h 18 Alder 
Gardner Mystic W., farmer Taconic farm, West, h do. 
Gardner Russell T., laborer, h 23 Alder 
Gardner William W., hostler emp S. Bridges, bds 29 Second 
Garfinkel Louis L., peddler, h 46 Linden 
Garlick Eliza M., widow Russell H., bds Churchill, N Woods 
Garrity Bridget, widow John, h Wahconah e Peck road 
Garrity James, emp 14 Railroad, h 21 do. 
Garrity Kate Miss, drug clerk 118 North, bds 122 do. 
Garrity Patrick, laborer emp H. Dodge, h 24 Clough 
Garrity Peter, emp Bel Air Mfg. Co., h r 165 Wahconah 
Garry Hannah, widow Patrick, h 5 Clough 
Garry—see Geary 
Garvey Michael, emp Peck's mill, bds Peck road 
Garvey Thomas, rem to New York 
Garvin John C., clerk 23 North, bds 6 Linden 
Gary Emma, widow Richard, bds Linden c Onota 
Gaston Frederick E., teamster 85 West, h 32 Second 
Gates George A., prop. Gates’ Pavilion, Point of Pines, h 1 Brad- 
ford 
Gates John V. D., cabinetmaker, h 32 Wellington av 
Gaudy Frank, laborer, bds r 57 Railroad 
Gaudy Henry, laborer, h r 57 Railroad 
Gaul James, emp Taconic mill, bds 500 North 
Gauthier Alexander, laborer, h Dawes av n High 
Gauthier Joseph, teamster, h 8 Beaver 
Gauthier Joseph, shipping clerk Pontoosue W. Mfg. Co., bds off 
North n do. 
Gauthier William W., laborer, h 127 Beaver 
Gauvreau Bruno, h Richmond av 
Gauvreau Ludger, joiner, bds Richmond av 
Gavin Georgg, bakery 93 West, h do. 
Gavin Georgé B., baker emp 93 West, bds do. 
Gaylord Alvah F., carpenter, h 21 Third 
Gaylord Martin P., farmer, h New Lenox road 
Gaylord—see Goerlach 
Gazaw John, hostler F. Harrington, bds 2 Wahconah 
Geary Michael, emp 45 South, h 7 Reed 
Gee Wah, Chinese laundry 5 Bank Row, h do. 
Geer Emma Miss, nurse House of Mercy, 220 North 
Geibler Franziska H., widow Theodore W., bds 14 Reeds 
Gelinas A. D. Rev., bds 8 North First \ 
Gelinas Antoine, emp В. К. & Co., h 5 Pleasant 
Gensler Amile, emp West.e Churchill, bds do. 
Gensler George A., emp R. & J. Clock Co., h 60 Francis av 
Gensler Henry J., emp R. & J. Clock Co., bds 60 Francis av 
Gensler Louis C., emp C. E. Merrill, bds 60 Francis av 
German Protestant Church, 24 First 
Gerst George (Gerst & Smith), 20 and 22 Fenn,h 10 North Second 
Gerst George H., harnessmaker emp Gerst & Smith, h 3 Orchard 
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i i Second 
., printer Pittsfield San, bds 10 North 
Gant МТ cei Gerst, John S. Smith), harnessmakers, 
dealers in trunks, bags, ete., 20 and 22 Fenn e eM 
Gervais Philibert A., tailor emp u v h Railroad c $ 
i Sarah A., widow Israel s 24 Union ee 
Gierth о “cloth washer emp Bel Air Mfg. Co., bds Rich 
Gifford Harvey D., emp 11 Summer, bds 41 Cottage ам E 
Gilbert Charles, emp Russell & Brown, bds Cuba сене 
Gilbert Daniel, laborer, emp B. мүлу ме ыс Сайын а 
3ilbert Denize Mrs., housekeeper st Ы a 
Gilbert Harriet L. Miss, book-keeper R. Р. Р. Co., bds 247 North 
Gilbert Jerry, fireman H. R. R., bds 61 Beav er Un Moesia 
Gilbert John, emp Pontoosuc mill, bds 8 Clapp b а 
Gilbert Joseph, emp Pontoosue m ill, bds 8 Clapp 3 ia e = а 
Gilbert Josephine B. Miss, shipping clerk К. P. P. Co., bd: 
North И "S. 
Gilbert Mary A., widow Joseph H., h 247 North 
Gilbert Maxime, emp P. bii a сез oko pales 
ilbert \ Mrs., dressmaker, bds Newto t1 A 
Gilbert eom boss earder Russell & ie h Lower Barkerville 
ilbert Peter, h 8 Cla pp blk, New roa Ауа 
Gilbert сае оиа, ешр Е. D. G. Jones, h 7 ras ohne 
Gilbert Seymour E., millwright emp E. D. G. Jones, be 


E 


ant 
Gildrey Joseph, laborer, h 53 Beaver 


ile Alfred, h 54 Railroad А 
Gile Br fruit, vegetables, ete. 33 Railroad, h 54 do. 
Gilfeather Bridget Miss, bds 15 Melville . | 
Gill Catharine Mrs., bds Быш opp Wellington av 
m~e à " x „> ой »] с ] у 
Gill RES Co. (RH Gill, J. E. Sheeban), billiard hall and sa 
А оп 21 North а i 
Gill Robert H. (R. H. Gill & Co.), 21 North, h 143 Pearl 
Gillett—see gers нү 
illiard John E. Mrs., h + iv | 
Gilligan David, driver P. 2 R. R. Co., bds.10 Clough 
xillin John, laborer, h 37 Onota | 
Gilli Daniel J., emp R., K. & Co., bds 16 Pearl en 
Gilmore Harry G., painter emp 133 North, bds 
Gilmore James H., joiner, h 10 соон. 4 
Gimlich David J., student, bds 67 Rai "e = 
Ginalich Jacob ( и wi УМ нне o Job h 67 Railroad 
imlich Jacob (Gimlich & White), Railroad с. я 
omi CH WHITE (7; is Lue Lue John White), mals- 
) & V aco > l e E 
grege dbi lager and ale, Railroad e John—See p 293 
Giullett Fred, emp Pontoosue mill, h Chatham ке 
Giullett Joseph, emp Pontoosue mill, h 9 SINE a ned 
Giullett Lewis, emp P. W. Mfg. Co., bds North n Р. ну ONG 
Gladu Dennis 'emp B. & A. R. R. freight depot, h 38 Sou 
Glad u Fred, joiner, bds 38 South Church à 
Gladu Henry, laborer, bds 38 South Church 
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Glander Charles, emp Bel Air Mfg. Co., h Richmond av 
Glander Frederick, bartende1"143 North, h 62 Wahconah 
Glander Henrietta, widow Frederick, bds Richmond av 
Glasgow Andrew E., manager East St. Louis Dressed Beef Co. 13 
Depot, bds Wendell Hall 
Glavin John, emp Meadow farm Middle road, h 26 Howard 
Glavin Michael, laborer, h Gilbert n Onota 
Gleason Daniel, emp Tillotson & Power, h Stearnsville 
Gleason Darwin, h 15 Gold av 
Gleason James M., pianos and organs (2) Wollison blk, rms 6 First 
Gleason Monroe, meat market 6 West, h 14 Broad 
Glennon Edward, boss spinner Taconic mill, Баз 493 North 
Glennon Joseph, boss fuller Taconic Mill, h 493 North 
Glennon Michael, rem to Proctorsville, Vt. 
Glentz Antoinette F., widow William, bds 19 Summer 
Glentz Leverett F., tin peddler, bds 19 Summer 
Glentz Theodore R., carpenter, doors, sash, moldings, etc., Clapp 
av, h 59 Fenn 
Glixman Rosa, widow Abram, h 6 Robbins av 
Gloyd Clifford, farmer, h Beaver n Dalton line 
Glynn Margaret, bds 21 Railroad 
Godbois Joseph, emp Tillotson & Power, h n Stearnsville 
Godbois Joseph Jr., rem to Webster 
Godbois—see Wood 
Godeaux Henry, coachman 55 South, h r 57 Railroad 
Godel John, laborer, h Parker av 
Godfrey Edward, conductor P. S. R. R. Co., h 92 Robbins av 
Godfrey Robert, laborer, bds 46 Daniels av 
Godfrey William, emp H. L. Nash, h 46 Daniels av 
Godin Edmund, emp Water Works, h 39 Daniels av 
Godin Joseph, emp Water Works, bds 39 Daniels av 
Godin Louis, joiner, h 1 Oliver 
Goerlach Alfred, emp Peck’s mill, bds Peck’s road bey upper mill 
Goerlach John G., farmer, h Peck’s road bey upper mill 
Goerlach John G. Jr., emp Bel Air Mfg. Co., bds Peck's road bey 
upper mill | 


Goewey Charles E., machinist William Clark & Co., h 13 Daniels 
av 

Goewey James F., train dispatcher B. & A. R. R.,h 16 North First 

Goewey James W., machinist B. & A. R. R., h 11 Cottage Row 

Goewey Philip W., clerk W. G. Morton & Co., bds 11 Cottage 
Row 


Goff—see Gough 

Goggin Ellen, widow James, h 36 South Church 

Goggin James T., printer emp G. T. Denny, bds 36 South Church 
Goldammer Felix, laborer, bds Peck’s road n Wahconah 
Goldammer Oscar, weaver Russell’s mill,h Peck’s road n Wahconah 


Goldberg Jobn, tailor, h Mill e South Church 
Golden James, rem to Lenox 


Golden Joseph, laborer, h Appleton av south of Dawes ау 
Golden Michael, farmer, h Stearnsville 
Golden—see Durry 


Goldman Moses, hair-worker 38 West Housatonic, h do. 
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Goldsmith Henrietta, widow Samuel, bds 52 Francig av 
Goley Andre, laborer, h 16 Prospect 

Goodell David, painter, h West Housatonic n H. R. R. 
Goodell Electa, widow Peter, h 15 Newell 

Goodell Everett G., h Lake av 

Goodell Milo A., clerk 144 North, bds 15 Newell 
Goodell—see Godel 


Goodman Mary E., widow William W., h 8 Summer 


Goodrich Abbie P., widow Noah W., bds 23 Summer 
Goodrich Caroline D., widow Edmund, h 41 Francis av 
in peddler and junk dealer Parker av n rail- 


Goodrich Charles, t 
road, h do. 
Goodrich Charles Jr., emp B. & A. R. R., bds Parker av n do.. 
Goodrich Clara, widow E. S., h 1Q Pearl 
Goodrich Clarissa M., widow Alon E., В 32 Center 
Goodrich Harriet M., widow William H., h 11 Adam 
Goodrich Joseph, h Lower Barkerville 
Goodrich Lomer G., plater emp 33 West, h 72 Waheonah 
Goodrich Mary E. Miss, private school 14 East Housatonie, h do. 
Goodrich Theodore Adolphus, emp Parker av, h Lower Barkerville 
road 
Goodrow David, farmer, h Dalton Division road 
Goodrow J., rem to Dalton 
Goodrow Michael, farm hand R. Allen, Dalton rozd, bds do. 
Goodrow Peter, farm hand, h Cross road n Coltsville depot 
Goodrow Rose, widow John, rem to Dalton 
Goodsell Harriet R., widow George A., h 8 Willis place 
Goodsell J. Frank, insurance agent, bds 18 Fenn 
Goodwin Martin A., telephone lineman, h Linden bet Onota and 
John 
Gordon Joseph C., emp R. K. 
Gordon William H., emp F. & M. 
Gordon—see Godin 
Gore Daniel, laborer, h 14 Circular av 
Gore Lucy, widow Luke, bds 102 River 
Gore Luke T., rem to Williamstown 
Gorfinkel Louis W.; peddler, h 48 Linden 
Gorgan Daniel, laborer, h Shaker Depot 
Gorman Andrew, emp T. & P., h Pontoosue av 
Gorman Daniel, emp O. Coogan & Sons, bds 27 Howard 
Gorman John, emp B. & A. R. R., h 5 Lake 
Gorman John P., printer Eagle office, h 4 North First 
Gorman Martin, printer, bds 5 Lake 
Gorman William, emp B. & A. R. R., h Dalton road 
ORTON GEORGE L., boarding, feed and livery stable 158 
North, h Lakeview n town line—See p 291 
Gorton John C., emp Gates Pavilion, bds Lakeview n town line 
Goss Genevieve Mrs., rem to Dalton 
Goss Oscar, clerk 131 North, bds 9 Melville 
Gothier Joseph, emp Pontoosuc mill, В off М 
Gothier—see Gauthier 
Gough William, emp R. K. & Co., h 6 Brown's av 
Gough William J., rem to Holyoke 


& Co., bds Wendell Hall 
Shoe Co., h 29 Maplewood av 


ew road n bridge 
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(10012 JOHN S., pr 
G кы io cus N. Y. Steam Laundr 
Соз саен, car inspector В. & А. В. R., h 

has es dir А., clerk 50 North, bds 16 Pr ee 
den aus aia C. J. Daniels rms 8 Silver 

Sail : E 8, в о Sliver 
р рне el A., foreman Berkshire Knitting Mills, h 15 Dan 
хоуегптепё Paper Mill, Dalt fi i | 
at George A., bds 43 North чн 
Grad; Intr, gardener, h 15 High | 
y Catherine, widow Lawr i i 

Ge pene debe awrence, bds n Tillotson & Р f 
МУ Martin, oe SANE RI TE Eg 
А ер barber, bds Richmond ay 
rac „„ Spinner emp Bel Air М i 

rady Michael W., emp Peck’s lower ni ar esr Ea i 

‚ bds nd av 


Grady Richard F 
Soon ., clockmaker emp В. & J. Clock Со., В Lake n 


Grad] im абор Ъ 37 Second 
E illiam H. : d i 
Grady sec dar" fixer Russell's mill, h Alcove 
jraegor Jane Miss, h Shaker Vi 
се Army Hall, 54 чега "95 
сани а акы, h Barkerville 
fi drew Jr., emp Tillot 
Grandfield Patrick H, Шела гры E кы урн 
x n p 33 West, h Learned's 
pie a Thomas, steam fitter emp 33 West, bds B i 
bes eii Angeline, widow E., bds 98 Railro 1 oe 
E e laborer, bds Lower Barkervilla. 
andsnaw Joseph, carder T. & P., В L er Bar i 
ee а joiner, h Lower ride eae Ne 
о Tae A CU Power Co., bås Silver 
E Mr '8., В n Tillotson & P. 
cl Mle emp un son & Power: Dian do 
; +» Junk dealer 2 i ‘ddle 
нан Frank, О. тумани pog Si SEMAINE 
beh Брату С., engineer emp О. I. Bates, h 79 F 
2 ant Homer, student, bds 40 Fenn ы 
саше James М., тет to Hinsdale 
e жа L. Miss, bds 22 Union 
aves 
к Bat o к Saat bds Lenox middle road n town li 
ане. E (Чең жик 21 North, h 20 Балар = 
nry Gr ; 
% dk ес аре ые апа С. Kahl), boot and shoemakers 
таў Bridget Т. Miss, bds 3 Mill 
Gra ten те, bera Summer 
‘les Ed warc inter 
i , painter Holland Bros. 
rar ADM p R. K. & Co, rms TT enn i 
ig y Sarah H., widow Hiram S., h 39 Fenn 
UN ide ter, rem to Worcester 
ISE у п опу, emp C. C. Gamwell, bds 105 North 
п Alonzo, rem to Keene, М. H. ` ч 
10 E T 


y 35 Fenn, h 51 
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Green Benjamin F., dining rooms 37 Fenn, h 23 Orchard 
Green Henry, farm hand, bds Churchill n saw mill 
Green Thomas, city express, h 5 John 
Greene Andrew E., boss finisher Taconic mills, h 18 Linden 
Greenfield Augustus, rem to Tacoma, Wash. Ter. 
Greenleaf—see V ertefeul 
Greenwood Walter W., finisher T. & P., bds n do. 
Gregory Joseph, tailor (4) 77 North, h 6 Linden 
Gregory Levi, emp B. & А. В. R., h r 20 Second 
Gresler Emile, farm hand West n Churchill, bds do. 
RIEGER JOHN, watches, jewelry, silver ware, watchmaker 
and jeweler 36 North, bds Berkshire House—See p 266 
Griffen Anson C., clerk W. P. Griffen, h 32 Francis av 
Griffen Charles, emp 46 Elm, bds do. 
Griffen William P., flour, feed, hay, straw, etc. 10 and 12 Railroad, 
h 18 East Housatonie 
Griffin John W., clerk Hamer & Stone, bds Wendell Hall 
Griffin Michael, emp В. & А. В. R., h 36 Third 
Griffin Thomas, washer Russell mill, h Alcove 
Griffith Sarah C., widow L. S., h 1 Goodrich 
Griggs George N., rem to Dalton 
Grilley Robert E., emp R. & J. Clock Co., h 9 Wellington av 
Grimm Louis, emp Bel Air Mfg. Co., h г 177 Waheonah 
Grippin Almedia, widow Gilbert, h Parker av n West 
Grippin D. Nelson, emp Eagle, bds 34 Clough 
Grippin Matilda E., widow Charles S., h 34 Clough 
Griswold A'onzo, millwright, h 46 Beaver 
Griswold Charles E., teamster Allen farm, Dalton road, h do. 
Griswold George H., switchman emp В. & А. В. R., h Junction 
Groat Mary E. widow Sylvester, cook. Parker House, h 91 
North 
Groat Rufus C., laborer, bds 91 North 
Grogan Charles W., laundryman, h Burbank Hotel blk, West 
Grogan Margaret, widow Dennis, h off Gales av n railroad 
Grogan Thomas F., emp 39 West, h 27 North Second 
Grohman Peter, mfr. and dealer in cigars 104 West, h do. 
Grosser August, emp Bel Air Mfg. Co., h 62 Wahconah 
Grover James Jr., laborer, h 14 Crosier 
Grover James F., laborer, h 14 Crosier 
Gruno Frank, emp Hinsdale, h 23 Harris 
Gruno Herman W., butcher, h South Mountain 
Guild Lorin W., wool sorter P. W. Mfg. Co., North c New road 
Guilford Earle, piano tuner, bds Elm below Middle 
Guilford Simeon, farmer, h Elm below Middle 
(1UILDS F. G. & €0. (Frank G. Guilds and Matthew Leh- 
J mann), expressmen, truckmen, street sprinklers and ice deal- 
ers, 21 Depot—See p 292 
Guilds Frank G. (F. G. Guilds & Co.), 21 Depot, h 10 East 
Guilds Jane, widow Gerry, h 9 Appleton av 
Guinan Gerald, carpenter, bds off Onota n School house 
Gunn Arthur W., emp Read & Burns, Баз 57 Beaver 
Gunn Selim Mrs., h 37 Beaver 
Guy William T., emp Robbins, Kellogg & Co., h 15 Prospect 
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ПАРр JOSEPH M., rem to D 
3 alto 
Hadsell Celia A. С. Mrs., bds 5 Melville 
eae Emmett, farmer, h West bey Churchill ` 
He € Frederick U., emp R. K. & Co., bds 5 Crosier av 
adsell George H., farmer, h West bey Churchill 
m Е H., joiner, В 5 Crosier ау 
adsell Laura B., widow Maurice K., h W 
Я 2 . : у 1 2 i 
ee Maria D. Miss, teacher Shaker Depot BEALI, 
adsell Stephen B., butcher, bds 5 Crosier av > 
Haeussler Herman, sign painter 9 John, h do 
pase aa M. Miss, h Dalton road bey gov. mill Coltsville 
Hasen illiam D., farmer, h Dalton road bey gov mill, Coltsvil 
aggarty Cornelius L., rem to Springfield | т 
Haggarty сапер laborer, h 17 Seymour 
aggarty Daniel P., brakeman B. & A. R. I 7 
ro азын? a B. . В. R., bds 17 Seymour 
в „зб. п t, teamster, emp M. P. Lawton & Son, bds 17 
daggarty Michael, laborer, bds Barkerville ` 
Hahneman Charles J., store ie ds Guo эн 
Наһпетап Helene, widow Charles, В 45 Onota 
Haight Ira., joiner, h 24 Daniels ay | 
Ща agent, В 18 Broad 
ainault Reme, teamster 5 
Hainault—see Ano, and Ween ie ca eka 
Haines Lizzie 8. Miss, bds 41 South 
Hale Heury C., farmer, h Beaver n Dalton line 
Haley Martin, laborer, h 20 Clough 
Haley Martin Jr., laborer, bds 20 Clough 
oo Healey 
lalford George E., emp S. B. Mfe. С Vor 
Hall Agnes J. Mrs., bd} 10 Hann v dial) 
au reru H tect h 55 West Housatonic 
ia^ Arthur Н. (Robbins, Gamwell & Co.), 33 West, h 1 
n ais аге Wentworth) (14) 2 North, de is po 
'ederick C., teamster emp M. P. Lawton & C h 24 
E James M., baggage master Union depot, h 1 Bis мыр 
Iall John, mason helper, emp G. W. Foot, h 60 Riv r 
ui ioe de eui H. В. R., В 9 Third ; i 
a ron В., driv à i 
У ington ve river Adams Express Co., h Hamlin opp Well- 
all Peter E., joiner, h Soutl i 
Hall Salmon el bds 10 mee ы 
= 00i Sia h 40 West Housatonic . 
all Sophia C., idow William G., h Dalton road, C i 
id ү - ad, Coltsvill 
Н. т с. (Thomas Е. Hall and James E. Овод) 
ac А e д > , 
ч к 7 Big 8, fertilizers, seeds, lime, cement, 4 Bank 
a 10mas, laborer, bds Winter с Burbank 
Hall Thomas E. (T. 'E. Hall & Co.), and ass 
h 40 West Н Ене & Со.), and assessor 4 Bank Row, 
Hall William B. Dr., bds Dalton road, Coltsville 


Hall & Went 
(14) p hs (С. F. Hall and С. М. Wentworth), dentists 
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Halo Louise, emp М. Р. Lawton & Son, h Mill south of railroad 
Halpine Edward P., mason builder 141 West, h do. 
Hamer George (Hamer & Stone) (9) 3 North, res North Adams 
Не & STONE (George Hamer & John B. Stone), general 
agents Berkshire Life Insurance Co., (9) Berkshire Life In- 
surance bdg 3 North—See back cover 
Hamilton Aaron, hostler emp 123 West, h 67 do: 
Hamilton Amos, emp 34 South, h 132 do. 
Hamilton Andrew, waiter C. A. Rockwell, rms 22 Burbank 
Hamilton Charles V., laborer, h South Mountain 
Hamilton Edward, ice peddler, h off 45 West Housatonie 
Hamilton Frank, teamster 33 West, bds 67 do. 
Hamilton Harriet, widow Henry, bds 67 West 
Hamilton Hiram, farm hand, bds West bey town house 
Hamilton Louisa, widow Charles, bds 67 West 
Hamilton Paul, laborer, h off South Mountain 
Hamilton William, emp H. Colt, bds South Mountain 
Hammond Daniel W., wood dealer Maple av, Coltsville, h do. 
Hammond Elizabeth, widow Aaron, h Maple av, Coltsville 
Hammond Maria N., widow Henry, bds 24 Wellington av 
Hammond William H., teamster, bds Maple av, Coltsville 
Hancock Margaret A., widow Samuel H., bds 7 East 
Hand Frederick A., farmer, h West bey Churchill А 
Hanlon Thomas, emp Allen’s farm, bds Dalton road n Junction 
Hanrahan David, rem to Daiton 
Hanrahan Henry B., salesman Singer Mfg. Co. North, h 19 
Daniels av 
Hanrahan Joseph, bds 3 Circular av 
Hanrahan Margaret, book-keeper 98 North, bds 3 Circular av 
Hanrahan Patrick, h 3 Circular av 
Hanrahan Patrick Jr., fireman B. & A. К. R., bds 3 Circular av 
Hanrahan Thomas, rem to Dalton 
Hanson Abram, rem to Gloversville, N. Y. 
Manson Eliza Miss, rem to Gloversville, N. Y. 
Harder Charles, farmer, h North, bey Pontoosuc school 
Harder Eugene, painter C. E. Merrill, bds 15 Dunham 
Harding Blanche A. Miss, compositor Pittsfield Sun, bds 22 
Elizabeth Я 
Harding George C., draughtsman H. N. Wilson, bds 8 East 
Harding James, editor Pittsfield Sun, h 22 Elizabeth 
Harding William G., glass manufacturer, h 8 East 
Harendean Eugene C., rem to Albany, N. Y. 
Harger L. W., clerk 47 North, bds 17 Summer 
Harmon Frances Jane, widow George, nurse, bds 15 Orchard 
Harmon Franklyn D., farmer, bds New Lenox road n schoolhouse 
Harmon Kiler K., emp government mill, bds Dalton road, Colts- 
ville 
Harmon Oliver H., emp H. L. Nash, bds 55 Fenn 
Harmon William D., clerk 90 North, bds Henry av n Elizabeth 
Harney James, boss fuller P. W. Mfg. Co., h Chatham 
Harper Peter, rem to Rutland, Vt. 
Harricut—see Herricut 


Harriman Adelia A. Miss, bds 28 Burbank 
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ARRINGTON A. K., hardware, t rti 
R North, h 9 Robbins av—See > > гур Mm zo 
arrington Charles K., clerk 64 North, bd i 
Harrington Delmor E., laborer, h 65 Barbank heise: 
Наса рн dressmaker 1 Appleton ау 
arrington Frank K., emp R. К. & Co., h 67 North Fi 
ARRINGTON FREDERICK, liver ее) atii 
conah c North, h do.—See p 591,7 Pen ne 
Harrington Oscar, teamster, h 20 Seymour 
Harrington Robert W., clerk 64 North, bds 9 Robbins av 


Harrington Willi Г i 
A illiam, teamster, bds Dalton road n gov. mill, Colts- 


ARRINGTON WILLIAM F., paints, oil, glass, ete. and 


selectman, 64 North, h 9 Robbins av—See p 270 


' Harrington William H., teamster, В г 100 Beaver 


Harris Charles A., clerk 8 Fenn, h Po S 
Harris J. A. Miss, clerk 47 North, уо ec 
Harris В. David, rem to Albany, №. Y 
Harris Robert N., В 8 Renne pl i 
E Vi ue. farm hand, h Shaker Village 
rrison Almon H., grocer 10 Railroz 
Harrison Edmund if joiner, h i: Red. ТИМ 
Harrison Frank W., clerk 10 Railroad, bds 7 Adam 
Harrison George B., barber 54 North, bds 30 Third 
Harrison J. D., traveling salesman, bds 9 Linden 
к Капсу A. Miss, h (22) 103 North 
ЛИ Rev., pastor Second Congregational Church, h 30 
art Charles, emp P. S. R. Co., h off 
nut punk. Adan A bds Cascade n ынышт 
art Gus, emp Taconic mill, bds 5 Clap 
Hart Herbert, farmer, bds Cascade n йе id "M" 
Hart Jane M., widow David, h Cascade n Churchill 
Hart John, farm hand O. T. Benedict, North, bds do 
Hart Joseph, emp 140 North, h Parker | \ 
Hart Olive Miss, h Lower Barkerville road 
Hart Patrick, mason, h 40 Third 
Hart Phebe, widow Oliver, h Lower Barkerville 
Hart Thomas, laborer, bds 2 High 
Hart Thomas, teamster, h r 47 Second 
FRU Francoeur 
Harten M. Frank, compositor P. E. па iv 
Harting Frank, plutot. bds 14 iur de PANE 
Harvey Alfred A., laborer, bds 53 Linden 
Harvey Frank B., emp 22 Linden, bds 20 do. 
i с E., saw 2 grist mill 55 Linden, h 53 do. 
arve illiam, emp Bel Air Л 
Haskel А cir Waban T Co., bds 149 Wahconah 
askins Edmund W. (Curley, іск. & i 
Haskins John B., rem p ear змо 
Haskins William, truckman, h Newell 
Haswell S. H. Mrs., bds 1 Wendell av 
Hatch Carrie L. Miss, dressmaker emp 47 North, bds 157 do. 


78 PITTSFIELD [Н] DIRECTORY. 


Hatch Emily O. Mrs., h 7 Pearl 
Hatch Eugene, emp Wendell Hall, bds do. 
Hatch Frank E., bds 12 Linden 
Hateh John M., supt. Ashley Water Works (15) Berkshire Life In- 
surance bdg 3 North, h 12 Linden 
Hatch Martha A., widow Edward, h 14 Church 
Hathaway William H., teamster, h Newell n bridge 
Haustein Barbara, widow Max, h 13 Union 
Науеп Geo., weaver T. & P., h Mill n West Housatonic 
Havens Ira O., farmer, h 51 Elm 
Havens Osman L., foreman Eagle Printing office, bds 51 Elm 
Havey John, h Mill bet West and Railroad 
Havey William, laborer, h 35 North Second 
Havey William Jr., baker emp 56 North Second, bds 35 do. 
Hawkins Walter F. (Ryan & Hawkins), 3 South and 8 West, bds 
40 South 
Hayden Elizabeth Miss, clerk 37 North, bds Second с Lake 
Hayden John, horse-shoer 20 McKay, h 191 North 
Паудеп Mary A. Miss, clerk 37 North, bds Second c Lake 
Hayden Rosanna, widow Peter, h Second c Lake 
Hayes Elijah D., flour and grain 22 Linden, h do. 
Hayes George, h 10 Summer 
Пауез Jennette Mrs. (М. & J. Hayes), 101 North, h 10 Summer 
Hayes Joseph P., emp Bel Air Mfg. Co., h 6 Wahconah ` 
Hayes М. & J. (Mrs. Jennette Hayes), milliners (8) Academy of 
Music blk, 104 North : 
Hayes Patrick, mason, h 14 North Pearl 
Hayes Robert, tailor 27 North, h 42 Robbins av 
Haylon Dennis, emp R. & J. Clock Co., bds 49 Railroad 
Haylon Mary, widow Dennis, h 49 Railroad 
Hayn Ernest A., clerk 61 North, bds 83 Wahconah 
Hayn Herman G., emp T. L. Lowden & Sons, h 83 Wahconah 
Haynes Augustine B., watchman R., K. & Co., h 104 Fenn 
Haynes Fannie Miss, emp R., K. & Co., bds 31 Wellington av 
Haynes Mortimer, paper hanger emp 10 North, rms 40 do. 
Haynes Samuel J., mechanic, h South n railroad 
Hazard Kate and Sarah, h 2 Goodrich 
Hazard Lucien D., clerk 17 West, h 35 West Housatonic 
Hazard Roland, rem to Providence, R. I. 
Healey Lawrence, laborer, bds Winter n Burbank 
Healey Owen, clerk 9 Depot, rms 39 Cireular av 
Healey Stephen, laborer, h Winter n Burbank 
Healey Thomas, laborer, bds Winter n Burbank 
EALY CHARLES H., supt. Metropolitan Life Insurance Co. 
(18) Wollison’s blk 684 North, h 7 Hamlin. Office hours, 
from 8 to 10 a. m. and 5 to 6 p. m. 
Healy—see Haley 
Heaner Frederick, emp Peck’s upper mill, h Peck’s road 
Heaphy Lizzie (Misses Heaphy), (20) 60 North, bds 16 Pearl 
Heaphy Mary A. (Misses Heuphy), (20) 60 North, bds 16 Pearl 
Heaphy Misses (Mary A. and Lizzie H. Heaphy), dressmakers (20) 
60 North 
Heather David, gigger Pontoosuc mills, h Chatham 
Heather George, weaver P. Woolen Mfg. Co., bds Chatham 
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Heather Jacob, loom 
Heaton David, em 
Heaton David Jr. 


fixer, h r 45 West Housatonic 


p Pom. roy's mill, h r 45 We i 
] t Hous 
» piper, bds r 45 West ewe o 


Heaton John, rem to East Lyme, Ct 
. L 3 У 
1, machinist, h г 26 Harris 
y J., h Spring off Burbank 
uu mmer, bds 8 Silver 
AL, farmer, h Cascade n North woods 


enn Joseph 

ebart Josephine, widow Henr 

Hebart Octave C., е 11 Sum 

Hecox Albert М.” "LAT 

pon on emp R. K. & Co., h 1 Railroad av 

А" е k ге‹ erick, emp Peck’s upper mill, h Peck’s 1 

SAM eruhard, weaver Bel Air МЕ». Co hr 177 Wal sid 

Ho e F Iermann, rem to West Warren ' за 

ua гар emp Peck’s mills, bds Peck’s road 

= n erry, emp Taconie mill, bds 450 North 

Е. rich Sophia Miss, h Shaker Village 

о Albert J., mason, bds 4 Cottage Row 

мем Charles, mason, bds4 Cottage Row 

ари Jeremiah J., mason, bds 4 Cottage Row 

ийат orsi. jeweler 151 North, bds 274 Daniel 

eon Lid e A., clerk 129 North, bds 274 Daniels E 

ie Aun Bis raf E. Merrill, h 271 Daniels av 

Mews a, widow Chester, h 10 John > : 

Heming way Fred, turner emp 140 North, bås Peck's road n Peck’ 

'k's 


mill 
EMMING JOHN i 
mie Par op M coal and wood 5 Railroad, h 16 Pom- 
HOME мы Ano 
encher James, emp Peck's mi у 
E ‚ emp Peck’s mil 
геу Thomas, emp Peck’s mill d Wa 
ennessey Patrick, farm hand emt О.Т 
y Patrick, f: : . Т. Benedic 
Hon era oes & Blain), 53 Foun Taser d 
uu f 4., Clerk | : 
Henry Harvey Т., h 61 foa а NP а 
Henty i: Earl, bds 61 Fenn 
enry Lorenzo, paper dealer 1 Apple ; 
Henry Warren, carpenter, h 19 Newell dore 
fà Wellington K., h 61 Fenn 
ne : BLAIN (C. C. Henry and Louis 
are, dealers in paper stock; old iron and 
Way Y rw 58 Fenn—See p 250 
d John (A. Schur р 
Нее et »urmeyer & Co.), 6 and 8 Market, bds 14 John 
Herricutt. John, emp Taconic mill, b 
ri Д › bds 440 Nor 
н Margaret, widow Martin, h 440 North 
Hid y oed xps Aris farm, West n town line 
riek ainter, bds Newell n Peck’s bridg 
е pines, emp R. & J. Clock Co., bds 18 Ваше Di 
He Iorace, farmer, h Middle c Williams i 
ne нара foreman Edward D. G. Jones, h Newell 
wein e ape nee traveler, h 29 Daniels av 
rie R , emp C. E. Merrill, В off 211 Nor 
Herrie l'heophile, em An E te 
, emp Bel Air Mfg. Co., h 
Heydt John, brewer Gimlich & White, h тоз m 


ahconah e Russell’s road 
h Wahconah е Russell’s Ай 


Blain), mfrs. tin- 
metals, peddlers’ 
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Hibbard Charles E., lawyer 2 South, h 7 Linden 
Hibbart—see Hebart | : 
Hickey Ann, widow Patrick, л = Burbank 
іскеу Ann, widow William, В Pontoosue " 
Hickey Henry, barber emp 77 North, bds 54 North First 
Hickey James, hostler, bds 54 North First 
Hickey James, farmer, h deca ias upper road 
ickev James, rem to Stockbridge р Ал 
Hickey J noh dd. track laborer, h Lower Barkerville road 
Mickey John, laborer, h = | 
ickey John, farmer, h Barkerville ВРС 
Hokey So Jr., emp Tillotson & Power, bds Barkerville 
Hickey John W., laborer, h 43 Onota jer 
Hicock | eei laborer, h off Peck’s road, n Onota Lake 
Hicock Lucy, widow George, h 31 Third г 
Higgins Charles, clerk 37 пор, 2 е ge = 
iegins Charles Jr., clerk 37 North, h "en а 
гн M H. (Keenan & Higgins), 3 Railroad bds 11 Pearl 
Higgins John J., painter Holland Bros., h 141 W est 
Нісоіпѕ Kate Miss, dressmaker 122 North, rms do. 
Higgins Mary, widow Lawrence, h 40 Beaver 
Higgins Mary, widow Patrick, h 11 Pearl 
Higgins May Miss, emp 93 чеш bds do. 
Higgins Michael, teamster, В 13 Brown av 
ни Patrick, truckman, h View r school To is 
Hildreth Elizabeth Miss, emp R., К. & Co., b а T T 
Hill Daniel J., veterinary surgeon, ofti :е at H. L. Nash, Я 
Cottage Row Г 
Hill anced C., salesman 100 North, bds 9 Melville. 
Hill Frank W., clerk 37 North, bds 18 West Housatonic 
Hill Mary E. Mrs., h 18 Third Я 
Hill Porier W., rem to denice ee 
ill Walter A., hostler, bds 18 thir i 
Hil William H., job printer 16} North, h 18 West Housatonic 
illard James, bds 18 McKay t 
Hillerd Wallace, emp C. E. Merrill, h off Lincoln n Clapp 
Iimes Charlotte Mrs., bds 30 West 1 
Himes Daniel R., biacksmith emp T. Danis, h7 Wn 
Himes Frank N., emp Meadow farm, Middle, bds do. ess 
Himes Fred. G., steamfitter emp 33 West, h New b iw e Chv 
Himes George D., brakeman B. & А. R. R., bds t o d NR 
Hinekley Edward A., hostler emp P. S. Railway Co., 
Hines Marshall, Jonna Maple av, Coltsville 
ines—see Hynes and Haynes Р 
в етр H. R. R. i boja den Lange 
Iinsdale Frank W. (Hinsdale Bros.), Hinsdale, ass., : 
Hinsdale James Ei. (Hinsdale Bros.), Hinsdale, Mass., h 4 Wen 
dell av 
Hirsch Emanuel, emp Bel Air Mfg. Co., h 159 Wahconah 
Hirst Frank, h Dalton road n Junction — 
Hoag Heman, clerk 79 North, bds 32 Railroad 
Hoben Henry J., farmer, bds Barkerville road 
Hoben James, mason, h Barkerville road 
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Hodecker Charles F., carpenter, bds 76 Wahconah 
Нодескег Elizabeth, widow Henry, h 76 Wahconah 
Hodecker Н пгу, carpenter, bds 76 Wahconah 
Hodecker Peter, bds Hancock road n Pontoosuc lake 
Hodecker Peter Jr., farmer, h Hancock road n Pontoosuc lake 
Hodecker William F., polisher emp 33 West, bds 76 Wahconah 
Hodge Andrew S., painter Newell, h do. 
Hodge Edward F., joiner, h 18 Newell 
Hodge John M., engineer B. & А. В. R., h 9 North First 
Hodge William H., bds Newell 
Hodge William, painter, bds 18 Newell 
Hoff C. Emil, tailor emp 50 North, rms 9 Church 
Hoffman August, joiner, h r 17 South Church 
Hoffman Augustus, laborer, bds West bey Churchill 
Hoffman Charles, foreman spring dept. J. L. Peck, h Peck’s road 
Hoffman Edward, farmer, bds Peck’s road n upper mill 
Hoffman George, emp J. L. Peck, bds Peck road n upper mill 
Hoffman William, farmer, h Peck’s road n upper mill 
Hoffmann Amelia, widow John, bds r 17 South Church 
Hofmeyer Fred., clerk 47 North, bds 26 Reed 
Hogan Dennis, policeman, h 8 Circular av 
Hogan John, emp Tillotson & Power, bds n do. 
Hogan Michael H., prop. Adams House, Coltsville 
Hogan Peter, boss finisher Bel Air Mfg. Co., h Alcove 
Hogan Thomas, laborer, h 43 Burbank 
Hogarty John, emp B. & A. freight depot, h 70 Francis av 
Hoge Medal, carpenter, h River n Railroad 
Hoge Medal Mrs., carpet weaver River n Railroad, h do. 
Hogoboom Perry M., emp Z. Crane Jr. & Bros., h off Dalton road 
bey gov. mill, Coltsville 
Holder Ann R., widow George, h 33 Robbins av 
Holder Cora L. Miss, emp R., K. & Co., rms 29 First 
Holder George W., traveling salesman, bds 33 Robbins av 
Holdridge Dwight, joiner, h Elm n Middle 
OLLAND BROS. (С. А. & W. B. Holland), painters and 
dealers in paints, oils, glass, etc., 154 North—See p 280 
Holland George A. (Holland Bros.), 153 North, h 5 Hamlin 
Holland Jessie Miss, bds 5 Hamlin 
Holland John A., newsdealer 3 Noith, bds 2 Second 
Holland John G., clerk 3 North, h 2 Second 
Holland John M., h 150 North 
Holland Robert, laborer, h 16 Seymour 
Holland Walter B. (Holland Bros.), 153 North, bds 150 do. 
OLLIS CHARLES R., prop. Hollis photograph gallery 291 
North, rms 39 Railroad—See p 260 
Hollis George C., h 22 Bradford 
Hollis Roswell, h 39 North Second 
Holman Charlie, teamster, h Burbank farm, Churchill 
Holmes Christian, widow Samuel, bds Weller's av 
Holmes Ed win T., h 14 Daniels av 
Holmes James, emp Bel Air Mfg. Co., h Weller's av 
Holmes Thomas, emp P. W. Mfg. Co., h North n Wahconah 
Holmes William E., rem to Sprin gfield 
11 
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Holwill Christina, widow Ernest T., h North off Bremen 
Honiker Frank J., ironer emp S. B. Mfg. Co., h 51 River 
Honiker John J., barber 87 North, h 53 River 
iker Joseph, h 51 River — : HE 
жы Peter H., emp Electric Light Co., bds 51 River 
Hoos Cephas, waiter 5 South, rms 120 do. 
Нооз William, farm ү, 120 нв 
з s T., farmer, h 100 Beaver | VE 
Hopkins C. Н. Mrs., temperance drinks and ice cream 63 Beaver, 
h do. t А : 
ins 2 sex Baptist Church, h 63 Beaver 
Hopkins EAS GEORGE N., furniture and undertaker rumor 
[ of Music blk 100 North, h 4 ETT IR Ta = d p 
> Wm. Rev., pastor Lutheran Church, h jio 
о Martin, emp S. N. & С. R. Mfg. Co., h Peck’s road 
Hopper Mary, widow William, h 23 Second 
Hopper Thomas, emp Taconic mill, h 502 North 
Hopper Thomas, mason, h 82 Francis av 
Hoppert Albert, canvasser, h 50 Bradford 
Hornbrook George L., clerk, bds 17 Summer. 
Hornbrook Henrietta, widow Mitchell, h 17 Summer 
Horton Allen, carpenter, h 6 West Housatonic nom 
Horton Arthur (Wilson & Horton), res New York city 
Horton Chas. Eugene, carpenter, h Elm n William 
Horton Emory S., carpenter, h 12 Dunham qe 
Horton John T., carpenter emp T. В. Glentz, h 7 Fes 
Horton W. Arthur, joiner, bds 12 Dunham TEE 
Hosburgh John, machinist emp gov. mill, h n do., 
Coltsville ў | 
Hotchkiss Eugene, letter carrier, h 104 South | 
Houghtaling George A., carpenter, В нр 
5 ing Leonard, junk dealer, h eaver TE 
I LE GEORGE bs contractor and builder, shop, Center, h 
51 New West—See p 287 Aet Tn 
Housatonic Engine No. 1, School ч Baptist Church 
f Mercy, 220 North c Tyler : i 
Edd рны P. teamster emp F. G. Guilds & Co., h 113 Fenn 
Houser Joseph, emp R. K. & Co., bds 113 гош рәк 
Hover Jennie A. Miss, emp EU AN h 133 No 
1 Addie Miss, bds 9 Melville 
Howard Frank, book-keeper H.E. = h23 Howard 
ard Harry, clerk, h 23 Howar | 
нона гэм) farmer, h South e South Mountain 
Howard Jesse O., bds South с South Mountain PAPIER 
Howard Myra E. Miss, clerk A. A. Mills, bds 9 Me et а ү: 
Howard Olive B., widow Hiram, А we 9 е 
Howe Elvin B., teamster Н. Dodge, h 18 Danie ane lle. hae 
Howe Joseph, emp Hascal Dodge and ass't sec. Y. M. ©. A. 
24 Wellington av . 
Howe Ribes жор C. E. Merrill, h 122 West А 
Howieson John, gardener, h Lenox middle dec Pisis 
Howieson John Jr., clerk 6 Clapp av, h 1 South Chu 
Howland George L., painter, bds 30 Wellington av 
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Howland John, rem to Great Barrington 


Hoxie Alfred H., emp Crane Bros., bds Dalton road n gov. mill, 
Coltsville 


Hoxie Byron, rem to Richmond 

Hoxie Edward E., clerk, bds Dalton road n gov. mill, Coltsville 
Hoxie George L., mechanic, h Dalton road n gov. mill, Coltsville 
Hoyle Albert, shipping clerk Peck’s mill, h Peck’s road 

Hoyt Edward, teamster, h 2 Oliver 

Hubbard Albert B., switchman B. & A. R. В., h 2 North Second 
Hubbard Ann Mrs., bds 118 Beaver 

Hubbard Charles H., foreman 7, A. Ward, h 35 Daniels av 
Hubbard Edmund, bds 15 East | ey 

Hubbard Henry R., brakeman B. & A. R. R., h 20 John 
Hubbard Louis F., h 11 Gold av 

Hubbard Sarah, widow James G., h 9 Adam 

Hubbard William H., h 9 Cottage Row 

IIubbard William H., fireman B. & A. R. R., h Junction 

Hubbei Edgar G., rem to Bristol, Conn. ; 

Hubbel George C., rem to Bristol, Conn. 

Huddleston Elizabeth, widow George, bds 18 South 

Hudner John, sawyer C. E. Merrill, h 6 Division 

Hudson William J., h 41 Howard 

Huested Emmons H., farmer, h West n Parker av 

Hugarnard Albert, laborer, h 65 Onota 

Hughes Lawrence, boss carder Peck’s mill, h Peck's road n do. 
Hughes Thomas, laborer, bds Shaker depot 

Hulbert Amelia A., widow Henry A., h 33 Wellington av 

Hulbert George E., joiner T. R. Gientz, bds 33 Wellington av 
Hull Emily, widow John W., bds 10 Maplewood av 

ULL FREDERICK A., druggist 14 North, h 10 Maplewood 
av—See back cover 
Hull Isaac G., gardener emp 27 East Housatonic, h 53 Onota 
Hull James W., sec. and treas. Betkshire Life Insurance Co. 3 
North, h 8 Appleton ау 
Hume Edgar B., foreman carpenter H. H. Richardson, bds Berk- 
shire House 


Humphrey Charles E., commercial traveler, bds South n Lenox 
line 


Humphrey Edwin L., mason and builder, also stone quarry South 
n Lenox line, h do. 

Humphrey Edwin L. Jr., bds South n Lenox line 

Humphrey George, book-keeper P. W. Mfg. Со., В North n New 
road 

Humphrey Mary L., widow Isaae, bds South n Lenox line 

Humphrey Sarah Miss, bds 6 East Housatonic 

Humphreyville Katherine, money order clerk Post-Office, rms 1 
Chureh . 

Humphreyville Mary A. Miss, h 6 Bradford 

Hune Clarence H. (W. F. Sloper & Co.) 

Hungerford Milan, stone cutter Lower Barkerville road, h do. 

Hunt Alva A., farmer, h Hancock road n Churchill 


Hunt Charles F. (E. B. Hunt & Co.), Robbins av e Linden, res 
. Lee 
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Hunt Edward B. (E. B. Hunt & Co.), Robbins av ¢ Linden, res 
Chicago 
| UNT E. B. & CO. (E. B. Hunt and C. Е. Hunt), paper stock 
Robbins av e Linden—See p 250 
Hunt John, rem to Pawling, N. Y. 
Hunt John H., farmer, h Lanesboro road n town line 
Hunt Sanford M., traveling salesman Е. В. Hunt & Co., res 
Springfield 
Hunt Sarah, widow William, rem to Holyoke 
Hunt William F., manager E. Б. Hunt & Co., h 58 Francis av 
Hunt William H., clerk 25 North, h 143 West 
Hunt William H., rem to Waterbury, Conn. 
Hunter John, emp H. R. R., bds 3 Harris 
Hunter John S., emp Peck's upper mill, bds Pontoosuc av 
Huntington Adelbert, milk peddler, h West n town line 
Huntley Jennie A. Miss, rem to Niantic 
Huntting Ellen M., widow Benjamin F., bds 45 Francis av 
Hurd Albert O., machinist emp 77 North, h 16 Lincoln 
Hurd Arthur Mrs., emp R., K. & Co., h 10 Oliver 
Hurd Hannah M., widow Hiram, bds Burbank Hotel 
Hurd William 8., bds 16 Lincoln 
Hurd—see Herd E 
Hurley John, stone mason, h 81 Francis av 
Hurley Michael, h 91 River 
Hurley Thomas, emp William Clark & Co., h 93 River 
Hurn Ada Miss, bds 45 North First 
Hurst Henry, emp В. & А. В. В., В Barkerville 
Hurst—see Hirst 
Hustis Edgar J. R., clerk 6 Fenn, bds 8 Dunham 
Hustis Frank C., clerk 6 Fenn, h 8 Dunham 
Hutchinson Charles S., papermaker, h 9 Adam 
Hutchison Richard, hostler S. Bridges, h 29 Second 
Hutchison Robert, gardener Williams n Gold av, bds do. 
Huttnar Adam, laborer, h Gilbert n Onota 
Hyde George D., rem to Dalton 
Hyde John F., emp F. & M. Shoe Co., bds Spring off Burbank 
Hyde Mary, widow John, bds Barkerville 
Hyde Phelps A., janitor Union depot, bds Burbank Hotel 


Hydren Carl, drug clerk 7 North and steamship ticket agent, h 20 


Daniels av 


Hyndman Joseph C., machinist B. & А. В. R., h 29 West Housa- 


tonic 
Hynes Dennis E., farmer, bds Peck’s road 
Hynes James F., teamster, bds Peck’s road 
, Hynes Thomas, farmer, h Peck’s road 


INGALLS ANN MRS., В off Onota n school house 

Ingersoll Jane Miss, h 177 North 

Ingraham Ansel, wood sawyer and jobber, h 53 John 
Ingraham Пепгу, painter, В 19 Bradford 

Ingraham E. T., widow William T., h 161 North 

Ingraham Joseph, rem to Waterbury, Ct. 

Ireland David M., designer emp Tillotson & Power, bds n do. 
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Ireland Francis A., emp in Hi 

> emp in Hinsdale, rms 14 Church 
Isham John M., flour, grain and feed 13 Fenn h 5 Church 
Isler Edward, emp P. W. Mfg. Co., bds Chatham 


JACKSON ABRAHAM, h 13 Adam 
Jackson Frank W., rem to Camden, N. J 
Jackson George E., coachman 63 South rms do 
ee pret. rem to Boston : 
Jackson James, teamster ү 1 ) i 
оя р о h Mill south of railroad 
Jackson M. S. Miss, clerk 47 North, bds 77 Fenn 
Jacob Theresa M., widow Albert A., h 18 Harris 
Jacob William P., barber emp 77 North, bds 18 Harris 
Jacobs Harriet M., widow John, h 3 Seymour | 
Jacobs James, messenger gov. mill, h 80 Third 
соя и? a bds Silver n Second 
Jacobs Mehitable, widow John, bds Maple av Ше 
Jacoby Matthew, farmer, h rM Eri I M 
Jacoby Michael, ironer, bds 4 Robbins av | 
Jaequot Yule, emp Peck’s upper mill, h Onota 
Jandro Camille, baker emp 12 Fenn, bds 6 Lincoln 
Jandro Leon, rem to Dalton : 
Jandro William H., rem to Sandfield 
Hone m L., rem to Dalton 
Jansen Elmer (Loynes & Jansen), 55 
Jansen George, чуден һ 111 Ua Mac ore 
ME Gervais 
Jeffers Edgar E., joiner D. C. Munya 2 Lak 
е о ме N., rne h 33 Newell” p. 
Jenkins Jonathan L. Rev., pastor Fi ong и 
Jenkins MacGregor, алу bds iiir a азаа 
Jenks L. A. Mrs., clerk 47 North, bds 14 Church 
oe Nathan, rem to Windsor 
р; “=: tre despatcher B. & А. В. В. at junction, В 18 
Jewitt Thomas F, Mrs., h 15 Pleasant 
Jillson Jane M. Mrs., В Maud 
Johnson Carl, rem to Albany, N. Y. 
Johnson Carrie E. Miss, bds 29 Francis av 
Johnson Charles F., cattle dealer, h 8 Crosier av 
Johnson Charles E, engineer В. & А. В. R., h 28 Bradford 
Johnson Charles H., rem to North Adams { 
Johnson Сога М. Miss, teacher, bds 12 Clinton ау 
Johnson Edward P., teamster T. R. Glentz, h 22 First 
Johnson Electa A. Mrs.; h 12 Clinton av 
Johnson Emil, rem to New York 
Johnson F. E., teamster F. E. Guilds & Co., bds 16 Guilds pl 
Johnson George H., harnessmaker emp Gale Bros., h 23 Lincoln 
Johnson Harriet E., widow Timothy E., h 12 Second 
Johnson Henry, rem to Canaan, N. Y. 
Johnson H. M., widow Baxter, bds 79 Fenn 
Johnson Jasper, farm hand, h 16 Second 
Johnson John, h 41 First 
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Johnson Lalu E. Miss, teacher North Wood School, bds West bey 
town house 

Johnson Mary C., widow William H., h Backus blk, South 
Johnson Mary Р. Miss, bds 3 Cottage row 

Johnson Michael, laborer, h 9 High 

Johnson William E., h 28 Wellington av 

Jolls Burton, undertaker 7 South, h 5 Melville 

Jones Anna, widow Cyrus, h 17 Lincoln 

Jones Augusta Mrs., h 12 Alder 7 

Jones Benjamin, h off North n Taconic mill 

Jones Charles C., hostler emp 4 Railroad, h 13 Summer 

Jones Chauncey W., basketmaker, h r 95 Beaver 

Jones Edward, emp Shaker mine, bds Stearnsville 

Jones Edward Archie, emp E. D. G. Jones, bds 7 East à; 
Jones Edward D. G., millwright and mill architect McKay e 

Depot, also (Wm. Clark & Co.), h 7 East | 

Jones Edward F., commercial traveler, h 8 Pomeroy’s av 

Jones E. M. Mrs., bds 8 Pomeroy’s av 

Jones Frank L., waiter Gates Pavilion, North at lake, rms do. 
Jones Fred, machinist emp 72 Fenn, bds Stearnsville 

Jones George B., rem to St. Louis, Mo. 

Jones Harley E., book-keeper E. D. G. Jones, h 8 Pomeroy’s av 
Jones Harry В., book-keeper И. Dodge, bds 3 Prospect 

Jones Henry J., book-keeper H. Dodge, h 3 Prospect 

Jones John H., farm hand, h 4 Second 

Jones Joseph М. (H. S. Russell & Co.), 5 MeKay, h 21 Bradford 
Jones Maranda, widow William H., h Stearnsville 

Jones Mary Mrs., bds 7 Circular av 

Jones Mary A, widow Dennis, h 79 John 

Jones Robert, laborer, h Shaker Village 

Jones Samuel, laborer, h r 95 Beaver 

Jones Thomas L., emp F. & M. Shoe Co., h 25 First 

Jones William, laborer, h 49 River 

Jones William H., laborer, bds Stearnsville 


Jordan Annie V. Miss, teacher West Part School, bds West c н 


Churchill ) 
Jordan Delphie X.(Mrs. M. R. Jordan & Son), West c Churchill,h do. 
Jordan Dwight F.,livery and boarding stable r 123 West, h 99 

South 
Jordan Freeman, butcher West n Churchill, h n do. 

Jordan Gustave, laborer, bds West c Churchill 

Jordan Helena J. Miss, teacher, bds West c Churchill 

Jordan John B., milk peddler, h West n town farm 

Jordan Mary Rose, widow Martin (Mrs. M. R. Jordan & Son), 

West с Churchill, h do. 

Jordan M. R. Mrs. & Son (Mrs. M. R. & Delphie X. Jordan), 
butchers and milk dealers West c Churchill 

Jordan Nellie Miss, dressmaker 144 North, bds 11 Pearl 

Jordan Thomas, h 13 Harris А 

Joslin Pamelia L., widow Alexander C., h 2 Wendell av 

Joyce Annie Miss, dressmaker 40 North, rms do. 1 

Joyce Annie T. Miss, emp B. Knitting mills, bds 58 Daniels av 

Joyce John E., book-keeper Sullivan & Campbell, bds 58 Daniels av 
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Joyce Nellie Miss, dressmaker, rms 40 N 
Joyce Patrick, laborer Е. A. Woodruff Apre River 
sore qq b emo itat works, bds 16 Elm 
усе Thomas S., laborer B. & А. freig iels 
Joyce William J., letter carrier, bds ee Uae ie DEUM 
Judd Corinthia A., widow Judson, h 28 Linden 
Judevine George, farmer, h Churchill n town line 
Junction School, Junction n railroad bridge 


KAHL CHRIST г C 
dion STIAN (Grawe & Kahl), 21 North, bds 44 Wah- 

Kahl Fred J., jeweler 11 North, h 4 

: .., ‚ В 44 Wahconah į 

Kahl Frederica, widow Frederick rchar 

не Hermon A., rem ган Аса 

Кари Henry, carpenter, h Clough с Robbins 

Kain George Miss фр ТШ, & Po d. 

овои ‚ еп ower, bds Wendell Hall 

Kaiser Robert (R. Kelly & Co.), 145 North, bds 28 иад 

Karn Margaret, widow Henry, h 21 Harris 

Karner Henry, night clerk Am. Ex., bds 26 Union 

ponet Pera G., joiner, h 26 Union С 

Kaufman bert C., manager Commercial Union T 
& р, bds 18 West Housatonic мас em 

tealey John, machinist emp Wm. Clark & "e ! 

Kearney Hannah M. Miss, h 37 Соса ЯНА | 
Kearney James, mason, h Mill bet West and railroad 
„Kearney James, carder, h Winter с Burbank 
Seka! John J., h 31 Railroad 

Xearney Matthew, gas fitter e ig 
Kearney cc ore ег emp 33 West, h 21 High 

eating George W., foreman finisher S. N 

aa Love ats п finisher S. №. & С. В. Mfg Co., bds 
Keating Michael, laborer, h 57 South Church n Mill 
Keavy Bridget, widow John, h 147 Wahconah 
Keefe Ella Miss, dressmaker, bds 56 Beaver 
Keefe John, laborer, bds Barkerville 
Keefe Patrick, h Barkerville 
Keefe Patrick Jr., weaver, bds Barkerville 
Keefe Thomas, h Barkerville 
Keefe—see O’Keefe 
een a teamster 33 West, h 77 do. 

Xeegan James, emp R., К. & Co., h Wellington av п Hamli 
Keegan James W., emp H. Dodge, bds 24 Robbins xe Vide 
тераа p uma emp H. Dodge, h 24 Robbins av 

eegan J. Joseph, foreman spinning dep't S. N. & 

2 h Wahconah n Russell А сыы ae 
Keegan Mary, widow Patrick, h Peck’s road е Alcove 
Keegan Patrick, laborer, bds Peck’s road с Alcove 
Keeler Altred G., farmer, h Hancock road с Lanesboro road 
Keeler Ella J. Miss, dressmaker 87 North, bds 29 Francis av 
Keeler Homer H., machinist, bds Elm n cemetery 
Keeler Martin L., farmer, h Elm n cemetery 
Keeler Myron, joiner Taconic mill, bds Tyler n Brown 
Keenan Ann, widow Patrick, h 13 Peck’s road 


elegraph Co. 8 
1 
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Keenan Edward, h Mill bet West and railroad 
Keenan Michael H. (Keenan & Higgins), 3 Railroad, bds 88 Wah- 
conah 
Keenan William E., blacksmith emp John Hayden, bds 14 Pearl 
| & HIGGINS (M. H. Keenan and C. Н. Higgins), 
groceries 3 Railroad—See p 283 
Keene Ezra G., foreman Evening Journal, h 6 Melville 
Keene Helen M. Miss, compositor Evening Journal, bds 4 Daniels av 
Keene Martha, widow Ezra C., h 4 Dani. ls av 
Kelleher James, cigars and tobaeco 97 West, bds do. 
Kelley Ann, widow John P., h 17 Clough 
Kelley Frank, teamster 100 North, h 48 Linden 
Kelley Edward L., coachman 4 Wendell av, h 12 East Housatonic 
Kelley James, emp Robbins, Kellogg & Co., h 6 Clough 
Kelley John, emp Farrell & May, bds 17 Clough 
Kelley Thomas, emp Н. 5. Russell & Co., bds 17 Clough 
Kelley William, laborer,bds 22 Clough 
Kelley—see Kelly 
Kellogg Caroline L., widow Ensign H., h 18 East 
Kellogg Charles W. (Robbins, Kellogg & Co.), Fourth n Fenn, h 
17 Pomeroy's av 
Kellogg Frank H., emp R., К. & Co., В 8 Bank Row 
Kellogg Grove P., shoemaker, h 21 Second 
Kellogg Inez V. Miss, teacher of drawing, bds 6 East Housatonic 
Kellogg Martha A., widow Nathaniel, h 66 Francis av 
Kellogg Naney A., widow Austin W., h 6 East Housatonic 
Kells Hebert C., book and job printer, 153 North, rms 8 West 
aem y В. & CO. (Robert Kells and E. M. Miller), fish market 
\ and fruit dealers 4 West—See р 285 
Kells Robert (R. Kells & Co.), 4 West, rms do. 
Kells William S., clerk 3 West, rms (14) 4 do. 
Kelly Barney, cabinet finisher, h 38 Clough 
Kelly Christopher, fireman Peck's mill, bds Onota n do. 
Kelly Edward, teamster О. T. Benedict, North, bds do. 
Kelly Eliza, widow Patrick, h 8 Third 
Kelly Eliza A., widow Henry P., h 132 West 
Kelly Frank, laborer, h 13 Seymour 
Kelly Henry, fireman B. & A. В. R., В Lincoln e Wellington av 
Kelly Henry A., truckman Taconic mill, h 450 North 
Kelly James, farm hand Taconic farm West, bds do. 
Kelly James, emp P. W. Mfg. Co., h 3 Clapp blk, New road 
Kelly James, laborer, h South Mountain n South 
Kelly James E., rem to Brockton 
Kelly John, emp P. cemetery, bds Onota bey school 
Kelly John, emp B. & A. R. R., h 34 Third 
Kelly John, rem to R. I. 
Kelly John, laborer, h 19 Seymour 
Kelly John A., weaver Taconic mills, bds 450 North 
Kelly John C., elerk 9 South, bds 54 do. 
Kelly John E., painter, bds 3 Peck's road 
Kelly John F., laborer, h 25 King 
Kelly John G., barber emp American House barber shop, bds 29 
Seeond ре 
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Er John H., laborer, bds 19 Seymour 

E y John O., emp B. Knitting Mills, bds 26 Lind 

ГИ jn e bds 8 Third VOTE. TUE 

Aelly Joseph, emp Peck’s mill, В О 

Kelly Martin, brakeman B. & A. В ВВ 89 Riv 

Kelly Martin, laborer, h Winter c Burbank na 

ed icum E., laborer, bds 19 Seymour 

Kelly EA widow John, emp Henry & Blain, bds 19 Oliver 
RU Mary, widow Patrick G., h 94 Waheonah ——— i 
E Mary, widow William, h 18 Seymour 

ied Мат Г., widow Patrick C., һ 74 South 

1 изаи emp Electric Light Co., bds 38 Clougl 

Ur Vevey emp В. & А. В. R., h n do Dalton i 1 

s у Michael, emp Robbins, Kellogg & Co., h 12 Oliv. F 
Kelly Michael, emp Tillotson & aaa S 
etd Michael, fireman, h off Onota bey Onota Sel ] 

telly Michael J., rem to Springfield 2s 
anes рк laborer, h 69 John 

telly Owen, laborer, n South M i 

Еу Owen J., currier, h 26 аа d n 

our Patrick, laborer, emp C. E. Merrill, h 18 S 

i nune bds Onota n Peck’s mill i TT 

telly Peter, emp Tillotson & Power. 

: у ower, h n do. 

КеП KA Oe Gh = Co.), 145 North, bds 94 Wahconah 
E сеч АА ү welly and В. Kaiser), fish, fruit and vege- 
E QA book-keeper emp 13 Depot, bds 54 Fenn 
Kelly eared pine ie dy mill, h Peck’s road n Peck’s mill 
s as, emp В. & А. В. К. repair shop, h Onota bey Lin- 
Kelly Thomas, emp Tillotson & Power, bds n do 


КЕ WILLIAM, undertaker 148 North, h do.—See p 278 


Kelly William, machinis 
iiam, st May & ape i 
d HH laborer, bds 94 Wate кыр 
elly Willi 7 
i А iam, dyer emp S. №. & C. Russell Mfg. Co.,h 17 Peck’s 
Kelly William H yer Т i i 
Reli e Kelley weaver Taconic mill, bds 508 North 
elm Augusta A. Miss, saleslady 59 Nor 
ons Leppman, tailor emp 40 Wont, hà eerie me 
fs Nellie Miss, clerk 26 North, bds 14 Second 
RO Erwin E., shirt ironer, h 4 Seymour 
ed Walter H., joiner, h 4 Seymour 
aie John, emp Unkamet farm, Cross road, bds do 
Xempf Fred, painter, bds Peck’s road n Wahconah | 


Kempf Jol ОЕ K 
sabe age C., wool washer Russell’s mill, h Peck’s road n Wah- 


i ee Kimple 
Xendall Charles H., car i 
Я penter, h North Е 
Suse Henry M., mechanic, bas 10 Scho RC 
тж ч М. Miss, tel. operator 8 North, bds 48 South 
endall James, farmer, h West bey Churchill 


12 
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Kendall Nancy Mrs., h West bey Churchill 
Kendall William H., meat market 15 South, h 72 do. 
Kennedy Alexander (Kennedy & MacInnes), 47 and 49 North, h 11 
Appleton av 1 
Kennedy Colin C., clerk B. & H. fye depot, h 18} Linden 
Kennedy Edward, farm hand O. T. Benedict North, bds. do. 
Kennedy Erwin Н., teller Ag. Nat. Bank and town treasurer 5 
North, h 3 Elizabeth 
Kennedy Frances C. Miss, book-keeper 35 Fenn, bds 1 Winter 
Kennedy Isaac C., blacksmith 16 McKay, h 3 Onota 
Kennedy James D., carpenter and builder 1 Winter, h do. 
Kennedy John, steam fitter emp 33 West, bds 7 South av 
Kennedy John C., emp В. К. & Co., h r 92 Feun 
Kennedy Lorillard H., mechanic, h 1 Winter 
Kennedy Michael П., waiter 7 West, bds do. 
Kennedy Thomas, laborer, h Mill south of railroad 
ы» EDY & MacINNES (Alexander Kennedy and W. D. 
A MacInnes), dry goods and millinery 47 and 49 North and 1, 
3 and 5 Market—See p 256 
Kenney Patrick, foreman spinning dept. P. W. Mfg. Co., h 87 
Francis av 
Kenney Peter, emp O. Coogan & Sons, h 8 Brown’s av 
Kenney—see Kinney 
Kenyon Christina, widow Leonard C., В 58 Railroad 
Kenyon George A., clerk С. С. Gamwell, bds 58 Railroad 
Kenyon L. Charles, clerk 58 North, bds 58 Railroad 
Kenvon William, blacksmith, bds 683 North 
Kerby John E., bds 103 West 2 
Kerby Michael P., clerk Kerby House 103 West, bds do. 
Kerby Margaret, widow James, prop. Kerby House 103 West, h 
do. 
Kerby—see Kirby 
Kerins John, emp Tillotson & Power, bds n do. 
Kerins Margaret, widow Thomas, h n Tillotson & Power 
Kern Andrew, rem to Huntington , 
Kern Peter W., weaver, h Barkerville 
Kernan Mary Miss, bds 138 Wahconah 
Kernan Thomas J., foreman S. №. & C. В. Mfg. Co., В 138 
Wahconah 
Kernan Thomas J., emp Russell’s mill, bds 138 Wahconah 
Kernochan Abbie E., widow Frank E., h 19 Wendell av 
Kernochan Joseph H., bds Lenox middle road 
Kernochan Louisa M., widow John A., h Lenox middle road 
Kernsehan Walton O., bds Lenox middle road 
Kerrigan James, emp Tillotson & Power, bds n do. 
Kettell Samuel S., wheelwright 16 McKay, h 8 Second 
Keyes Frank H., emp R., K. & Co., h 26 Wellington av 
Keyes William G., painter emp Chas. Miller, bds 27 Orchard 
Kidney Bridget, widow Charles, h Mill south of railroad 
Kidney John, emp Taconic mills, h off North n gas works 
Kidney Patrick, emp Taconic mills, bds off North n do. 
Kilborn Robert, shoemaker, bds 683 North 
Kilbourn Elizabeth Miss, dressmaker, rms 6 Union 
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Kiley James, cab driver Sullivan & Campbell, h 5 Clough 


Kilian Pete ", mu ical m h £ 5 k 8 00 7 
фет 8 пеге andise and smoker 
à , g ds 1 North, h 


Killacky John, mason, h 28 Circular av 

Killian Annie Mrs., h 19 Peck’s road 

Killian James, bds 105 Wahconah 

Killian Margaret Miss, table-waiter Kirby House, bds do 

Killian Margaret, widow Thomas, h 105 Wahconah тей 

Killian Martin, emp Taconic mills, bds Barkerville 

em id Miss, h 37 Linden і 

Cillian Michael, farm hand, h Beaver oek's bri 

Killian Patrick, emp Tillotson & Power coca A 

Killian Patrick, emp Russell’s mill, bds 105 Wahconah 

Killian Thomas, farm hand emp О. R. Barker, h Barkerville 
‘Killian Thomas Jr., clerk 99 North, В 105 Wahconal 
Killian—see Kilian | ci 

Kilmar Charles W., emp B. Knitting mill, h 13 Church 

Bisher George H., electrical engineer (10) 41 North, bds 12 Sum- 

e 

Kimmick John, emp F. G. Guilds & Co., h 18 Guilds pl 

Kimple John, emp Т. & P.,h Barkerville : 4 

King Albert, emp Т. L. Lowden & Sons, h 61 Howard 

King aries L, clerk 511 North, bds do. 

jvc n ed Pontoosue, giocer, dry goods, etc. 511 

King Emma C. Miss, bds 13 Burbank 

King George, farm hand, bds Pomeroy's farm, Jason 

King Jonas L., joiner, h 27 Newell E fus 

she we or and Roi 

Xingsley Fred W., engineer П. В. R., h 8 i 

Kinna William Mrs., лн лы TARAN 
Kinnell George N., veterinary surgeon 8 West, rms 32 do 
ay Lewis (Kinney & Behan), 112 West, h 3 South Church 

IE Hotel bik ate аир John Behan), undertakers Bur- 
Kinsella Anna, widow James, h 144 North 

Kirby Elias H., tinner emp 41 West, h 9 Cottage Row 

ud e Kerby E 

Kirchner Matthias, machinist gov. mill, h D: го; 1 
Kirchner William, farm hand R. Allen's ic е 
Kirk Ernest, carpenter, bds 56 Beaver ad 
Kirk George, ice peddler А. J. Bruey, West, bds до. ' 

Kirk Martin, clerk 68 North, bds 28 Railroad | 
Kirtland Henry M., cutteremp 683 North, bds 19 Francis av 
кишш Wm. S, merchant tailor (8) Wollison blk, h 19 Fran- 

is av 
ого Е., emp Taconic mill and carpet weaver, h off North 
о. 

Kirwin James, washer, bds 28 Railroad 
Kirwin John, emp Б. & A. R. R., bds 28 Railroad 
Kittle James, book-keeper Dutton & Tucker 17 West, h 96 Fenn 
Kloseman Henry, joiner emp C. E. Merrill, h 214 North 
Kloseman John, clerk Bohlman’s Hotel, В 214 North 
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Knapp George, tailor Pittsfield Dye House 1 Park ¢ Wahconah, h 
do 


Knight Frank H., rem to Montana 

Kuight Phillip W., driver, h r 56 John 

Knobloch Frederick V., laborer, h 9 Lincoln 

Knowles Tom A., clerk Н. T. Morgan & Co., bds 17. Summer 
Knox Joseph, laborer, h off Barkerville upper road 

‘Koepke Adolph F., h 14 Burbank ui 

Koepke Harmon, emp R. K. & Co., h 62 Burbank 
Kot THEODORE, confectionery and ice cream parlors 5 
A Railroad, h do.—See p 267 

Kohlman—see Coleman 

Koon Phineas A., machinist, h 31 Elm 

Krapp Henry, tin peddler, h 61 Onota 

Kriegar Feodore, emp Pontoosue mill, bds Chatham 

Kriegar Theodore, emp Pontoosue mill, h Chatham 

Kries John, laborer, h Tyler 

Krouse Daniel, emp Pontoosue mill, h 535 North 

Krouse Ferdinand, emp Pontoosue mill, bds 535 North . 
Krouse William, emp G. J. Reuter & Son, bds do. 

Kuhn George, bds 52 Linden 

RU LOUIS, fish market and grocer 48 Linden, h 50 do.—See 

› 285 3 

Kuhles Jacob, gigger emp P. W. Mfg. Co., h Chatham 
Kuhnlee John, weaver P. W. Mfg. Co., h Chatham 

Kusch Jacob, bottler Rice Bros., bds 93 West 

Kusch Katie, widow Samuel, h 93 West 

Kusch Samuel M., barber 143 North, bds 93 West 


LaBARNES—see Barnes also LeBarnes 

LaBlanc—see White 

Labo Victor, emp S. N. & C. R. Mfg. Co., h 7 Clough 

LaBrade Armados, carpenter, h 28 Railroad av 

Labrunn John, farmer, h Elm bey watering tank 

Labrunn Joseph, emp H. Dodge, bds Newell 

La Clare Ferdinand, laborer, h 28 Beaver 

LaClare Peter, rem to Springfield 

LaClare Peter Jr., emp G. A. Bidwell, bds 28 Beaver 

LaClare William, emp water works, h 29 Howard 

Ladeau Düfüield, laborer, bds 19 Worthington 

LaFlamme Thomas, tanner, h 17 Clough 

LaFountain Nelson, hostler, h Appleton av n Dawes av 

Lagomarsino John, fruit and confectionery 63 West, h do. 

Lahey Martin, laborer, h 22 Wellington av 

Lahey Michael J., bds 22 Wellington av 

Lahey Patrick, emp Tillotson & Power, h Stearnsville 

Laidlaw William B., ins. agent, bds 9 Renne pl 

Lake View House, J. J. Morrissey prop., Lake View 

Lally John, laborer, h 10 Spring 

Lally Mary, widow Martin, h 2 Spring 

Lalor John, fireman B. & A. R. R., h Mill bet West and railroad 

Lamb John, emp Z. Crane Jr. & Bros., bds Dalton road bey gov. 
mill, Coltsville , 
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Lamb Michael, emp Z. Crane Jr. & Bros., В Dalton road bey gov 
mill, Coltsville ; 


Lamb William, emp Z. Crane Jr., bds Dalton road bey gov. mill 
Coltsville : 

Lamberson Cornelia A. Miss, h 16 Clinton av 

Lamberson Mary A. Miss, h 16 Clinton av 

Lament Harry, clerk Berkshire Life Ins. Co., h 5 Union 

LaMontagne Noah, emp railroad, h 77 River 

LaMontagne Paul, emp Tillotson«& Power, Баз 77 River 

Lamore John, emp P. W. Mfg. Co., bds Spring off Burbank 

Lamore John, smith helper emp 33 West, h r 20 Second 

Lamore Peter, laborer, h 1 South Church 

Lamore Peter M., emp’R., К. & Co., h 20 Cottage 

Lamork Joseph, rem to New York y 

Lampshire Daniel J., laborer, off Barkerville road 

Lampshire Peter, blacksmith emp 59 Fenn, bds Pontoosuc 

Landgraff Anthony H., grocer 38 Wellington av, h do. 

Landon George, gardener emp T. L. Lowden & Sons, h 59 Howard 

Landrigan Morris, farmer, h off Barkerville road 

Landry Domitile Miss, rem to Collinsville, Ct. 

Lane Clark P., conductor H. R. R., h 10 South av 

Lane George W., h 9 Beaver 

Lane Leo, emp Sullivan & Campbell, bds 9 Beaver + 

"eng Dude Herman, emp P. W. Mfg. Со., В North n Pontoosuc 

ake 

Lang George, dyer, h 69 Wahconah 

Lang Joseph, emp Bel Air Mfg. Co., h 167 Wahconah 

Langdon Albert J., emp Dr. O. S. Roberts, bds Berkshire House 

Langdon John A., instructor shoe shop county jail, h 41 North First 

Langdon Julia E. Miss, h 41 North First 

Laugdon May L. Miss, clerk 37 North, bds 138 do. 

Langdon Philando C., upholsterer emp O. S. Fish, h 24 Center 

Lange Rosa, widow Adolph, bds 125 Wahconah 

Langlois Joseph A., physician 7 Union, h do. 

Lannigan John, laborer, h r 45 Wahconah 

Lannigan John, emp S. N. & C. R. Mfg. Co., h r 45 Wahconah 

Lanphier Joseph, barber emp 1 West, h 27 Church 

Laplant Megloire, emp T. R. Glentz, h 12 North First 

Lapoint Peter, brakeman B. & А. В. В., В Mill bet West and 
: railroad у 

Lapoint Stephen, switehman В. & А. В. R., В Junction 

Laraja Rocco, rem to South America 

Laramie Eugene, shoemaker, h 2 Dunham 

Laravea Joseph, painter, h 32 Linden 

Larkin Catherine, widow Michael, h 217 Wahconah 

Larkin Edward, emp 50 North, rms 9 Church 

Larkin Frank J., molder emp Wm. Clark & Co., h 11 South av 

Larkin Joseph, express and truckman, h 30 River 

Larkin Michael, clerk P. P. Curtin, bds 217 Wahconah 

Larkin Thomas, laborer B. & A. R. R., h off Gales av n railroad 

LaRue Eva M., stenographer, bds 9 Church 

LaRue William L., jeweler 6 North, h 1 Adam 

Lasch Peter, h 24 Linden 
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Lasch William P., clerk 47 North, bds 24 Linden 

Lasehky Fred., painter, h 3 Worthington av 

Lasure Edward, carder Bel Air Mfg. Co., bds 148 Wahconah 

Lasure Mary Mrs., h 143 Wahconah 

Lathrop Catherine Mrs., h 69 Fenn E 

Lathrop John, emp В. & А. В. В., h 15 Burbank 

Latorno Moses, laborer, h 28 Howard 

Latorno Moses Jr., teamster, bds 28 Howard 

Laughlin—see MeLaughlin, also O'Loughlin and MacLaughlin 

Lavelle Michael, emp Tillotson & Power, h Lower Barkerville 

Lavigue Isadore, laborer, h r 171 Wahconah 

Lavigne Isadore Jr., laborer, h 56 Robbins av 

Lavigne Peter, farmer, h Coltsville 

Lawler Catherine, widow John, h 17 Harris 

Lawler John, constable, bds 17 Harris 

Lawler Nellie Miss, emp S. B. Mfg. Co., bds 14 Second 

Lawler—see Lalor 

Lawless Kate Miss, nurse House of Mercy 220 North 

Lawless Richard, farm hand, h 65 Daniels av 

Lawless Richard T., emp H. R. R. freight depot, h 15 Lake 

Lawrence David, laborer, h off Elm n Pleasure Park ` 

AWRENCE EDGAR T., fancy dry goods and trimmings, 9 

North, bds 165 do.—See p 258 

Lawrence Isabella W. Miss, rem to Farmington 

Lawrence Jane E., widow David, h 19 Appleton av 

Lawrence Mercia, widow Thomas, bds 165 North 

Lawrence—see St. Lawrence 

Lawson Ira R., trustee Shakers, h Shaker Village 

Lawton Moses P. (M. P. Lawton & Son), 87 West, h 5 West Heu- 
satonic 

Lawton M. P & Son (M. P. and N. J. Lawton), coal, wood and 
kindlings, 87 West 

Lawton Nelson J. (M. P. Lawton & Son), 57 West, h 5 West 
Housatonic 

Lawton Sarah, widow Joshua R., bds 6 Church 

Lea Laurena S., widow William, bds Middle c Elm 

Leab Mary Miss, emp R., К. & Co., bds 23 Brown's av 

Learned Caroline A., widow Edward, h 13 Broad 

Learned E. McAlpine, tax collector, h 24 Pomeroy's av 

Learned Frank H., rem to Williamsburg 

Learned George Y., Steamer No. 2 School 

Learned George Y., h 9 Bartlett av 

Learned George Y. Jr., bds 9 Bartlett av ; 

Learned Thomas H., ins. agent 93 North, h Dawes av n Middle 

Leavitt Joseph, dentist 21 North, rms do. 

Leavitt William W., physician 31 South, h do. 

LeBarnes Edward, painter, bds 68} North | 

LeBarnes George C., emp С. Е. Merrill, rms No. 3 Engine House 

LeBarnes John C., teamster C. E. Merrill, h Lincoln n Clapp 

LeBiane Victor, rem to Canada 

Lederer Morris, tin peddler 17 South Robbins av, h do. 

Lee Alice A. Miss, boóok-keeper 68 North, bds 68 Fenn 

Lee Catherine, widow John, h 144 North 
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Lee James M., actuary Berk. L. Ins. Co., h 20 East Housatonic 

Lee J. M. & W. P., grocers 68 North 

Lee John, grocery Railroad e River, h do. 

Lee John M., (J. M. & W. P. Lee), h 66 Fenn 

Lee Walter A., joiner, bds Parker House 

Lee William P., (J. M. & W. P. Lee), h 68 Fenn 

Lefling well Alvin, h 23 Third 

Lehan James, rem to Stoughton 

Lehmann Katie A. Miss, milliner emp 62 North, bds 3 Guilds place 

Lehmann Matthew (F. G. Guilds & Co.), 21 Depot, h 3 Guilds place 

Lehmann Rosa M. Miss, teacher, bds 3 Guilds place 

Lehn Henry H., barber American House, h 39 Robbins av 

Lehn Peter, rem to Albany, N. Y. 

Leidhold Erdman, painter, h 194 North 

Leidhold Herman, painter emp 134 North, h Gimlich n Onota 

Leidhold Lewis, h r 99 River 

Leinhold Paul, laborer, bds West Water n Onota 

Lenoir—see Vanyon 

Lenox & Pittstield Stage Line, E. W. Loomis prop., leaves 55 North 
at 3 p. m. 

Leonard Frank H., emp. R. K. & Co., h Lake n Second 

Leonard James, emp W. C. S. Mfg. Co., bds 34 Second 

Leonard Michael, police captain, h 49 Second 

Leonard Patrick, shoemaker 53 North, h 29 North Second 

Leonard William F., clerk F. A. Woodruff, bds 49 Second 

Lerbetter Clelie Miss, emp 47 North, bds 2 Elizabeth 

Leslie Charles G., farmer, h New Lenox road А 

Leslie Elmer, emp Wahconah farm, Cross road, bds do. 

Leslie Schuyler W., farm hand, bds New Lenox road 

Leslie Sidney D., farm hand, bds New Lenox road 

ESTER IRVING L., painter, grainer and paper hanger 1 

Summer, h 19 Bradford—See p 280 

Letouneau Moise, laborer, h 28 Howard 

Levin Chim, peddler, h 92 Robbins av 

Levin Joseph, peddler, bds 92 Robbins av 

Levine—see Lavigne 

Lew James W., emp (11) 3 North, bds 37 South Church 

Lew Thomas, laborer, h 37 South Church 

Lew Thomas R., painter, bds 37 South Church 

Lewis Edward E., clerk 5 Bank Row, bds 39 Wahconah 

Lewis Ethan A., book binder emp 39 West, В South Robbins av с 
South 

Lewis Frederick C., clerk 6 North, bds 19 Wahconah 

Libeote Joseph, bridge carpenter, h 47 River 

Liberty William Мгз., В 8 West Housatonic 

Library of the Berkshire Athenzum, Bank Row 

Liddle Fred J., organist M. E. Church, and music teacher 14 West 
Housatonic, h do. 

Lilley George M., shirt cutter S. B. Mfg. Co., bds Myrtle e Tyler 

Lincoln Charles I., sup't T. L. Pomeroy, Hinsdale, h 43 West Hous- 
atonic 

Lincoln Frank D., wood turuer emp F. R. Glentz, h 6 South Church 

Lindsey J. L., foreman sole leather dep't R., K. & Co., h 23 Third 
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Linendoll Benjamin, rem to New York : 

Lingenfelter George R., blacksmith emp H. Dodge, h 17 Railroad 

Liun Melinda, widow W. D. B., h 2 Linden к 

Linnehan Catherine, widow Michael, һ 137 West 

Linnehan Dennis, clerk 17 West, h 47 Burbank 

Linnehan Elizabeth, widow Thomas, bds cff Barkerville road 

Linnehan James E., liquors wholesale and retail 17 West, bds 175 
North 

Linnehan Jeremiah М. (J. M. Linnehan & Co.), 68 North, h 137 
West 

INNEHAN J. M. & CO. (J. M. and M. Linnehan), grocers 

68 North—Scee p 285 у 

Linnehan Michael (J. M. Linnehan & Co.), 68 North, h 15 River 

Linnehan William W., clerk 17 South, bds 137 West 

Liusley E. Preston, carpenter, h 22 Second 

Linton Mary J. Miss, housekeeper, 19 East р 

Litinew Andrew, carriage painter, bds 17 South Robbins ау 

Litinew Joseph, rem to Springfield 

Little Frank M., emp E. B. Hunt & Co., bds Backus blk, South 

Little John, h Barkerville 

Livermore Eliza С. Miss, bds 1 Wendell av 

Livermore Flora E. Miss, bds 1 Wendell av 

Livermore Frank IL, rem to Bridgeport 

Livermore Grace Miss, rem to New York 

Livermore Sarah M., widow Watson C., boarding-house, 1 Wen- 
dell av 

Lloyd Frank, farm hand emp C. C. Gamwell, h South Mountain 

Lloyd Lemuel G., book-keeper G. A. Bidwell, bds 165 North 

Lloyd Maria T., widow Lemuel G., h 165 North e Bradford 


Lloyd William H., joiner emp C. E. Merrill, rms No. 2 Steamer i 


House, School : 
OCKWOOD HERBERT E., light cutlery mfr. and jobber, 

Clapp av, h 37 First—See p 249 

Loehr Frank, milkman, h Parker av n West 

Loehr Gothardt, milkman, bds Parker av n West 

Loehr Joseph, emp P. W. Mfg. Co., h North n Pontoosue Lake 

Loewi Hugo V., clerk 52 North, bds 52 Francis av 

Loftus Catherine Mrs., h 5 Third 

Loftus Edward A., emp R. K. & Co., h 56 Beaver 

Logan Henry, blacksmith emp Liberty, h 15 Railroad 

Long David A., designer Bel Air Mfg. Co., h off Richmond av 

Look Grace C. Miss, milliner emp 104 North, bds 12 Renne place 

Look S. L., widow William B., h 12 Renne pl { 

Loomis Elizabeth, widow Harvey, emp Meadow farm, Middle 

Loomis Frank G., emp В. & J. Clock Co., h New West n railroad 

Loomis Frank M., joiner, h South n stone quarry 

Loomis Henry, bds 123 South 

Loomis Howard W., emp R. & J. Clock Co., bds New West n 
railroad 

Loomis Sarah J. Miss, h 86 Fenn 

Looney Hannah C. Miss, emp R., K. & Co., bds 15 Pleasant 

Loop Arthur A., book-keeper H. P. Lucas, h 49 South 

Loop Jennie E., widow Charles, clerk 153 North, bds 152 do. 
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Lorange Frederick, rém to Springfield 

Lorange Joseph, joiner emp B. & A. R. R., h 1 Pleasant 

Lorange Joseph, Jr., hostler emp S. Bridges, bds 1 Pleasant 

Lord Matthew A., boarding house, 18 South 

Loughan Henry, blacksmith, h 15 Railroad 

Lovejoy Alfred H., track-master B. & A. R. R., h 33 Third 

Lovejoy Charles A., rem to North Adams 

Lovejoy William H., emp B. & A. R. R., bds 33 Third 

Lovelace Napoleon J., carder, h Tyler n Parker 

Lovett James, laborer, bds Parkerav 

вы = ею S. (Т. L. Lowden & Sons), Gold av opp Williams, 
X18 ао, 

Lowden George R., rem to New Haven, Conn. 

wb и L. (Т. L. Lowden & Sons), Gold av opp Williams, 
ds do. 

Lowden Orrin E., rem to Lenox 

Lowden Thomas L. (Thomas L. Lowden & Sons), Gold av opp 
Williams, h do. 

Lowden Thomas L. & Sons, florists and market gardeners, Gold 
av opp Williams 

Lowe John R. car inspector emp B. & А. В. R., В Junction 

Loynes Charles N., emp R., K. & Co., h 3 Orchard 

Loynes Ida M. Miss, telephone operator, bds 2 Clough 

Loynes Luke K., canvasser, h 119 Fenn . 

Loynes Mary E., widow Columbia G., h 2 Clough 

Loynes Ulysses G., emp Loynes & Jansen, bds 55 Beaver 

Loynes & Jansen (Mrs. A. D. Loynes & Elmer Jansen), ice dealers 
55 Beaver 

Loynes—see Lyons 

Lubold Charles, emp Bel Air Mfg. Co., h 187 Wahconah 

UCAS HENRY P., agricultural implements, seeds, fertilizers, 

lime, cement, etc., (8) Wollison blk 78 North, h 7 West Housa- 
tonic—See p 271 

Luce Addie S. Miss, bds 65 Elm 

Lumb Joseph, emp Bel. Air Mfg. Co., h 81 Wahconah 

Lund Arthur G., sec. Y. M. C. A. 744 North 

Lundrigan Robert, emp Taconic mill, h 80 Wahconah 

Lundrigan Robert Jr., emp Bel Air Mfg. Co., bds 80 Waheonah 

Lusk William, farmer, h Stearnsville 

Lussier Arthur, weaver P. W. Mfg. Co., h off Richmond av 

Lussier John, dyer P. W. Mfg. Co., h 10 Clapp blk, New road 

Lutz Charles, rem to Rockville, Ct. ` 

Lutz William M. Mrs., h 101 Fenn 

Lyman Carrie Miss, compositor S. M. Call, bds 7 South av 

Lyman Charles W., engineer H. R. R., h 7 South av 

Lyman James, emp Tillotson & Power, bds n do. 

Lyman John, rem to Dalton 

Lynch Annie, widow Robert, bds Seymour n Wahconah 

Lynch Edward, emp R., K. & Co., h 29 Third 

Lynch Eveline A. Miss, bds Junction 

Lynch John, laborer, h 21 Seymour 

Lynch John, emp Peck’s mill, h Peck's road n do. 

Lynch John, teamster O. T. Benedict North, bds do. 


18 
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Lynch Mary A. Miss, rem to Boston 

Lynch Thomas J., hostler S. Bridges, bds Berkshire House 

Lynch William F., engineer R., К. &. Co., h 34 Beaver 

Lyon S. Chester, reporter Springfield Republican, bds Wendell 
Hall 

Lyons Bridget Mrs., h 24 Wellington av 

Lyons Edward A., decorator emp 10 North, res Hinsdale 

Lyons Joseph S., clerk 47 North, bds 24 Wellington av 

Lyons Thomas F., h 42 Linden 

Lyons William H., pen artist, rms. Bohlman's Hotel 

Lyons—see Loynes 


MacFARLAND WILLIAM A., clerk 78 North, bds 50 Onota 

ее EDWARD, prop. Pittsfield Dye House West, 

1 h 7 Daniels av — Зее p 259 

MacGregor George W., boss weaver Peck’s mill, bds Peck’s road 

MacInnes Duncan C., clerk 47 and 49 North, h 26 Reed 

MacInnes William D. (Kennedy & MacInnes), dry goods 47 and 
49 North, bds American House 

Mackie Thomas, rem to Ireland 

MacLaughlin Annie B., compositor, Journal Office, bds 80 South 

MacLaughlin Fannie A., widow E. Kirby, h 80 South 

MacLaughlin—see McLaughlin 

MacNally John H., book-keeper, bds 8 Railroad 

MacNally Mary J., cashier H. T. Morgan & Co., bds 8 Railroad 

MacNally Michael, emp William Clark & Co., h 8 Railroad 

Madden Euclid, emp Shaker mine, h Barkerville upper road 

Madden Malachi, rem to Hinsdale 

Maddock William, emp W. C. S. Mfg. Co., h Water south of East 
Housatonic 

Madell—see Medill 

Madison Edward L., laborer, h 36 Linden 

Madrid Lafayette, laborer, h r 13 Railroad 

Magner Arthur, shoemaker 55 North, h 53 Daniels av 

Magner James, emp Shaker mine, h Barkerville 

Magner James, switchman B. & А. В. R., h 73 Francis av 

Magner John, machinist B. & A. R. R., h 33 Linden 

Magner John, farmer, h Barkerville n Richmond pond 

Magner John 2d, emp Shaker mine, h Barkerville 

Magner Michael, laborer, bds Barkerville n Richmond pond 

Maher Michael, laborer, h 12 Beaver * 

Maher Michael, emp W. C. S. Mfg. Co., rms б. Hook & L. Co. 
house, School 

Maher Patrick, mason, h New West south of railroad 

Maher Philip, emp Russell’s Mill, bds 156 Wahconah 

Mahon James, emp P. W. Mfg. Co., h Chatham 

Mahon Patrick, laborer C. C. Gamwell, h 16 Harris 

Mahoney J. W., rem to Boston 

Major Edmund A., canvasser, h 30 Linden 

Malcolm George W., loom-fixer, h Stearnsville 

Malcolm William, dresser Taconic mill, h off North n do. 

Mallery Bros. (Н. M. and Н. J. Mallery), dentists 31 North 

Mallery Hamlin M. (Mallery Bros.), 31 North, bds Berkshire House 
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Mallery Hammond J. (Mallery Bros.), 31 North, bds Parker House 

Malley Thomas J., rem to Great Barrington 

Mallory Jennie E. Miss, dressmaker, bds 17 Orchard 

Malloy Dennis, h New West n railroad 

Malloy Edward J., emp 33 West, В Jason 

Malloy Mary, widow John, h Jason 

Malloy Peter, emp Tillotson & Power, hn do. 

Malloy Thomas H., machinist, h Jason 

Malloy William, laborer, h Alcove 

Malloy—see Molloy 

Malone David, rem to Berlin, N. Y. 

Maloney Charles, emp Taconic mill, h r 509 North 

Maloney Edward, laborer, bds off Lake av 

Maloney Henry, emp T. & P., h Lower Barkerville road 

Maloney John, emp Taconic mill, h North n Pontoosuc school 

Maloney Margaret, widow Miles, rem to Boston 

Maloney Michael, h Winter n Burbank 

Maloney Patrick, gigger Russell mill, h Alcove 

Maloney—see Mullany 

Mandell Alfred, bds 681 North 

Mandigo George T. (Tinker & Mandigo), 19 Fenn, bds 22 Cottage 
R 


ow 

Mandigo William S., stationary engineer B. & А. В. В., h 22 
Cottage Row 

Mangan David, rem to Utica, N. Y. 

Mangan Michael, h 55 Wahconah 

Mangan Michael J., molder Wm. Clark & Co., h 14 Alder 

Manion Fergus, mason, h Myrtle n Stoddard av 

Manion James, joiner, h 123 West 

Manion Margaret, widow Nicholas, h 8 Harris 

Manion Michael, emp Shaker mine, bds Depot road n Shaker depot 

Manion Patrick, laborer, h Newell n Beaver 

Manion William, carpenter, bds 8 Harris 

Manning Emily K. Miss, teacher Union street school, bds 53 Fran- 
cis av 

Manning Jennie A. Miss, bds 53 Francis av 

Manning John H.(M. S. Manning & Son), 51 North, h 47 Francisav 

Manning Mary E. Miss, h 53 Francis av 

Manning M. S. & Son (J. H. Manning), apothecaries 51 North 

Manning Olive L. Miss, bds 9 Linden 

Manning Patrick H., clerk 151 North, bds 204 do. 

Manning William G., farmer, h Burbank farm, Churchill 

Manock Robert Jr., grocer 126 North, h 67 Francis av 

Mapes Daniel, h 193 South 

Agere’ HOTEL, Arthur W. Plumb prop., North and 

1 Maplewood av—See front сора p IV 

Mara William, emp in Hinsdale, h 150 West 

Mara William H., watchman Government mill, h 11 Beaver 

Mara—see O’Mara 

Maranrille Warren B., conductor B. & A. R. R., h 22 Center 

Marcell Louis, engineer, h Peck’s road - 

March William, weaver P. W. Mfg. Co., h Chatham 

Marchant Charles E., plumber, h 4 High 
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Marcks Frank H., h 48 John 

Market Fred, emp Peck’s mill, h Peck’s road n Onota Lake 

Market Louis, emp Peck’s mill, bds Peck’s road n Onota Lake 

Markham Albertine, widow Arthur, h 42 Francis av 

Markham Charles M., mason and builder, yard 10 Silver, h 75 
Beaver 

Markham Edward H., mason, emp H. Dodge, h Brown n Clapp 

Markham Frank J., emp Robbins, Kellogg & Co., h 76 Beaver 

Markham Henry, mason, h 77 Beaver 

Markham Joseph, foreman mason emp C. M. Markham, h 10 Silver 

Markstein Simeon D. (Markstein & Rosenthal), 52 North, h 52 
Francis av 

Markstein & Rosenthal (Simeon D. Markstein and Max G. Rosen- 
thal), dry goods and millinery 52 and 56 North 

Marsden George, h 18 Burbank | 

Marsh Charles W., ticket agent Union depot, bds Burbank Hotel 

Marsh Fred C. Mrs., bds 92 Fenn 

Marshall Alfred L., boss weaver Р. W. Mfg. Co., h North, Pon- 
toosuc 

Marshall Charles A., emp P. W. Mfg. Co., bds North n P. Lake 

Marshall Charles H. Dr. , rem to Saratoga, м. 

Marshall Elvira, widow Joseph, h North n Pontoosue mill 

Marshall Fanny Mrs., fancy work, h 79 John c Linden 

Marshall Herbert J., ‘clerk 25 North, bds North n Pontoosuc mill 

Marshall John, meat market 1961 North, h 198 do. 

Marshall Michael, emp 54 John, h 43 do. 

Marshall Michael, mason, h 59 Burbank 

Marshall Patrick, laborer, h off Peck's road n Onota Lake 

Marshall William, bricklayer, bds off Peck's road n Onota Lake 

Marshali William H., policeman, h 12 John 

Marsot Julian, emp Peck’s mill, h Peck’s road 

Martell Joseph, mason, h 4 4 Cijeular av 

Martin Frank D., hostler Mills, bds 9 Melville 

Martin Isadore, teamster emp M. P. Lawton & Son, h 9 Renne pl 

Martin James, emp Е. G. Guilds & Co., bds 8 Renne pl 

Martin James, farmer, Shaker Village 

Martin James, laborer, bds 107 Fenn 

Martin John, coachman 3 Wendell av, h 57 Railroad ` 

Martin John H., emp Peck’s mili, bds Peck’s road n Onota Lake 

Martin John J., emp J. L. Peck, bds Peck’s road n Onota Lake 

Martin Martha Mrs., dairy sister Shaker Village, bds do. 

Martin Matthew, switchman emp B. & А. В. В., В 22 Circular av 

Martin Patrick, laborer, bds Lenox middle road 

Martin Peter, mason, bds Appleton av n Dawes av 

Martin Sarah Miss, h 8 South 

Martin Sarah A., widow James, h 67 West 

Martin Thomas, tanner, bds 37 Burbank 

Martin Thomas, boss spinner Peck's mills, В Peck's road n Onota 

Lake 

Martin Thomas P., rem to New Hampshire 

Martin William, h 3 Beaver 

Marvin Francis J., painter 39 Fenn, rms do. 

Marvin George L., rem to Lincoln, Nebraska 
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Marvin Mary E. Mrs., h 8 Robbins av 

Marwin Frank, emp R. & 1. Clock Co., rms 41 First 

Maslen Joseph, (Fuller & Maslen), 185 "North, h 3 Linden 

Mason Desire Miss., Berkshire County Home, 12 South 

Mason Martha, widow Matthew, h 5 Burbank 

Masonic Hall, 3 North 

Masterson Patrick, loom fixer 5. №. & С. В. Mfg Co., h Richmond av 

Matava Charles, rem to Catskill, N. Y. 

Mathes Adam, farmer, h Hancock road n Churchill 

Mathon Charlotte, widow John, bds Lower Barkerville road 

Mathon John, teamster, h Burbank c Winter 

Matt Augustus, rem to New York 

Matt Catherine, widow Augustus, rem to New Haven 

Matt William, emp 12 Fenn, bds 18 do. 

Matthews Michael, stonecutter emp Fuller & Maslen, bds 78 
Clough 

Matthews Thomas, laborer, bds 78 Clough 

Matthews William, laborer, h 78 Clough 

Mattis John E., carpenter emp James Manion, bds 32 Howard 

Mattoon Albert, clerk Н. 8. Smith & Son, Lower Barkerville, bds 
do. 

Mattoon Chas. G., farmer, h South n railroad 

Mattoon Frances C. Miss, h 5 Bank Row 

Mattoon George M., h 62 Francis av 

Mattoon George M. Jr., clerk 92 North, bds 62 Francis av 

Mattoon James, clerk 90 North, bds South 

Maxim Hudson, agent Maxim Gun Co., h West п town line 

Maxim Hudson Mrs. (Real Pen Work Pub. Co.), McKay, bds West 
n town line 

Maxwell Addie S. Miss, bds 43 West Housatonic 

Maxwell Felix, rem to Dalton 

Maxwell Hugh, rem to Dalton 

Maxwell Hugh, switehman B. & А. В. R., h Junction 

Max well James J., rem to Dalton 

Maxwell Joseph, emp G. A. Murdock, rms 61 Howard 

Maxwell Thomas, rem to Dalton 

May Arthur L., emp F. & M. Shoe Co., rms 10 Willis pl 

May Eugene, laborer, h Mill bet West and railroad 

May James H., pres. Farrell & May Shoe Co., h 8 Adam 

May Joseph, rem to Germany 

May Robert, dyer Taconic mill, h 527 North 

May Sarah N., h 23 Newell 

May William B., rem to New York city 

May William H. (M: ay & Chapel), 72 Fenn, h 5 Daniels av 

May William H. Jr., emp May & Chapel, bds 5 Daniels av 

\ АҮ & CHAPEL (W. H. May and A. M. Chapel), machinists 

I and founders 72 Fenn с Second—See р 247 

Mayou George A., engineer B. & А. В. R., В 8 Bradford 

Mayou Simeon, joiner В. & А. В. R., h 3 Melville 

McAllister Edward, carpenter, h т 100 Fenn 

McAllister Howard 8. ., porter Lake View House, Pontoosuc Lake, 
bds do. 

McArthur Alvah, emp Pittsfield cemetery, h 112 Wahconah 
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McArthur Cornelius, supt. Pittsfield cemetery; h 112 Wahconah 
McAusland James, h 3 West Housatonic 
McAvoy Patrick, h Parker n Tyler 
McCall Emil, peddler, h McKay c Morton pl 
McCambridge Neil, teamster, h 9 Circular av 
McCann James, emp Peck’s mill, h Peck’s road 
McCarray Frank, emp John White, bds 34 South Church 
McCarry—see McCary 
McCarty Ann Mrs., h 33 Clough 
McCarty Florence, joiner, h Pond n Second 
McCarty James, gardener emp John White, bds 40 Clough 
McCarty John, finisher Taconic mill, bds off North n do. 
McCarty Lawrence P., clerk 61 North, bds 4 Wellington av 
McCarty Martin, book-keeper John P. Rouse & Co., bds Welling- 
ton av n Hamlin 
McCarty Mary Miss, saleslady 131 North, bds 1 Pond 
McCarty Michael, bricklayer, bds 33 Clough 
McCarty Michael, laborer, bds 78 Daniels av 
McCarty Michael, teamster, bds off Onota n Onota School 
McCarty Michael (McCarty & Fallon), 14 МеКау, h 56 John 
McCarty Michael F., clerk 147 North, bds 22 Second 
McCarty & Fallon (M. McCarty and P. F. Fallon), blacksmiths and 
horseshoers 14 McKay 
MeCary William H., turner emp W. C. S. Mfg. Co., h 1 Guild's 
place | 
McCary—see McCarray 
McClary—see Cleary 
McCleary James, h 5 Linden 
McCletcher Aaron, farmer, h West n town farm 
McCletcher Samuel, farm hand, bds West n town farm 
McClusky John, emp Tillotson & Power, bds n do. 
McColgan John, fuller, h (7) r 45 West Housatonic 
McColloch Archie, carpenter, h South bey the bridge 
McColloch Henry, emp Robbins, Kellogg & Co., bds Barkerville 
McColloch Thomas, farmer, h Barkerville 
McConnell Samuel, book agent, bds 17 South Robbins av 
McCormack Michael J., saloon 81 West, h do. 
McCormick James, rem to Albany, N. Y. 
McCormick John, emp F. & M. Shoe Co., bds Spring n Burbank 
MeCormick John, laborer, h Williams 
MeCormiek Joseph P., clerk 98 North, bds 55 Fenn 
McCormick Matthias (Curley, McCormick & Co.), 98 North, bds 
28 Railroad 
McCormick Thomas, coachman 32 South, rms do. 
McCoubry James, plasterer, bds Harris 
McCue James F., clerk 44 North, bds 2 Division 
McCue John, laborer, h 2 Division 
—see McHugh 
McCuen Michael, emp Shaker mine, bds Shaker Village 
McCullough Henry M., engineer A. H. Rice & Co., В 25 Welling- 
ton av 
McDerivatt Catherine Miss, h 61 Burbank 
McDermot J. Patrick, carriagemaker and painter Alcove, h do. 
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MeDonald Alexander J., draug i 
5 Water epe ВНЕ de a e emp H. N. Wilson, bds 
wort Ме wool scourer P. W. Mfg. Co., h off New road 
cDonald Edward P., weaver Taconic mi 
McDonald Eliza Mrs, h 7 Sonia EA IB M рЫ 
MeDonald James, loom fixer Taconic mill, h off Cross road 
McDonald James Jr., laborer, bds off Cross road 
MeDonald Jeremiah, laborer, h 45 Wahconah 
MD JERRY E., blacksmith 59 Fenn, h 19 Orchard— 
MeDonald John, coachman 2 Bartlett av, b S 
McDonald John, watchman P. W. Mfg. Sot Chelan 
McDonald John, laborer, bds 7 Southern av 
McDonald John A., emp Pittsfield cemetery, h do. 
McDonald John H., conductor P. S. R. Co. "h 131 Wahconah 
McDonald Joseph, emp P. W. Mfg. Co., bds Chatham 
McDonald Margaret, widow Dennis, h Peck's road 
McDonald Margaret Mrs., h 114 Wahconah 
Med МА; hee James, h 37 Third 
McDonald Michael, express : "uckm: 
MeDonald Nellie Міве h 39 cine aar Sh crt cde 
MeDonald Patrick, laborer, bds 45 Wahconah 
McDonald Peter J., bds 39 Second 
peers Thomas, emp W. C. S. Mfg. Co., h Water n East Housa- 
с 
тозор Willis, spinner Taconic mill, bds off New road at 
ridge 
LH они pn McDonnell 
Е Michael, boots, shoes, rubbers, ete. 95 North, bds 
McDonnell Michael, emp Water works, bds 28 Railroad 
McDonnell Patrick F., clerk 37 West, h Robbins av c Prospect 
McDonough Edward J., clerk 145 North, bds 105 Robbins av 
MeDonough Honora, widow John, h 105 Robbins av | 
McDonough Jerry J., rem to North Adams 
McDonough John, laborer, h Winter n Burbank 
McDonough Joseph, weaver, bds 48 Burbank 
McDonough Martin, spinner, Баз Winter n Burbank 
McDonough Peter, emp Bel Air Mfg. Co., h 5 Cottage row 
MeDonough Peter, emp R. & J. Clock Co., bds 48 Burbank 
McDonough Philomena, widow Peter, h 48 Burbank 
McEnany Barney, rem to Texas ; 
McEnany John, wholesale and retail liquors 6 Fenn, h 6 Maple- 
i av à ' 
McEnany Terence Н. (T. Н. 5С 
зе ag den (Т. Н. McEnany & Co.), 101 North, h 11 
MeEnany T. H. & Co., saloon 101 North 
MeFarland Elizabeth, widow Israel, h 66 Elm 
McFarland Mary, widow William, h 47 Onota 
McFarland William, gardener, bds 47 Onota 
MeFarland —see MacFarland 
McGarry Peter, emp B. & A. R. R., bds 28 Railroad 
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McGarry William, restaurant 7 West, h 11 Bradforc 

° McGeehan John, rem to Maine З 

McGinty Richard, rem to Chicago, Ill. 

McGovern James, laborer, bds r 12 Clough 

McGovern Bridget, widow Patrick, h r 12 Clough 

McGowan James, accountant emp Wilson & Horton, h 12 Mel- 
ville 

McGowan James C., joiner emp 140 North, h 6 Wellington av 

McGowan J. Frothingham, accountant 10 North, h 5 Willis pl 

McGowan Sarah Miss, teacher Fenn st. school, bds 12 Melville 

McGrath Lawrence, laborer, h 43 Onota 

McGrath Maggie Miss, nurse House of Merey 220 North 

McGuire Frank, rem to Albany, N. Y. е 

McGuire John, emp Tillotson & Power, h Lower Barkerville road 

McHenry John, emp O. Coogan & Sons, h 4 High 

McHugh Bridget, widow Frank, h 28 Clough 

McHugh Henry, emp В. & А. В. R., bds 28 Clough 

McHugh—see McCue - : 

McHugo Patrick, emp Tillotson & Power, h off 19 Harris 

MelIunis—see MacInnes 

McKay James, laborer emp C. E. Merrill, h Alcove 

MeKee William J., emp R. & J. Clock Co., bds 37 Howard 

MeKeeg Etnia, engineer 27 Elm, bds 39 40. | 

McKeever James, emp Russell’s mill, h 24 Wellington av 

McKegg George, ice peddler A. J. Bruey, West, bds do. 

McKegg Isaac, teamster, h 90 South 

McKendrick William, carder P. W. Mfg. Co., h Chatham 

McKenna James, real estate, loan and business agency 77 North, 
h 51 Railroad 

McKenna James, mason, h 4 Wellington ау. 

McKenna Mary Miss, dressmaker, bds 51 Railroad Н 

McKenna William F., emp B. Knitting Co., bds Clough с Robbins ау 

McKennedy Frances Miss, dressmaker, bds 42 Second 

McKeon Alexander, carriage trimmer, h West bey Jason 

McKeon John N., farmer, h West bey Jason 

McKeon Joseph, joiner, h Tyler n Parker 

McKim John, bds 35 Gold av 

McKim John J., clerk 47 North, h 35 Gold av 

McLaughlin Annie B. Miss, compositor P. E. Journal, bds 80 
South 

McLaughlin Daniel, emp R., К. & Co., bds 7 High 

McLaughlin James, blacksmith, bds 33 Second 

McLaughlin James A., emp S. N. & С. R. Mfg. Co., bds 139 Wah- 
conah - 

McLaughlin James P., h 27 Bradford 

McLaughlin John, laborer, h 33 Second | 

McLaughlin Patrick, emp Meadow farm Middle, h 7 High 

McLaughlin Peter, painter, h 40 Francis av _ 

McLaughlin Thomas, boss dyer 8. N. &С. R. Mfg. Co., h 139 
Wahconah 


McLaughlin Thomas Rev., asst. pastor St. Joseph's Church, h 168 
North 
McLaughlin William H., emp R. K. & Co., bds 88 Fenn 
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McLaughlin—see O’Laughlin and MacLaughlin 

McMahon Bridget Miss, h 20 South Church 

MeMahon Catherine, widow Martin, bds 31 Third 

McMahon Catherine, widow Thomas, h depot road n Shaker depot 

McMahon Cornelius, weaver Taconic mill, bds 48 North 

MeMahon Francis, clerk 151 North, bds 22 Seymour 

McMahon Frank, weaver Taconic mill, bds 448 North 

MeMahon John, h 59 Bürbank 

MeMahon John, hod carrier II. Dodge, h 8 Division 

MeMahon Mary Miss, bds 4 Division 

MeMahon Mary J. Miss, book-keeper 59 Burbank, bds do. 

MeMahon Michael, laborer emp H. Dodge, h 4 Division 

MeMahon Michael, laborer, h 22 Seymóur 

MeMahon Michael, h 47 South Church 

Tenn Michael, emp Shaker mine, bds Depot road n Shaker 

epot i 

McMahon Michael J. (M. J. McMahon & Co.), 147 North, h North- 
rop n Bradford 

McMahon M. J. & Co. (Michael J. McMahon, Simon Н. Ryan), 
grocers 147 North 

MeMahon Patrick, fireman Bel Air Mfg. Co., h 3 Division 

McMahon Simon, emp W. Clark & Co., h 31 Third 

McMahon William J., grocer 59 Burbank, В 244 Union 

MeManama Cornelius, emp B. & А. В. R., В Beaver n Peck's 
bridge 

MeManama Margaret, widow Charles, h r 119 Beaver 

MeMannis Patrick, emp Bel Air Mfg. Co., h Richmond av 

MeMannis Pattick Jr., bds Richmond av 

McManus Thomas A., blacksmith, bds 16 Pearl 

MeMulkin Thomas, rem to Rockville, Ct. 

McNally John, emp Mrs. John Buckingham, bds West n Parker av 

MeNally Richard, clerk 1 South, bds 8 Railroad 

McNamee James, joiner, bds 68% North 

McNamee John, presser Russell mill, bds Aleove 

McNamee Richard, gigger Russell mill, h Alcove 

МеМ№еесе Charles, emp Tillotson & Power, h n do. 

MeNeece Frank, laborer, bds n Tillotson & Power 

MeNeece James, emp Tillotson & Power, bds n do. 

McNeece John, emp 31 North, bds n Tillotson & Power 

MeNeece Michael, farm hand, Hancock road n North 

MeNerney Martin, emp Bel Air Mfg. Co., h 153 Waheonah 

MeNorton Bridget, widdw Gordon, В Mill bet West and railroad 

McSweeney Alphonsus R., clerk 59 Burbank, bds 34 Reed 

McSweeney Frank E., clerk 17 South, bds 24 Reed 

McSweeney James, emp May & Chapel, h 24 Reed 

McSweeney James L., student, bds 24 Reed , 

Meach William, blacksmith, h 45 North First 

Mead Abner W., blacksmith emp 33 West, h Wellington av opp 
Maplewood av 

Mead Edward B., carriage and sleigh repository 21 North, h 
208 do. 

Mead Hannah, widow George W., h First с Fenn 

Mead James, cook, h 37 Linden 


14 
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Mead Margery E., widow George W., h 19 First 

Mead M. E. Miss, teacher, bds 18 South 

Mead Michael, laborer, h 100 River 

Mead Phebe, cook Berkshire Co. Home, South, rms do. 

Mead Thomas F., emp Russell & Brown, bds Railroad av с North 
Pearl 

Mead William D. B., rem to Worcester 

Meagher Michael, emp W. C. S. Mfg. Co., bds 55 Fenn 

Meagher Michael, gardener, bds 12 Beaver 

M. E. Church, Fenn c Allen 

Medill Moses, rem to Canada 

Medlyn Samuel, emp 11 West Housatonic, bds do. 

Mee James, emp R., K. & Co., bds 14 Seymour 

Mee John, mason, h 37 Burbank 

Mee Martin, joiner, h 88 Wahconah 

Mee Mary, widow Thomas, h 14 Seymour 

Meehan.Ellen, widow William, h 73 Francis av 

Meehan Hugh, laborer, h 13 Clough ; 

Meehan James W., shoemaker R., K. & Co., bds 73 Francis av 

Meehan John, bartender 101 North, h 46 Daniels av 

Méehan Margaret E., widow William, groceries, ete., 6 Spring, h do. 

Meehan Michael H., emp Russell’s mill, h Pontoosuc av 

Meehan Patrick, rem to New York 

Meehan William, laborer, bds 73 Francis av 

Meigs Charles S. (Meigs & Wright), 72 North, h 32 Pomeroy's av 

Meigs William D., cabinetmaker emp 155 North, h 31 East 

Meigs William L, clerk Pittsfield Dye House, bds 31 East 

d EIGS & WRIGHT (C. S. Meigs and F. F. Wright) crockery 

and house furnishings 72 North—See p 264 

Meister Adam, tailor, emp 58 North, bds 11 Pearl 

Mellen Fred B., emp B. & A. B. R., bds 24 Circular av 

Mellen George W., emp Henry & Blain, h 24 Cireular av 

Mellen Lewis L., rem to Chatham, N. Y. 

Mellody John, laborer, bds 101 West 

Mellody Lawrence, gents’ furnishing goods, hats, caps, etc., 61 
North, h 101 West 

Melville Florence Miss, h Lenox middle road 

Melville Kate G. Miss, h Lenox middle road 

Melville Street School, North Pearl 

Mentor William F., machinist 8. В. Mfg. Co., bds 15 South Rob- 
bins av 

Mercer Martha W., widow John, boarding-house 12 Pearl 

Mercer William M., physician, office 4 North First, h 2 do. 

Merchant Alice N. Miss, clerk 128 North, bds 55 Francis av 

Merchant Charles, plumber, h 4 High 

Merchant Ellen J., widow Albert, h 55 Francis av 

Merchant Fred J., printer, bds 23 Howard 

Merchant Howard W., rem to North Adams 

Merchant James F., rem to Greenfield 

Merchant Jane E., widow John W., bds 23 Howard 

Merchant Louis A., clerk В. & A. freight depot, bds 55 Francis av 

Merchant—see Marchant s 

Merithew Lucy A., widow Horace R., bds 12 Bradford 


a 
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Meron Charles D. A., barber emp 3 South, bds 8 Worthington 
Meron Eli G., shoemaker 3 South, h 8 Worthington 
Meron Enos I., barber 7 South, bds 8 Worthington 
Merriam David, carpenter emp C. E. Merrill, h 9 Pleasant 
Merriam George, joiner, h 6 Lake 
Merriam Lorenzo, farmer, h 168 West 
Merriam Louis, joiner, h 52 Beaver 
Merriam Octave, emp Tillotson & Power, h Stearnsville 
Merrill Ayers P., h 4 Adam 
ERRILL CHARLES E., planing mill, lumber, doors, sash, 
1 blinds, wagonmaker, etc. 140 North, h 138 do.—See front 
col’d p V 
Merrill Hannah Miss, h Evergreens, Pontoosuc lake 
Merrill Henry C., h 3 Daniels av 
Merrill Herman C., emp 100 North, bds 26 Circular av 
Merrill John E., h 7 Melville 
Merrill John P., book-keeper C. E. Merrill 140 North, h 21 Daniels 


av 
Merrill Maria E. Miss, bds 7 Melville 
Merrill Mary, widow Justice, h Evergreens, Pontoosuc lake 
Merritt Henry L., engineer B. & А. В. R., h 37 Circular av 
Merry Burt, varnisher, bds 8 Robbins av 
Merry Edward F., joiner T. R. Glentz, h 27 First 
Merry Henry N., carriage painter Liberty, h 24 Lincoln 
Merry Minnie D. Miss, clerk 47 North, bds 27 First 
Merry Sarah, widow H. N., bds 119 Fenn 
Merry Theodore F., printer Eagle office, h 1 Goodrich 
Mesick Allen, laborer, bds Tierney lane r Clough 
Mesick John T., emp Maplewood Hotel, h Tierney lane r Clough 
Mesick Lucy, widow Thomas, bds Tierney lane r Clough 
Messer Jerry, joiner emp D. C. Munyan, h 48 Howard 
Messer Joseph T., joiner emp D. C. Munyan, bds 48 Howard 
Messer Nicholas C., elerk 11 Fenn, h 31 North Second 
Messier Arthur, emp R. & J. Clock Co., h r 17 South Church 
Messier Louis J., rem to Dalton 
Messier William, emp R. & J. Clock Co., h 19 Worthington 
V ETROPOLITAN LIFE INS. С0., С. П. Healy, supt., (18) 
Wollison blk 683 North, office hours 8 to 10 a. m. and 5 to 6 
p. m. 
Meyer Henry F., spinner, h 14 Harris 
Meyer Isadore, music teacher 10 Circular av, h do. 
Meyer Louisa C., widow Henry A., h 22 Harris 
Meyer Mary, widow Charles, h off 45 West Housatonic 
Meyer William C., music teacher, h 22 Harris 
Meyer—see Myers 
Michael Merwin N., joiner T. В. Glentz, h 18} Linden 
Michael Norman M., farm hand emp W. S. Noble Beaver n junc- 
tion, bds do. 
Michaels Henry M., watchman H. R. R. round house, h West 
Housatonic bey H. R. R. - 
Michaels Martin, emp Russell mill, h Richmond av 
Michaels Peter, weaver Taconic mills, h off North n gas works 
Michaels William, laborer, bds 37 Beaver 
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Michaels William Jr., emp D. M. Collins & Co., bds 37 Beaver 

Mickle George A., painter, h 6 Willis pl 

Mickle Jonathan В., carpenter, bds 6 Willis pl 

Middlebrook Charles D., butcher emp 13 Depot, bds 28 Rail- 
road 

Middlebrook Cleber L., emp R., K. & Co., h 33 Orchard 

Middlebrook George, mason, bds 683 North 

Middletown Beesy, widow Patrick, h r 139 West 

Mifflin Sarah E., widow Benjamin C., bds 13 Broad 

Millarn Amelia A., widow Oliver S., h 4 Crosier av 

Miller Adolphus, emp 140 North, h 3 Kent av 

Miller Andrew, engineer Shaker mine, h Depot road 

Miller Ann, widow Joseph, h 55 River 

Miller Charles H., painter 7 Renne pl, h do. 

Miller Charles L., clerk 145 North, h 139 West 

Miller Collins E., farmer, h New Lenox road 

Miller Edward, tailor emp (5) 8 West, h 7 Orchard 

Miller Eliza C., widow Freeman, bds 140 West 

Miller Ella J., bakery and ice cream 43 Beaver, h do. 

Miller Eugene S., hostler, В 109 Robbins av 

Miller Ezra M. (R. Kells & Co.), 4 West, h 140 do. 

Miller Frank J., teamster, h Middle n Elm 

Miller Fred., carpenter, bds 11 Pearl 

Miller Fred. S., teamster J. Н. Butler, h 16 First 

Miller Freeman M., city editor Evening Journal, h 140 West 

Miller Irving M., emp R., К. & Co.,h 13 Orchard ^ 

Miller Jacob, laborer, h Depot road, Shaker Village 

Miller James F., mail carrier, h 35 Robbins av 

Miller James L., rem to Dalton 

Miller Jared R., emp J. H. Butler, h 6 North Second 

Miller John, farm hand, h Stearnsville 

Miller John C., bas Shaker mill 

\ ILLER KELTON B., grocer 151 North, rms 16 Union— 

Л Зее р 283 

Miller Luman, teamster Е. С. Guilds & Co., h 125 Fenn 

Miller Mary E., teacher Linden Street School, bds 21 Railroad 

Miller McClennan, teamster, h 35 Second 

Miller Nellie A. Miss, nurse House of Mercy, 220 North 

Miller Perry E., machinist, bds 99 Fenn 

Miller Samuel L, carpenter, h 6 West Housatonic 

\ ILLS ARTHUR A., crockery, glass, ete. 25 North, 154 do. 

1 —See front cover 

Mills B. Frank, foreman cutting room В. К. & Co., h 97 Fenn 

Mills Frank D., book-keeper Sun Printing Co., bds 22 South 

Mills Henry T., reporter Pittsfield Sun, rms 9 Church 

Mills Matthew, painter, bds 91 West 

Mills Newton A., supt. R., К. & Co., h 97 Fenn 

Mills S. M. Miss, bds 177 North 

Milnes Fred. H., supt. P. S. Power Co., bds Stearnsville road 

Milton William F., Unkamet. farm, Cross road n Coltsville 

Miner Augustus, joiner, h 29 Howard 

Mink Charles W., printer emp The Pittsfield Sun, bds 26 Maple- 
wood av 
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Mink William, pres. and treas. The Sun Printing Co. 10} North, 
h 26 Maplewood av 

Minsky David, bottle dealer, h 147 West 

Miseal John, rem to Boston 

Miseal Patrick, laborer, h r 12 Clough 

Mitchell Elizabeth, widow Abel, bds 6 Francis av 

Mitchell Kate Mrs., h Barkerville road 

Mitchell Patrick, emp Taconic mill, h 225 Wahconah 

Mitchell Thomas, laborer, bds 225 Wahconah 

Mizer Frank, shoemaker 139 Wahconah, h Onota n Peck’s road 

Mogel Napoleon, loom fixer Taconic mill, h 184 Wahconah 

Molleur Marceline Miss, bds 10 Lake 

Mollner Benjamin, rem to New Milford 

Moliner David N., cutter 46 North, rms 40 do. 

Mollner George, emp North Adams, h 71 Fenn 

Mollner Louis N., clerk 46 North, bds 71 Fenn 

Mongon Louis, h Mill n West Housatonic 

Monks Anna, widow Stephen C., boarding house 28 Railroad 

Monks Isaac, emp May & Chapel, bds 28 Railroad 

Monks Stephen W., clerk 55 North, bds 28 Railroad 

Monroe Charles, clerk, bds 8 Bradford 

Monroe Charles W., clerk 73 North, h 37 North First 

Montoux Joseph S., stone cutter, h 8 Wellington av 

Montville Joseph, clerk 52 North, h 25 First 

Montville Mitchell, blacksmith 23 Pomeroy’s av, h 29 do. 

Montville Napoleon, h 3 Broad 

Mooney Annie K. Miss, bds 2 Wellington av 

Mooney Arthur, laborer C. C. Gamwell, h 21 Harris 

Mooney J. Arthur, laborer, bds 21 Harris : 

Mooney Mary, widow Patrick, bds Peck’s road n lower mill 

Mooney Patrick, emp Peck’s mill, h Peck’s road, n do. 

Mooney S. Alice Miss, dressmaker, bds 2 Wellington av 

Mooney Thomas, rem to Dalton 

Mooney William T., coachman 23 South, bds do. 

Moore Ann, widow Patrick, h 19 Lincoln à 

Moore Charles L., teamster emp Е. G. Guilds & Co., В 14 Guilds pl 

Moore Douglass S., teamster Е. G. Guilds & Co., h 2 Guilds pl 

Moore Eldad E., h 16 Linden 

Moore Gardiner B., tea, coffee and spices 57 Elm, h do. 

Moore George, rem to Canada 

Moore Georgė L., laborer, h Williams n Elm 

Moore Homer L., mail agent H. R. R., h 8 Willis pl 

Moore Jacob, peddler, h King 

Moore Jacob Jr., bottler, bds King 

Moore James, laborer, h 19 Lincoln 

Moore James, joiner, h 61 Elm 

\ OORE MARCUS T., iron founder г 72 Fenn c Second, h 9 

Willis pl—See p 249 

Moore Otis, emp W. С. S. Mfg. Co., h Water 

Moran Harriet, widow Joseph, bds 21 Union 1 

Moran John, farmer, h Lenox middle road n town line 

Moran Michael, h 30 Beaver 

Moran Patrick, emp 43 South, bds 7 Reed 
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Moran Peter, emp Dr. Frank Paddock, h 24 Bradford 

Moran Thomas, coachman 19 South, h 6 South Church 

Moran William, truckman, h 37 Daniels av 

Morewood George B., h South bey South Mountain 

Morewood W. B., h Lenox middle road 

Morey Daniel C., h 179 North 

Morgan Charles M., carpenter, h Pond n Second 

Morgan Emeline A., widow Charles, h Stearnsville road 

Morgan Francis, laborer, h 11 West 

Morgan Henry T. (H. T. Morgan & Co.), 39 North, h 9 Pome- 
roy's av А 

\ ORGAN Н. Т. & CO., clothing, hats, caps, furnishing goods, 

trunks, bags, etc. 39 North—See back cover 

Morgan--see Mongon 

Morin Celine, carpet weaver, bds River n Railroad 

Morley Sardis B. Rev., h 32 Union 

Morrell Alfred M., tea store 129 North, h 75 Fenn 

Morrell Filice L., laborer, h 56 Beaver 

Morrill John, laborer, h 56 Beaver 

Morris Antoine, bds Parker n Tyler 

Morris Charles W., rem to Springfield 

be a E., farmer Wahconah farm, Cross road n Colts- 
ville 

Morris George, clerk П. S. Smith & Son Lower Barkerv ille, bds do. 

Morris Gilbert, boss spinner, h Barkerville 

Morris Hermann C., book-keeper Pittsfield Coal Gas Co., h 8 Wel- 
lington av 

Morris Joseph, emp B. & А. В. R., h r 61 Robbins av 

Morris Nathaniel, book-keeper Z. & W. M. Crane, h opp gov. mill, 
Coltsville 

Morris Nellie Mrs., h 2 Beaver 

Morris Thomas, hostler 3 Wendell av, bds do. 

Morrison David, mason, h 6 Second 

Morrison Ellen, widow Patrick, bds 42 Second 

Morrison Frank, laborer, bds Hancock road 

Morrison George, masor, h 42 Clough 

Morrison Thomas, emp 3 Wendell av, bds do. 

Morrissey Agnes Miss, teacher, bds New Lenox road 

Morrissey Bryon, canvasser, h r 24 Circular av 

Morrissey Edward, h 41 South Church 

Morrissey John J., prop. Lake View House 

Morrissey Margaret, widow John, h 82 Wahconah 

Morrissey Michael H., emp 33 West, bds 41 South Church 

Morrissey Roger, weaver, bds 82 Wahconah 

Morrissey Thomas F., laborer, bds 41 South Church 

Morrissey Thomas F., clerk Lake View House, bds do. 

Morrissey William E., emp Sisson & Robinson, bds Hancock road 
n North 

Morrow George B., farm hand South Mountain, bds do. 

Morrow John, farmer, h West n town line 

Morrow John C., clerk H. P. Lucas, bds 7 West Housatonic 

Morrow William J., emp R. & J. Clock Co., h 12 Railroad av 

Morse Alonzo S. (Morse Bros.), 33 West, h 14 Pomeroy's av 
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Morse Bros. (W. Demarest Morse and Alonzo S. Morse), silver and 
nickel platers 33 West 

Morse Edwin R., farmer, № Beaver n Dalton road ° 

Morse Nelson 2d, teamster F, G. Guilds & Co., bds 18 Guilds pl 

Morse Nelson J., teamster F. G. Guilds & Co., h 18 Guilds pl 

Morse W. Demarest (Morse Bros.), 33 West, res New York 

Mortimer Joseph H., supt. Taconic mill, h 517 North 

Mortimer Welcome, foreman weaving dept Bel Air Mfg. Co., h 34 
Wahconah 

Morton Rebecca, widow Seth W., h 183 North 

Morton S. W., Hose No. 3, North n Melville 

Morton Warner G. (W. G. Morton & Co.), 21 Depot, res Albany, 


Ne. Y. 
\ ORTON У. 0. & CO. (Warner G. Morton and William Е. 
1 Francis), coal and wood dealers 21 Depot—See p 276 
Mosher Lovira Mrs., bds Elm n Pleasure Park 
Motta Gaetano G.,wood carver,emp Clapp av rms Bohlman's Hotel 
Mougin Augustus, rem to Dalton 
Moulton Charles B., baker emp 56 North Second, bds 64 Francis av 
Moulton J. Frank, printer The Pittsfield Sun, h 64 Francis av 
Mountain Edward, farm hand, h 123 Wahconah 
Mountain John H., clerk 98 North, h 95 Robbins av 
Mountain William, steam fitter emp 23 West, bds 123 Wahconah 
Mowan Patrick, laborer, h off Lake av 
Mozenier Clemence, brakeman B. & А. В. R., h 73 John 
Mugler Chris. J., emp 10 North, h 20 Lincoln 
Mugler Christopher, cabinet maker, emp 100 North, h 19 North 
Second 
Mugler George H., upholsterer emp 100 North, h 18 Lincoln 
Mugler Philip H., book-keeper 19 North, bds 19 North Second 
Muleahy John, teamster, bds 15 Harris 
Mulcahy Michael, watchman L. Pomeroy's Sons, h 15 Harris 
Muldoon Edward, h Alcove 
Mulgrew Eliza Miss, h 26 Clough 
Mulkern John, laborer, bds 27 Wellington av 
Mulkern Patrick, emp Wahconah farm, Cross road, bds do. 
Mullany James, emp H. S. Russell & Co., h 28 Clough 
Mullany Rose, widow John, h Peck's road n Peck's upper mill 
Mullany Thomas, emp Prince & Walker, h 61 West 
Mullen Ann, widow James, h Winter 
Mullen Ann, widow Thomas, bds Dalton road n Junction 
Mullen Bridget, widow Patrick W., h Mill n West Housatonic 
Mullen Edward F., emp Tillotson & Power, h Lower Barkerville 
road 
Mullen James, emp R. K. & Co., bds Lake n Third 
Mullen Michael, emp O. Coogan & Sons, h 2 High 
Mullen Michael, piekerman, h Barkerville 
Mullen Thomas H., bds Winter 
Mulrooney Patrick,emp S. N. & C. R. Mfg. Co., Peck's road, h n do. 
Mulroy James, h ttussell's road, off 137 North 
Mulvaney Rose, widow James, h 7 r 45 West Housatonic 
Mundon Peter, blacksmith, h 103 North - 
Munn Benjamin R., emp Peck’s mill, bds North First c Tyler 
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Munn Eliza, widow James D., В 17 Daniels av 

Munn Elizabeth, widow John, bds North First c Tyler 

Munn Frank, teacher, bds 17 Daniels av 

Manson George G., fireman Р. I. Co.,h 36 Wellington av 

\ UNYAN DE WITT C., carpenter and builder Allen г Acad- 
emy of Music blk, h 20 North First—See front сора p VI 

Munyan Janet A., widow Austin D., bds 20 North First 

\ URDOCK GEORGE Å., civ il engineer, h 30 Wahconah— 
See p 240 

Murdock Toha W., laborer, bds 49 River 

Murnane John, h 153 Wahconah 

Murphy Annie Miss, dressmaker, bds 17 Union 

Murphy Bernard, emp P. Woolen Mfg. Co., bds 509 North 

Murphy Bridget, widow Terence, h Richmond av с Pontoosuc av 

Murphy Catherine Miss, h 509 North 

Murphy Daniel, baggage master B. © А. В. R, h 17 Union 

Murphy Elizabeth, widow Thomas, h 111 W: shconah 

Murphy Ellen, widow Michael, h Hamlin opp Wellington av 

Murphy Francis J., emp. S. N. & C. R. Mfg. Co., h Richmond av 

Murphy Frank, emp Т. & P., bds West .Housatonie bey Н. В. В. 

Murphy Garrett, laborer, h Onota n Peck's road 

Murphy Henry P., brakeman B. & A. R. R., bds West Housatonic 
bey H. R. R. 

Murphy Hugh, emp P. Steam Power Co., bds Spring 

Murphy Humphrey, carpenter, h 126 West 

Murphy James, dresser Russell's mill, h Richmond av 

Murphy James, emp T. & P., В West Housatonic bey П. В. В. 

Murphy James, joiner D, C. Munyan, h 23 Wellington av 

Murphy James A clerk 142 North, bds Berkshire House 

Murphy James E., , emp Tillotson & Pow er, bds West Housatonic 
bey H. R. R. 

Murphy James H., п.еаф market 7 West, h 190 North 

Murphy Johannah, widow John, bds n Richmond pond, Barker- 
ville 

Murphy John D., rem to New York 

Murphy John E., emp N. E. Telephone and Tel. Co., rms 11 
Hamlin 

\ URPHY JOHN F., boots and shoes 106 North, i 7 North 

"n Second—See p 266 

Murphy John H., laborer, bds 186 Wahconah 

Murphy John J., druggist 116 North, h Hamlin ¢ Wellington av 

Murphy John J., painter, bds 6 Robbins av 

Murphy John P., weaver Russell’s mill, h Pontoosue av 

Murphy Joseph, earpenter, h 21 Railroad 

Murphy Joseph, emp Robbins, Kellogg & Co. 

Murphy Lizzie J. Miss, teacher Russell School, bds West 
Housatonic 

Murphy Maggie F., rem to Troy, N. Y. 

Murphy Martin, emp Peck’s lower mill, bds 156 Wahconah 

Murphy Micbael, carpenter, h r 6 Robbins av 

Murphy Michael, emp P. Woolen Mfg. Co., bds 509 North 

Murphy Patrick, laborer, h 12 Clough 

Murphy Peter, weaver Р. W. Mfg. Co., h 509 North 
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Murphy Philip, joiner, bds 6 Robbins av 

Murphy Thomas D., h 186 Wahconah 

Murphy William A., painter, h 38 River 

Murphy William J., weaver Taconic mill, h North n New road 

Murphy William J., emp R., K. & Co., bds 16 Pearl 

Murphy Wm. M., emp Wm. Clark & Co., h 110 River 

Murray Alexander, emp В. & J. Clock Co., В 91 West 

Murray Felix, painter, h 73 Beaver 

Murray Frederick, emp Z. Crane Jr. & Bros., bds Dalton road n do. 

Murray George B.. rem to Richmond 

Murray Hann: ah, widow Patrick, h 25 North Second 

Murray John Henry, stone mason, h 107 River 

\ URRAY JOHN W., boarding, livery and feed stable г Berk- 

1 shire House, h 19 Adams—See р 291 

Murray Lillie E. Miss, clerk 25 North, bds 157 do. 

Murray Michael, clerk 97 North, bds 25 North Second 

Murray Minnie M. Miss, cashier 47 and 49 North, bds 157 do. 

Murray Patrick, farmer, h Dalton Division road n Beaver 

Murray Patrick E., rem to New York 

Murray Thomas H. (Cain & Murray), 69 North, h 25 North Second 

Murray William, mason, h Beaver bey Junction r 

Murray Wm. H., book- -keeper, h 157 North 

Murtaugh James H., emp J. L. Russell, h 88 Robbins av 

Murtaugh Michael J., policeman, h Alcove 

Museum of the Berkshire Athenæum, Bank Row 

Musgrove Charles M., overseer Berkshire Knitting Mills, h West 
bey Jason 

Musgrove John H., supt. Berk. Knitting Mills, h 21 Maplewood av 

Muzzy John, rem to Dalton 

Myers Caroline M., widow R. E., h 10 Robbins av 

Myers Charles, emp Peck’s upper mill, h 157 Wahconah 

Myers Charles, spinner Taconic mill, h off North n do. 

Myers Charles E., messenger American Express Co., h 10 Robbins 
av 

Myers Claude, clerk, bds 10 Robbins av 

Myers Harry W., shipping clerk 33 West, h 12 Francis av 

Myers Simeon, driver W. H. Teeling & Co., rms 165 North 

Myers—see Meyer 


NAGELSCHMIDT JOHN, butcher, h 95 River 
Narey Annie M. Miss, nurse House of Mercy, 220 North 
Narey Mary, widow John, rem to Dalton 
Narey Mary A, Miss, rem to Dalton 
Nash Adeline Mrs., bds 177 North 
Nash Archie S., emp R., К. & Co., Баз 47 Elm 
Nash Daniel, rem to Waterbury, Ct. 
Nash Elmer H., foreman R. K. & Co., h 47 Elm 

ASH EMORY H., real estate and loan agency 60 Sr thh 12 
1 Maplewood av—See р 240 
Nash Harvey L., sale and boarding stable Allen, h 5 Pearl 
Nash Herbert A., laborer, h Stearnsville 
Nash Homer B., collection agency 11 North, h 46 North First 
Nash Sarah E. Miss, bds 20 Union 


15 
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Nash Walter C., joiner, h r 3 Elm - 
тевак BICYCLE CO., L. L. Atwood pres, 73 North— 
See p 262 

National Dining Rooms, B. F. Green prop., 37 Fenn 

Naughton James, boss dyer Taconic mill, h 500 North 

Naylor Frank, emp T. Pomeroy, bds Mill n West Housatonic 

Naylor John, bds Mill n West Housatonic 

Naylor Roger, laborer, h Mill n West Housatonic 

Naeheris Adolph, butcher, h South n railroad 

Neal George, emp R., K. & Co., h 1 West Housatonic 

Neal George Mrs., dressmaker 1 West Housatonic, h do. 

Neary Mary, widow John, h Dalton road bey gov. mill, Coltsville 

Nedo Joseph, emp P. W. Mfg. Co., h 4 Clapp blk, New road 

Neil Amos, butcher, h South Mountain 

Neil Lucy Miss, bds 6 East Housatonic 

Nell Ada F. Miss, rem to Cincinnati 

Nelligan John J., lawyer with A. J. Waterman 5 Bank Row, h 30 
Francis av 

Nelligan Timothy J., foreman A. Н. Rice & Co., h 40 Linden 

Nelson Fred C., clerk 27 North, bds 14 Maplewood av 

Nelson Lucien P., emp R. K. & Co., h 77 Fenn 

Nesbet Robert, engineer Pontoosue mill, В Chatham 

Nesbet William, spinner, h 156 Wahconah 

Nesbet William Jr., boss dresser Bel Air Mfg. Co., в Weller av 

Nesbet—see Nisbet ° 

Nettleton Helen Miss, milliner emp 47 North, bds 152 do. 

Neuber Robert, emp Taconic mill, h r 523 North 

Neville James, emp 7 East, bds 12 First Р 

Newberger Herman, emp Pontoosuc mill, bds Chatham 

Newberger Mary, widow Frank, h Chatham 

Newberry Annie Miss, emp Bel Air Mfg. Co., bds 111 Wahconah 

Newcastle Lafayette M., joiner, bds Fourth е Clapp 

Newcastle Lena May Miss, teacher Junction school, bds Fourth с 
Clapp 

Месе Peter, grocer Fourth c Clapp, h do. 

New England Telephone and Telegraph Co., E. M. Wilson manager, 
(30) Berkshire Life Insurance bdg, 3 North 

Newman Abraham J. (J. R. Newman & Sons), 46 North, h 170 do. 

Newman Benjamin W. (J. R. Newman & Sons), 46 North, res 
Gloversville 

Newman George H. (J. R. Newman & Sons), 46 North, bds North 
c Maplewood av 

Newman Joseph R., h North c Maplewood av 

Newman J. R. & Sons (Abraham J., George H. and Benjamin W. 
Newman), merchant tailors, clothiers, hatters and furnishers, 
46, 48 and 50 North 

Newton Albinus, farmer, h Dalton road 

Newton Elias A., laborer, h 81 North 

Newton Eliza О. Mrs., grocer 50 Robbins av е Bradford, h do. 

Newton Elizabeth S. Miss, h 2 East 

Newton Ernest J., rem to Lenox 

Newton Frank P., piano tuner and repairer 153 North, bds 17 

North Second 
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Newton Henry D., emp Pontoosuc mills, h do. 

Newton Henry H, real estate, loan and collection agent 154 
North, h 17 North Second 

Newton Jane P., manager M. J. Newton Dining Rooms, 4 Cottag 
Row . 

Newton Jason, h 21 Orchard 

EWTON M. J. DINING ROOMS, 4 Cottage Row—See p 

286 

Newton William H., bds 17 North Second 

Newton William Wilberforce Rev., rector St. Stephen’s Episcopal 
Church, h 10 Bartlett av 

у STEAM LAUNDRY, J. S. Gould prop., 35 Fenn 
—See p 259 

Nicholas pact emp T. R. Glentz, bds 10 Lake 

Nichols Arthur W., emp 4 Bank. Row, bds 40 West Housa- 
tonic 

Nichols Edward, teamster, h Newell c Meadow Lawn 

Nichols John B., painter, h 10 Lake ў 

Nichols Kate A. Miss, rem to Michigan 

Nichols Lucretia Mrs., bds Berkshire House 

Nichols M. Leah Miss, milliner, bds 10 Lake 

Nichols Persis E., widow P. Houghton, bds 21 Orchard 

Nichols Sarah S. Miss, h 31 Elm 

Nicholson John, chief of police, office School, h 234 Center 

Nicholson Mortimer, emp R. & J. Clock Co., h 13 Newell 

Nickerson George G., clerk 11 Fenn, bds 43 North Second 

ICKERSON JOSHUA C., fish, oysters, fruit, canned goods, 

ete. 11 Fenn, h 43 North Second—See opp inside back cover 

Nickerson Mulvina, widow Francis, h 14 Dunham 

Nida—see Von Nida 

Nilan James, emp В. & А. В. В. repair shop, һ 28 Wellington av 

Nilan John J., emp P. Tack Co., bds 32 Third 

Nilan Mary Miss, clerk 52 North, bds 30 Railroad 

Nilan Michael, saloon McKay c Morton pl, h 30 Railroad 

Nilan Michael, emp R. K. & Co., bds 32 Third 

Nilan Patrick, carpenter, bds 32 Third 


- Nilan Rosa, widow John, h 32 Third 


Nilan Thomas, bds 30 Railroad 

Nisal Charles, carriage painter, h Junction 

Nisbet Thomas, spinner Bel Air Mfg. Co., h 163 Wahconah 
Nixon John, emp S. N. & C. R. Mfg. Co., h Richmond av 
Noble Agnes H. Miss, bds 7 East . 

Noble Charles, emp Р. W. Mfg. Co., Ъ4в г 523 North 
Noble Clark D., emp Wm. Clark & Co., h 79 Fenn 

Noble Eli, farmer, h Maple av, Coltsville 

Noble Flavius P., h Silver n Second 

Noble Fred A., farmer, h Lenox middle road n town line 
Noble George W., farmer, h Lenox middle road n railroad 
Noble Henry, farmer, h Beaver at Junction 

Noble Henry Mrs., h 77 Fenn 

Noble Johannah, widow William, bds r 523 North 

Noble John H., farmer, h Middle n Willis 

Noble John W., joiner emp C. E. Merrill, h 108 Fenn 
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Noble J. Wesley, supt. box dept. В. К. & Co., В Maplewood ау с 
Wellington av 
Noble Mary A. Mrs., В 7 East 
Noble Norman, market gardener 11 West Housatonic, h do. 
Noble William S., milkman, h Beaver at Junction 
Nolan John, rem to Lenox 
Nolan Martin, laborer, h 80 Clough 
Noon Patrick H., emp R. K. & Co., h Lake n Fourth 
Noonan Patrick, emp H. R. R., h 24 Linden ‹ 
Normile James, spoolmaker W. С. 8. Mfg. Co., bds Lower Barker- 
ville 
Normile Michael, h Lower Barkerville 
Normile Thomas, emp T. & P., bds Lower Barkerville 
Norris Frank, weaver, h 25 King 
Norris George, painter and paper hanger, h 5.Orchard 
Norris William, gardener, h 123 West 
North Woods School House, Churchill 
Northrop Elizabeth M., widow Frederick J., nurse, bds 57 Elm 
Northrop Wesley B., rem to Bridgeport, Conn. 
Norton Bridget, widow John, h Harris 
Norton Edward D., Housatonic freight agent, bds Burbank Hotel 
Norton John II., emp Tillotson & Power, hn do. 
Norton Malachi L., molder emp. Wm. Clark & Co., bds Harris 
Norton Peter, laborer, h Mill south of railroad 
Norton—see Naughton 
Notre Dame В. C. Church, 16 Melville c North Pearl 
Noud James, emp В. & А. В. R., В 2 Clough 
Noud James F., painter, bds 2 Clough 
Noud Lucy A. Miss, clerk 47 North, bds 2 Clough 
Noxon John F., rem to New York city 
OYES NEWTON S., prop. Pittsfield Rubber Stamp and Print- 
Д\ ing Co. 87 North, h 6 Willis pl—See p 271 
Noyes Raymond В., printer emp 87 North, bds 6 Willis pl 
Nugent Edward, emp 46 North, h 5 Renne pl 
Nugent Mary A. Miss, clerk 57 North, bds 13 Howard 
Nugent Michael, h 13 Howard 
Nugent Nellie 'T. Miss, dressmaker, bds 13 Howard 
NUGERT WILLIAM, stationery, news dealer, etc. 57 North, h 
1\ 20 Elizabeth—See p 267 ; 
USS ALEXANDER, custom tailor 5 Bowerman’s blk 8 West, 
h 27 Second—See p 265 
Nutland William H., dresser Bel Air Mfg. Co., h 109 Wah- 
conah 


OAKLEY CHARLES S., rem to Bosto.i 

Oakman Thomas C. Mrs., bds 24 Wendell av 

Oaks Nancy Miss, h Shaker Village 

Oatman Harold T., printer Sunday Morning Call office, bds 5 South 
Church 

Oatman Hiram T. (Н. Т. & W. J. Oatman), 683 North, h 5 South 
Church 

ATMAN Н. T. & ҮҮ. J., props. Sunday Morning Call (15) 

Wollison blk 683 North—See p 254 
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Oatman William J. (Н. T. & W. J. Oatman), 68} North, h 4 Cot- 
tage Row 

Obert Philip, emp J. H. Butler, h 53 Beaver 

O’Boyle Martin, emp Н. S. Russell & Co., bds 83 West 

O’ Boyle Patrick, laborer H. Dodge, h Mill south of railroad 

O’Brien Anthony, dyer P. W. Mfg. Co., h r North n New road 

O'Brien Daniel, emp Tillotson & Power, bds n do. 

O'Brien Dennis, rem to Cheshire С 

O’Brien Edward, emp Taconic mill, bds Richmond ау 

O’Brien Edward, rem to Brockton 

O’Brien Frank, bds Richmond av 

O’Brien George, emp Burbank Hotel, bds do. 

O’Brien John, truckman, h 109 River 

O’Brien John, weaver Taconic mill, bds 520 North 

O’Brien John J., tinner emp W. G. B. Sons, h 23 Lincoln 

O’Brien John M., groceries 56 Clough,.h do. 

O'Brien Mary E., widow Jerry, h 2 Wellington av 

O'Brien Michael, emp H. R. R., bds 24 Linden 

O'Brien Michael, emp Taconic mill, h Richmond av 

O'Brien Michael, weaver emp Taconic mill, bds 520 North 

O'Brien Michael, carriage painter, bds 683 North 

O'Brien Nellie and Kittie, emp R., К. & Co., ћ г 35 Adam 

O’Brien Patrick, emp Taconic mill, h r 523 North 

O’Brien Patrick, saloon 2 Depot, h do. 

O’Brien Teresa Miss, bds 20 Elizabeth 

O’Brien William, bds r North n New road 

O'Connell Bartholomew, emp В. & А. В. R., В Tyler n Brown 

O'Connell Daniel, tinner emp W. G. B. Sons, bds 13 Melville 

O'Connell Eugene, emp 27 Elm, bds 39 do. 

O'Connell Frances Miss, milliner emp 47 North, bds 13 Melville 

O'Connell James A., tinner emp W. G. B. Sons, h 13 Melville 

O'Connell John, grocer 35 Beaver, h 33 do. 

O'Connell Lizzie Miss, teacher Silver Lake School, bds 66 Beaver 

O'Connell Mary Miss, clerk Berkshire Life Insurance Co., bds 66 
Beaver 

O'Connell Patrick, laborer, h 37 Onota 

O'Connell Timothy, blacksmith May & Chapel, bds 92 River 

O'Connell William, blacksmith 72 Beaver, h 66 do. 

O'Connell William, emp Parsons & Sears, bds 13 Melville 

O'Connell—see Connell 

O'Connor Catherine, widow Matthew, h Richmond av n Wahconah 

O'Connor Dennis, blacksmith New West, h do. n railroad 

O'Connor Frank J., rem to Gloucester 

O'Connor Hannah, widow Michael, h n Tillotson & Power 

O'Connor James, laborer; h 37 John 

O'Connor John J., mason, h 48John 

O'Connor Margaret Mrs., h Peck's road n upper mill 

O'Connor William, clerk 10 North, bds Richmond av n Wah- 
conah ` 

O'Day John, laborer emp Taconic mill, bds off North n gas 
works 

O'Day Patrick, emp Taconic mill, h off North n do. 

Odd Fellows! Hall, 41 North 
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O'Dette John B., carriage maker Lower Barkerville road, h do. 

O’Dette Mary Miss, emp Russell & Brown, Баз 7 Pleasant 

O’Donnell Cornelius, mason, h 69 North First 

' O'Donnell Edward, clerk, bds 175 North 

O'Donnell James, laborer, h 55 Onota 

O'Donnell James, grocer 10 Fenn, h 175 North 

O'Donuell Martin, road man P. S. R. Co., bds Spring 

O'Donnell Mary, widow Patrick, h 6 Oliver 

O’Donnell Patrick, emp R., К. & Co., bds 6 Oliver 

O'Grady xg. night watchman Peck's mill, h Peck's road n up- 
per mi 

O'Grady Lawrence, night watchman Tillotson & Power, h n do. 

O'Grady Terrence, laborer, h 24 Seymour 

O'Herne Patrick, laborer, h 3 High 

O’Kane Bridget, widow John, h 12 Beaver 

O’Keefe John, blacksmith Clapp av, h 14 John 

O'Larey Patrick, emp B. & А. В. R., h Beaver n Peck's bridge 

O'Laughlin Michael F., tinner, bds Lincoln c Wellington av 

O'Laughlin—see Laughlin, McLaughlin and O'Loughlin 

Olds William P., cabinetmaker 18 Fenn, h do. 

Olds William P. Mrs., cloak and dressmaker 18 Fenn, h do. 

le a Bryan, painter, paints, oils, etc., 21 North, bds 21 Lin- 
coln 

O'Loughlin James, ladies’ and gents’ furnishing goods 124 North, 
bds 21 Lincoln 

O'Loughlin Joseph, farmer, h New Lenox road 

O'Loughlin Katie A. Miss, clerk 194 North, bds 21 Lincoln 

O'Loughlin Michael, laborer, h 21 Lincoln 

Oltsch Charles L., baker emp Clapp av, rms 28 Lincoln 

Oman Thomas A., h 187 North 

О’Мага Henry, emp P. Tack Co., h 58 Clough 

O'Neal Michael, gardener, h 63 River : 

O’Neil Annie Miss, dressmaker, rms 3 Church 

O'Neil Kate Miss, dressmaker emp 47 North, bds 3 Church 

O'Neil Michael, laborer, h 44 Clough 

O’Neil Timothy, farmer, h South n Lenox line 

O'Neil William, emp B. Knitting mill, bds 17 Summer 

Onstine Hattie L. Miss, rem to the West 

Orchard Street School, North First c Orchard 

O'Reilley Michael, laborer, bds 144 West 

Orr John G., agt. Adams Express 3 Bank Row, h 15 Clinton av 

Orr Robert J., traveling salesman, bds 41 Francis av 

Osborn Fred, clerk 73 North, bds North 

Osborne Lucy Jane Miss, h Shaker Village 

Osborne Mary E., widow Olcott, bds 28 Pomeroy av 

Osborne Rebecca, widow James, h 11 Third 

Osborne Wm. A., h 18 Henry av 

Osceola School, n Tillotson mills 

Oschman Oscar, joiner, h 35 Bradford 

Osgood Albro J., clerk 4 Bank Row, bds 12 First 

Osgood Frank, clerk 16 North, bds 12 First 

Osgood James E. (T. E. Hall & Co.), 4 Bank Row, h 12 First 

Ostrander Garret, laborer, h 3 Harris 
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O'Sullivan Mary -L., widow Thomas S., h 5 East 

O'Sullivan—see Sullivan 

Otis Eliza M., widow Philip, bds Mill bet West and railroad 

Otis Philip, laborer, h Mill bet West and railroad 

O’Toole Michael, emp Allen’s farm Dalton road, bds do. 

Overbaugh Seott, hostler emp T. L. Smith, 34 South, rms do. 

Owen Harvey M., overseer Mrs. T. Allen's farm, Dalton road, n 
Benedict road, h do. 

Owen William H., herdsman Mrs. Allen's farm, Dalton road, h n 
do. 


PACKARD BERTRAND A., clerk 51 North, № Union n North 

Packard James T., clerk 65 North, bds 16 Railroad 

Packard John K., h 16 Railroad 

Packard Norton, h n Shaker depot 

Packard Sophia Miss, bds 15 Summer 

Paddock Frank K., physician, office (11) B. Life Ins. bdg 3 North, 
h 3 East 

Paddock William L., physician (11) B. Life Ins. bdg 3 North, h 9 
East 

Pagery Louis, emp J. L. Peck, h Peck's road 

Paine Arthur, emp P. Tack Co., bds 6 Worthington 

Paine Edwin F., fireman B. & А. К. R., h 60 Fenn 

Paine Levi R., emp R. & J. Clock Co., h 6 Worthington 

Paine—see Payne 

Palmer Charles A., millwright emp E. D. G. Jones, h 3 Howard 

Palmer William, emp Jordan Brothers, West c Churchill, bds do. 

Palmer William H., laborer, h Gales av n railroad 

Papajian M., emp B. Knitting Mills, bds 4 Church 

Papineau August, farmer, h Peck's road n upper mill 

Papplau Joseph, clerk 15 South, bds 5 Second 

Parish Oliver B., rem to Northampton 

Park Esther D., widow William D., bds 16 Reed 

Park Wiliam D., foreman weaving dept. S. N. & C. Russell 
Mfg. Co., h 43 Wahconah 

Parker Albert N., butcher, h Parker av 

Parker Caroline, widow George A., h Elm, n Pleasure Park 

Parker Caroline G. Miss, bds 16 South 

Parker Charles L, farmer, bds Parker av n West 

Parker Edwin L., sawmill and farmer, h Churchill 

Parker Emily, widow Erastus, bds 6 South 

Parker Fred S., insurance 91 North, h 19 Daniels av 

Parker George D., farmer, bds Churchill 

Parker George W., rem to Steventown 

Parker Henry, carpenter, bds r 31 Second 

Parker House, Richard Parker prop., 51 West 

Parker Jenerson, farmer, h Shaker Village 

Parker John, farmer, h Lenox Middle road n town line 

Parker John C., eurrier emp O. Coogan & Sons, h r 5 Elm 

Parker Joseph, shoemaker Max Vogel, h 16 Second 

Parker Joseph, emp R., K. & Co., bds r 31 Second 

Parker Lemuel G., foreman W. G. Morton & Co., bds 23 Center 

Parker Lucy, widow Henry, rem to Hinsdale 


t 
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Parker Lydia A., widow John C., h 16 South 

Parker Maggie, widow David, bds 34 Linden 

Parker Nelson, milkman, h Parker av n West 

Parker Richard, prop. Parker House, 51 West 

Parker Robert, farmer, h Stearnsville 

Parker Robert T., clerk 6 West, bds Parker House 

Parker Samuel, carpenter, h 9 High 

Parker Samuel L, farmer, h Dalton road n Coltsville 

Parker Sophia, widow John, h r 31 Second 

Parker William, emp R., K. & Co., bds Parker House 

Parker William K., h Churchill 

Parks Susie B. Miss, teacher Orchard St. school, bds 82 North First 

Parks William, h 78 North First 

Parry Clarry Z., carpenter B. & А. В. R., h r 22 Second 

Parry Edmund C., compositor P. Evening Journal, bds r 22 
Second 

Parry J. Louis, engineer В. & А. В. R., В 13 Lake 

Parsons Abram, emp Unkamet farm, Cross road, bds do. 

Parsons George B. (Parsons & Sears), American House blk Rail- 
road, h 7 Onota 

Parsons John, emp Hinsdale, h 11 r 45 West Housatonic 

Parsons William, laborer, bds 11 r 45 West Housatonic 

ARSONS & SEARS (G. B. Parsons and J. H. Sears), stoves, 

ranges, furnaces, steam heating, plumbing, roofing, tinware and 
jobbing, American House blk, Railroad—See opp inside back 
cover 

Partridge Harvey W., grocer 28 Fenn, h 28 Pomeroy’s av 

Partridge John C., joiner, h Dalton road, Coltsville 

Patro Frank, laborer, h 27 Howard 

Patten Elmer C., rem to Briggsville 

Patten John E., rem to Providence, В. I. 

Patten Louise M. Miss, principal South Grammar school, h Second 
bet East and Fenn 

Patten Noah, rem to Briggsville 

Patterson Sarah, widow John, rem to New York 

Payne Bros., (Edward Е. & Samuel J. Payne, Jr.), livery and hack 
stable 18 McKay, h 29 Railroad * 

Payne Edward F., (Payne Bros.), 18 McKay, h 129 West 

Payne Joseph W., saloon 18 McKay, h do. . 

Payne Samuel Jr., (Payne Bros.), 18 McKay, h off West Housa- 
tonic, n H. R. R. track 

Payne—see Paine 

Payson G. R., foreman finishing dept. R., K. & Co., bds Berkshire 
House 

Pearce Grace, widow John, h 183 Wahconah 

Pearce Thomas, emp Bel Air Mfg. Co., bds 183 Wahconah 

Pearce William J., bds 183 Wahconah 

Pease Charles S., farmer, bds South Mountain n South 

Pease George W., clerk 79 North, bds South Mountain n South 

Pease George W., sec. and treas. B. Overall Co., h 11 Henry av 

Pease Susan S., widow Daniel W., h South Mountain n South 

Pease W. E., clerk B. Overall Co., bds Berkshire House 

Pease William E., clerk, bds 9 Henry av 

Pease William W. (Pease & Pratt), 11 South, bds 1 South Mountain 


PITTSFIELD [Р] DIRECTORY. 121 


Pease & Pratt (William W. Pease, George D. Pratt, Jr.), grocers 
11 South 
Peaslee Lorenzo G. (Smith & Peaslee), 92 North, h 15 Orchard 
Peàslee Robert F., laster emp R., К. & Co., bds 15 Orchard 
Peaster John, coachman 12 Broad, h 17 Worthington 
Peaster Theodore, shoemaker Pontoosue ау n Wahconah, h do. 
Peck Charles O., inventor, h 15 Appleton av 
Peck Emma L., music teacher, bds 15 Appleton av 
Peck Frederick C., farmer, h 3 Pomeroy’s av 
Peck Frank L., ins. agent, bds 15 Appleton av 
Peck Hattie L, teacher, bds 15 Appleton av 
Peck Jabez L., mfr. cotton warp and flannels Peck’s road, h 27 East 
Peck Julia H. Miss, h 25 East 
Peck Maria E. Miss, bds 8 Pomeroy’s av 
Peck Martha A. Miss, bds 3 Pomeroy’s av 
Peck Richard, clerk, bds 24 Union 
Peck Thomas D., manager J. L. Peck, h 22 East 
Peck Walter E., clerk 12 North, bds 15 Appleton av 
Peck’s Mills, J. L. Peck prop., Peck’s road 14 miles northwest from 
Park sq 
Peck’s School, on Peck’s road n Peck’s mill 
Pectal Mary Miss, bds 45 North First 
Pehle Charles, upholsterer emp 149 North, bds 54 Fenn 
Peirson Frank E., clerk 23 North, bds 47 South 
Peirson Henry M. (Peirson & Son), 23 North, h 47 South 
Peirson Henry R. (Peirson & Son), 23 North, h 3 Clinton av 
Peirson Joseph E., preparatory school for boys, 30 West Housa- 
tonic, h do. А 
EIRSON & SON (Henry М. and Henry К. Peirson), hard- 
ware, cutlery, iron, steel, carriage supplies, paints, oil and 
glass 23 North—See p 268 
Pelkey Joseph, driver F. Harrington, 2 Wahconah, bds do. 
Pelton L. P., carpenter, bds 53 Linden | 
Pender Emma A., milliner 47 North, bds r 13 Railroad 
Pender James M., В г 13 Railroad ; 
Pender Mary A., emp R. & J. Clock Co., bds г 13 Railroad 
Pender Thomas Mrs., h 21 Third 
Penner David, hostler, bds 26 River р 
Penner Dennis, blacksmith emp D. O'Connor, h 26 River 
Peuner James E., emp Burbank Hotel, bds do. 
Penner John, laborer, bds 26 River | ү 
Penner William, florist emp John White, bds 26 River 
Pennock Francis E., book-keeper R. P. Purdy, h 5 South av 
Penney—see Piuney and Pinny 
Peppa James, rem to Dalton : 
Pepper Catherine Miss, че Village 
Perkins George, rem to Dalton E 
Parkins Wits H., teller Third National Bank, bds 6 Elizabeth 
Pernot Frederick, laborer emp B. & А. В. R., bds 27 Howard 
Pernot Frederick Mrs., h Appleton ау west of Dawes av 
Pernot Peter, emp Water Works, bds 27 Howard 
Perry George B., joiner, h 37 Elm 
Perry Henry P., rem to Rockville, Conn. 


16 
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ERRY WILLIAM W., prop. Berkshire House, 9 Summer— 

See front сора p IV 

Perry—see Parry 

Persip John L, emp D. M. Collins, h Learned's lane 

Peters August, rem to New York State 

Peters August Jr., rem to New York State 

Peters Sarah L., h 37 Beaver \ 

Peters William H., laborer, h 110 Robbins av 

Petherbridge William T., pres. and treas. Bel Air Mfg. Co., h 196 
Wahconah 

Petille Medore, laborer emp F. A. Woodruff, h 17 Lincoln 

Petille Medore Jr., teamster, bds 17 Lincoln 

Petille Oliver, laborer, h 56 Robbins av 

Pettes Ella L., widow Newton C., bds 161 North 

Pettijohn Thomas, h 88 West 

Phair Andrew, carpenter emp С. E. Merrill, h Williams п Gold av 

Phair Richard A., clerk 28 Fenn, bds 2 Williams 

Phelan James, farmer, h off Churchill 

Phelan J. Robert, farm hand, bds off Churchill 

Phelps Margaret, widow Ebenny N., rem to Wales. 

Phelps Norman, boarding-house and loom fixer Taconic mill, h off 
North n do. 

Phillips Edward W., emp R., К. & Co., h 2 Crosier av 

Phillips Henry, rem to New York 

Phillips J. Wesley, hostler 123 West, h r 124 do. 

Phillips Margaret T., widow James, h 59 Beaver 

Phillips Mary, widow Ira E., h Linden c Onota 

Phillips P. T., emp Allen's farm Dalton road, bds do. 

Phillips Samuel, laborer, h Peck's road bey upper mill 

Phillips Wesley, hostler, h r 124 West 

Phillips William E., rem to Hartford, Ct. 

Phillips William H., journalist, h 6 Adam 

Pickup George, loom fixer Bel Air Mfg. Co., В 181 Wahconah 

Pier Mary L., widow James, bds 9 Cottage Row 

Pierce Carlton A., rem to Dalton 

Pierce Caroline Miss, bds 52 West Housatonic 

Pierce Emeline Miss, h Shaker Village 

Pierce H. Wallace, rem to Dalton 

Pierce Richard, laborer, h 77 Francis av 

Pierce Rush A., carpenter, h Middle n Elm 

Pierce William (William Pierce & Son), 140 North, h Union n 
North Me. 

IERCE WILLIAM & SON (William Pierce and William A. 

Pierce), pianos and organs 140 North— See p 262 

Pierce William A. (William Pierce & Son), 140 North, h 44 North 
First 

Pierce Willie E., emp B. & А. В. В., bds 15 Summer 

Pilon Peter, engineer emp Z. A. Ward, h 27 Howard 

Pimley Horaee, teamster, h Clapp n Lincoln 

Pingree Thomas P., lawyer Martin's blk Bank Row, bds :4 South 

Pinkus Abraham W., peddler, b Mill bet West and railroad 

Pinney Charles C., carpenter, h 18 Pearl 

Pinney Frederick W., clerk 155 North, bds 21 Cottage Row 
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Pinney Herbert, clerk 47 North 
Pinney Mattie Miss, bds 12 Pearl 
Pinney Winford M., undertaker 155 North, bds 12 Pearl 
Pinny Thomas, teamster, bds Lower Barkerville 
Pinny William, tin peddler and junk dealer, h Lower Barkerville 
Pippin Charles, rem to Huntington 
Pitt Adella F. Miss, h 70 Fenn 
Pitt Charles H., patternmaker 70 Fenn, h do. 
Pitt Henry M., register of deeds Court House, bds 70 Fenn 
Pittsfield Branch Bible Society, 11 North 
Pittsfield Carriage Co., John Enright manager, 22 McKay 
Pittsfield Cemetery, entrance 108 Wahconah, J. M. Stevenson 
treas., office 4 North 
Pittsfield Chess Club, (29) B. L. Ins. Co. bdg, 3 North 
ITTSFIELD COAL GAS CO., W. R. Plunkett clerk and 
treas., (13) З North—See p 237 
рт» FIELD DIE HOUSE, Edward MacFarlane prop., Bur- 
bank Hotel blk, West—See p 259 
Pittsfield Electric Light Co., office 140 North 
pul EVENING JOURNAL, Joseph E. See editor 
and publisher, (6 and 7) Central blk, 41 North—See p 251 
DITTSFIELD GRANITE AND MARBLE WORKS, F. O. 
Andrus prop., Francis av c Railroad—See p 279 
Pittsfield High School, 62 South 
Pittsfield Illuminating Co., William Stanley Jr. pres., office (10) 
Central blk 41 North 
ITTSFIELD MFG. СО. THE, woolen, cotton and merino 
yarns, office Bel Air—See p 244 
pre MUSICAL MONTHLY, Wood Bros. publish- 
ers, 75 North—See front col'd p X 


PITTSFIELD NATIONAL BANK, 1 North—Sec р 235 


Pittsfield Post-Office, 3 North 
Pittsfield Reading Room Association, (17) 3 North 
ITTSFIELD RUBBER STAMP AND PRINTING CO., 
N.S. Noyes manager, rubber stamp mfrs. and job printing, 87 
North—See p 271 
ITTSFIELD STEAM LAUNDRY, О. I. Bates ргор.,` 11 
Summer—See p 259 
Pittsfield Steam Power Co., rooms and power to let, Lincoln с 
Brown 
Pittsfield Street Railway Co., treas. C. E. Merrill, supt. C. P. Upson 
ITTSFIELD SUN, The Sun Printing Co. props., 104 North 
—See р 253 


| eae ae TACK CO., 19 South Church—See p 249 


cert eran aac Co., G. Н. Tucker treas. and clerk, office 
17 West 
ITTSFIELD WEEKLY JOURNAL, Joseph E. See editor 
and publisher, (6 and 7) Central blk—See p 251 
Pittsfield and Dalton Stage Line, L. Bartlett prop., leaves 55 
North, 3 p. m. 
Pittsfield and Lenox Express, 19 North 
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Pixley Elbridge S., physician and surgeon 41 Fenn, В do. 
Place Fred L., clerk 47 North, bds 17 Summer 
Platt Clifford M.,-clerk 71 North, bds 22 West Housatonic 
Platt Frederick M., furrier, hats and gents’ furnishings 71 North, 
h 22 West Housatonic 
Platt Harriet В., widow Samuel H., bds 26 East 
Platt Mary E., widow Comfort B., h 26 East 
Platt Samuel L., book-keeper J. L. Peck, bds 26 East 
Plaz Margaret, widow Ambrose, h Learned’s lane 
Plaz Willard, printer emp Eagle office, bds Learned’s lane 
Pleasure Park, F. M. Dodge lessee and manager, Elm bet Middle 
and William 
Pleau Hereules, shoemaker, h Winter 
Pleau Joseph A., laborer, h off Lincoln n Clapp 
Pleau—see Plue 
Pleu George W., teamster emp W. P. Griffen, h 31 Newell 
Ploss George A., coachman Mrs. John Buckingham, h West n Par- 
ker av 
Plue Alfonso, painter, bds 70 River 
Piue Archie, building mover, bds 70 River 
Plue Eliza, widow Joseph, h 70 River 
Plue Orrin, teamster, h Elm bey William 
Plue—see Pleau and Pleu 
LUMB ARTHUR W., prop Maplewood Hotel, North c Ma- 
plewood av—See front cold p IV 
Plumb Charles, machinist, h 37 North Second 
Plumb Harry S., clerk Maplewood Hotel 
Plumb Henry L., bds Maplewood Hotel 
Plunkett Edward L., physician, bds 20 East 
Plunkett Harriet M., widow Thomas F., h 20 East 
Plunkett William R., lawyer (13) Berkshire Life Insurance bdg 
3 North, h 20 East 
Poitras Frank X. Z., emp Z. A. Ward, bds 4 Cottage row 
Polhill Ed ward, laborer, h 4 Robbins av 
Police Station, School  . 
Pollock Charles M., bds 46 Elm 
Pollock Edward L., bds 46 Elm 
Pollock George E., bds 46 Elm 
. Pollock Susan L., widow William, h 46 Elm 
Pollock William, bds 46 Elm 
Polly Ceilan, clerk 17 North, h 2 Second 
Pomeroy Bishop, elder, h Shaker Village 
Pomeroy Edward, h 42 West Housatonic . 
Pomeroy Laura C., widow Theodore, h 62 West Housatonic 
Pomeroy Robert, h 30 Appleton av 
Pomeroy S. Harris, manager L. Pomeroy's Sons, h 50 West Housa- 
tonie 
Pomeroy Theodore L., bds 62 West Housatonic 
Pontoosuc Post Office, E. King postmaster, 511 North 
Pontoosuc School, North . 
ONTOOSUC WOOLEN МЕС. CO., Т. Clapp pres. and agt.; 
W. F. Bacon treasurer; Pontoosuc, 2 miles north from Park 
square—See p 242 


PITTSFIELD [P] DIRECTORY. 


Pool Anna Mrs., h Shaker Village 

Poole L. Edmund, clerk 67 North, bds Wendell Hall 

Porter Benjamin F., laborer, rms 11 West 

Porter Horace, farmer, h New Lenox road 

Porter Mary E. Miss, bds 18 Union 

Porter Myra P., widow Andrew J., bds 9 Appleton av 

Porter Sarah, widow Ebenezer, h New Lenox road 

Post Amanda F., widow Jeremiah H., bds 2 Melville 

Post Horace W.,emp R. & J.Clock Co., bds 30 Linden 

Post-Oftice, Berkskire Life Insurance bdg, 3 North 

Potter Charles F., engineer S. B. Mfg. Co., h 11 West 

Potter Clarence, teamster, h 93 Beaver 

Potter Daniel Eugene, shipping clerk S. B. Mfg. Co., h 13 Pleasant 

Potter Delton A., clerk 64 North, bds 13 Pleasant 

Potter George D., rem to Tacoma, Wash. Territory 

Potter Herbert, laborer, bds 11 West 

Potter Ophel A., rem to Boston 

Poulin Frank, rem to Canada 

Poulin Job, h 125 West 

Poulin John J., assistant baggage-master B. & А. К. К., В 127 
West 

Poulin Joseph, fireman В. & А. В. R., В 14 Pleasant 

Poulin Joseph, emp Bel Air Mfg. Co., h 153 Wahconah 

Poulin Victor, blacksnjith, h 43 Beaver 

Povall Henry, clerk 47 North, bds 17 Summer 

Powell Anna, widow Robert, bds Peck's road n upper mill 

Powell Asahel A., h 13 Bradford 

Powell Atwater, miller Wahconah mills, h 20 John 

Powell Caroline E., widow Edmund R., h 88 Fenn 

Powell Laura H. Mrs., h 54 North First 

Powell Romain B., carpenter T. R. Glentz, bds 8 Francis av 

Powell William W., engineer B. & A. R. R., h 16 South av 


Power John T. (Tillotson & Power), also (D. M. Collins & Co.), h 


39 West Housatonic 
Powers Alice M., widow C. F., bds Williams n.Elm 
Powers Clifton N. D., book-keeper B. & A. R. R., bds 9 Linden 
Powers David D., farmer, h Williams n Elm 
Powers Emma Miss, h 9 Linden 
Powers Frank A., locksmith, bds 9 Linden 
Powers James W., driver W. Teale 12 Fenn, h 6 Lincoln 
Powers John, teamster emp С. C. Gamwell, h 19 Railroad 
Powers John J., yardman C. E. Merrill, h Railroad c Robbins av 
Powers Michael, emp Taconic mill, h Seymour n Wahconah 
Powers Richard, h Spring n Burbank 
Powers Richard, teamster emp C. C. Gamwell, h 33 West Housa- 
tonic 
Powers William, wheelwright.31 Second, h do. 
Powers William, emp W. G. Morton & Co., h r 63 West 
Powers William P., rem to Lenox : 
Pratt Charles S., carpenter T. R. Glentz, h 193 Maplewood av 
Pratt Chas. W., emp B. Knitting Co., bds 20 Union 
Pratt Esther B. Miss, h 2 Adam 
Pratt George D. Jr. (Pease & Pratt) 11 South, h 7 Elizabeth 


ri 
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Pratt Jerome L., teamster, h г 15 Burbank 
Prediger Eva E. Miss, teacher, bds 20 Orchard 
Prediger George A., lawyer 10 Bank Row, bds 20 Orchard 
Prediger Henry, brewer emp Gimlich & White, h 31 Onota 
Prediger Henry (Henry Prediger & Son) 38 North, h 20 Orchard 
Prediger Henry W. (Henry Prediger & Son), 38 North, bds 20 
Orchard : 
Prediger Henry & Son (Henry Prediger and Henry W. Prediger), 
boots, shoes, rubbers, leather and findings 38 North 
Price Charles H., overseer fulling room Peck’s mill, h Peck's road 
Price David, emp Tillotson & Power, bds Stearnsville 
Price Jacob W., emp R., K. & Co., bds 3 Pearl 
Prickett Jesse, tallyman B. & A. freight house, h 6 South Robbins av 
Priestly John, farmer, h off Gales av 
Prince Addison B., station agent and American Ex. agent, Colts- 
ville, bds n do. 
Prince William M. (Walker & Prince) 10 North, h 2 Bartlett av 
RINCE & WALKER (W. M. Prince and Frank Walker), 
carpets, paper-hangings, draperies, furniture, etc. 10 North— 
See p 257 
Printiss Ben. B., clerk Probate office, bds 4 Pearl 
Printiss Charles, tailor 53 North, h 4 Pearl 
Printiss Fred H., town clerk, office Berkshire Life Ins. bdg 3 
North, h 1 Third 
Printiss George L., engineer B. & A. R. R., h 18 Circular av 
Printiss Horace A., machinist emp B. & А. В. R., В 8 Francis av 
Printiss M. C. Mrs., dressmaker, h 4 Pearl 
Probate and Insolvency Court, Court Honse 
Proper Hiram, carpenter and builder 87 Wellington av, h do. 
Protective Company No. 1, School 
Prout Arthur S., real estate agent 22 Reed, h do. 
ROUT GEORGE W., locksmith’ and awning mfr. 77 North, h 
17 Cottage Row—See p 270 
Prout George W. Jr., printer Sun office, bds 17 Cottage Row 
Provo Ada Mrs., dressmaker 52 Linden, h do. 
Provo Solomon, joiner, h 52 Linden 
Provost Catherine С. Miss, bds 55 Beaver 
Provost George, emp R., K. & Co., bds 10 Pearl 
Provost Henry, fireman В. & А. В. R., В 10 Pearl 
Public Scales, at Police Station, School 
Pulver Ann, widow Jacob, cook Gates Pavilion, h (17) 103 North 
Pulver David C., joiner emp D. C. Munyan, h 41 First 
Pulver John D., emp T. R. Glentz, h 9 Renne pl 
Pulver Martin, hostler r 124 North, bds 103 do. 
Purcell Edward Н. Rev., pastor St. Joseph R. C. Church, h 168 
North 
Purcell Ellen H. Miss, h 168 North 
Purcell Jeffrey, boilermaker emp Н. S. Russell & Co., h 17 High 
Purcell John F., bds 168 North 
Purcell Lena T. Miss, rem to Cheshire 
Purches Henry, painter 1 West Housatonic, h do. 
Purches Joseph E., clerk B. Life Insurance Co., h Maplewood av c 
North First 
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URDY RALPH P., paper box mfr. 39 Fenn, h 5 South av— 

See p 250 

Purnell James O., supt. and agent Bel Air Mfg. Co., h 193 Wah- 
conah 

Purnell Sidney, bds Stearnsville 

Purnell William H., emp Tillotson & Power, bds Stearnsville 

Putnam Allie Mrs., h 4 North Second 

Putnam Charles F., emp 140 North, h 4 North Second 

Putnam George H., emp 140 North, bds 4 North Second 

Putnam Phebe, widow Marcus, bds 4 North Second 


QUA JOHN C., clockmaker emp В. & J. Clock Co., h 4 South 
Robbins av 

Quackenbush Cebra, bds American House 

Quackenbush Thomas, driver P. S. R. Co., bds 204 North 

Quevillon Joseph Rev., h 12 North First 

Quinlan John, emp Wm. Clark & Co., h off Mill П. В. В. round 
house 

Quinlan Joseph, emp Wm. Clark & Co., h Clough c Francis av 

Quinn Charles, laborer, h 6 Harris 

Quinn John, emp B. & A. R. R., h Lower Barkerville 

Quinn John, joiner emp D. C. Мапуап, bds North c Burbank 

Quinn John A., molder, h-14 Second 

Quinn Josephine and Mary Misses, h 36 Bradford 

Quinn Margaret, widow Thomas, h Stearnsville 

Quirk Hannah, widow Michael, h New road n North 

Quirk James, emp R. & J. Clock Co.,-bds 28 Third 

Quirk James, shearer P. W. Mfg. Co., bds Chatham 

Quirk John, gigger P. W. Mfg. Co., h Chatham 

Quirk John J., laborer, h 110 River 

Quirk Owen, weaver Pontoosuc mills, bds Chatham 

Quirk Philip, weaver, bds New road n North 

Quirk Thomas, rem to Lenox 

Quong Yeun Wah, laundry, 16 West 


ААВ GEORGE H., meat market 15 South, № 35 Second—See 
p 281 
Raab Valentine, traveling salesman, h 10 Depot 
1abeau Fred, bds 23 Howard 
Rabeau Josephine and Minnie Misses, dressmakers 23 Howard, bds 


do. 
Rabeau Theophile, meat peddler 23 Howard, h do. 
Racicot Joseph A., joiner, h 49 Burbank 
Radell Charles H., cabinet maker emp Z. A. Ward, h 28 Burbank 
Vafferty Michael, conductor B. & А. В. R., В 38 Francis av 
Ragan James W., emp C. E. Merrill, h Tyler n Brown 
Ragan Martin, farmer, h Mountain road 
Ragan—see Reagan 
Rand Mary E., widow Wilder F., h 2 Robbins av 
Ranous Alfred R., confectionery and fruit 3 West, В 16 Clinton av 
ANOUS А. В. MRS., art and embroidery materials (25) Cen- 
tral blk 41 North, h 16 Clinton av—See p 259 
Ransehausen Fred, loom fixer P. W. Mfg. Co., h Chatham 
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Ransehausen James W., emp P. W. Mfg. Co., bds 1 Clapp blk, 
New road 

Ransehausen John, weaver P. W. Mfg. Co., bds Chatham 

Ransehausen William, stone mason Р. Үү. Mfg. Co., bds О. Т. 
Benedict, North 

Ransehausen William Jr., boss finisher Р. W. Mfg. Co., В 1 Clapp’s 
blk, New road 

Rascoe—see Racicot 

Rathbun Ann C., widow Joseph, bds Stearnsville 

Rathbun Charles T., architect 20 Broad, h do. 

Rathbun Henry H.,-emp R., К. & Co., bds 83 Fenn 

Rathbun J. L., rem to Stockbridge 

Ravenscroft John, carder, h 16 Onota 

Ray Abigail L. Miss, bds 7 Clinton av 

tay Clarissa, widow Clement, h 7 Clinton av 

Ray Daniel, farm hand, bds Elm bey Williams 

Ray Elizabeth A. Miss, teacher, bds 7 Cliuton av 

Ray Francis A. Mrs., h 31 Orchard 

Ray George F., weaver, bds 31 Orchard 

Raymer Garrett B., ice dealer, h Burbank Hotel blk, West 

Raymond Alfred, farmer, h Churchill road, North Woods 

taymond Charles A., book-keeper Third National Bank, bds 18 
Reed 

Raymond Mary E. Miss, bds 25 East Housatonic 

Read Charles A., butcher, h Elm below Middle 

Read Charles N., teamster emp C. A. Read, h Elm below Middle 

Read Franklin F. (Wilson & Read) 8 West, h 89 Fenn 

Read Franklin F. Jr., clerk 3 West, h 98 Fenn 

Read George F., butcher emp C. A. Read, h Elm below Middle 

Read Hattie R. Miss, book-keeper Eagle office, bds 89 Fenn 

Read Lyman J., farmer, h 62 Beaver 

К^” WILLIAM A., livery and board stable 82 Fenn, bds 
do.—See p 290 

| EAD & BURNS (Franklin Е. Read and James Burns), ice 
dealers 3 West—See p 278 

Read—see Reed, also Reid 

Readon Michael, emp S. N. & C. R. Mfg. Co., h Peck’s road n 
Russell 

Ready John M., papermaker, bds Burbank Hotel 

Reagan Dennis J., ass’t. supt. Metropolitan Insurance Co. (18) 
Wollison blk, h 17 Pleasant 

Reagan Eliza Miss, bds Weller’s av 

Reagan Mary, widow Thomas, h Weller’s av 

Reagan Michael, emp O. T. Benedict, North, bds do. 

Reagan—see Ragan 

R:al Pen-work Publishing Co. (Mrs. Hudson Maxim), pen-work 
publications Central blk McKay 

Reardon John, spinner, h Barkerville 

Reardon Patrick, emp Taconic mill, h Pontoosuc ау 

Reardon William, laborer, h Alcove 

Rebeau Amedy, stone cutter, bds 9 Pleasant 

Recor Joseph, laborer, bds 144 North 

Redding Sarah C. Miss, book-keeper Peck’s mills, bds Peck’s road 
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Redfield Mary A., widow Charles B., h 63 South 

Redmond John, farmer, bds Peck’s road 

Redmond Patrick, emp О. T. Benedict, North, bds do. 

Reed Caroline, widow George, bds 14 Maplewood av 

Reed Cynthia E., widow Thomas E., h 89 West 

Reed pog H., machinist W. C. Stevenson Mfg. Со., В 32 How- 

arc 

Reed Mattie Miss, winder, bds 31 Wellington av 

Reed Sarah E., widow Dr. Stephen, h 2 Elizabeth 

Reed—see Read, also Reid -. 

Reel William, h 22 Adam 

Reel William A., clerk 15 South, rms 22 Adam 

Rees Aaron, farmer, h William east of Middle 

Rees Carolyn P., teacher Orchard Street school, bds William east 
of Middle 

Rees John M., clerk 151 North, bds William East of Middle 

Reeves Joseph, electrician, bds 3 Pearl 

Kegan Neil, shoemaker, rms 5. W. Morton Engine House, North 

Register of Deeds, Н. M. Pitt, office Court House 

Register of Probate and Insolveney, E. T. Slocum, office Court 
House 

teid Agnes M. Miss, teacher Russell School, bds Peck's road 

Reid Albert, painter, h Lower Barkerville road 

Keid James, emp Peck's mill, h Peck's road 

Reid Jane, widow Robert, h Myrtle c Tyler 

Reid John, painter, h Gales av 

Reid Peter, boss dyeremp Peck’s mill, h Peck’s road 

Reid William E., book-keeper 17 North, bds 17 Summer 

teid—see Read also Reed 

Reidy James, dyer, h Spring 

Reiker Margaret, widow Carl, h 42 South Church 

Reilly Bridget Miss, bds 23 High 

Reilly Ellen, widow Michael, h 14 Clough 

Reilly Margaret, teacher, bds 5 Beaver 

Reilly Mary, widow Thomas, h 5 Beaver 

Reilly Michael H., bds 5 Beaver 

teilly—see Riley 

Reinherdt Frederica, widow William, bds 61 Wahconah 

Reinike Robert, emp Bel Air Mfg. Co., h 171 Wahconah 

Renaud Louis O. carpenter, h Winter 

teneauld Joseph, shoemaker, h off Lincoln, n Clapp 

Renfrew Allen, farmer, h High n Dawes av 

Renfrew Allen, farmer, bds Newell 

Renfrew Allen H., emp Bel Air Mfg. Co., bds r 165 Wahconah 

Renfrew James R., joiner T. R. Glentz, h High n Dawes av 

Renfrew Jeanette, widow Thomas, h г 165 Wahconab 

Renfrew Robert W., flour, grain, feed etc., 144 North, h 18 Rob- 
binsav 

Renfrew Robert W. Jr, clerk 144 North, bds 18 Robbins av 

Renfrew Thomas, gardener, h Newell bey Meadow Lawn 

Renfrew Thomas J., farmer, h Campbell pl, Cross road 

Renfrew William, farmer, bds Newell bey Meadow Lawn 

Renne Hiram V., h 188 North 


17 


130 "PITTSFIELD [R] DIRECTORY. 


Renne William, h 22 Francis av 

Reno—see Hainault 

Renwick Ellen J. Mrs., h 42 South 

Reuter George J. (G. J. Reuter & Son), Elm n Pleasure Park, h do 

Reuter G. J. & Son (G. J. and J. H. Reuter) florists Elm n Pleas- 
ure Park 

Reuter G. Joseph Jr., emp G. J. Reuter & Son, Elm n Pleasure 

Reuter Jacob H. (G. J. Reuter & Son), Elm n Pleasure Park, h do. 
Park, bds do. 

m ка; fruits and flowers 88 North, bds Elm n Pleasure 

om 

Revord Peter, joiner, h 104 Beaver 

Reynolds Ann, widow William, bds Chatham 

Reynolds Edwin R., physician (electrician) 65 Fenn, h do. 

Reynolds Frank, teamster J. B. & Bros. Mfg. Co., h Barkerville 

Reynolds George, emp Gates’ Pavilion, h 103 Wahconah 

Reynolds James, emp С. E. Merrill, h 34 Second 

Reynolds Joseph, painter, h 34 Mill 

Reynolds Lewis A., emp T. R. Glentz, bds 107 Fenn 

Reynolds Nelson, student, bds off Churchill 

Reynolds Samuel G., farmer, h off Churchill 

Reynolds Truman, emp C. E. Merrill, bds 32 Second 

Reynolds William A., carpenter, emp C. E. Merrill, h 13 Hamlin 

Reynolds William H., farmer, h Lanesboro road n town line 

ICE А.Н. & CO. (A. Н. & W. В. Rice), silk thread and braid 

mfrs. Burbank с Spring—See p 246 

Rice Amasa, farmer, h Beaver bey junction 


Rice Arthur H. (A. H. Rice & Co.), Burbank e Spring, h 1 Bart- 


lett av 

Rice Bros. (Charles W. Rice and Fred C. Rice), bottlers 96 West 

Rice Charles W. (Rice Bros.), 96 West, h 10 Church 

Rice Edward E., bottler, emp Rice Bros., rms 102 West 

Rice Fred C. (Rice Bros)., 96 West, h 7 Circuler av 

Rice John, farm hand W. D. Walker, bds West n Parker av 

Rice Lucien B., hostler, Rice Bros., bds 10 Church 

Rice Mary J., widow Fordyce, h King 

Rice Robart A., farmer, h Beaver bey junction 

чен В. (А. H. Rice & Co.), Burbank c Spring, h 18 

nion 

Rice William K., asst. book-keeper 140 Main, h 16 Bradford 

Rich William H., emp Henry & Blain, bds 12 First 

Richards Emily Mrs., housekeeper 50 John, bds do. 

Richards Hiram, emp B. & A. R. R., h Shaker depot 

Richards James, teamster Е. Harrington, bds 2 Wahconzh 

Richards Marshall B., indian doctor 163 North, h Goodrich c South 
Church | 

Richardson А. B. Mrs., dressmaker 63 Fenn, h do. 

Richardson Albert B., emp W. C. Stevenson Mfg. Co., h 63 Fenn 

Richardson Charles, manager U. P. Tea Co. 16 North, bds 12 First 

Richardson Francis, rem to Greenbush, N. Y. 

Richardson Henry H., carpenter and builder McKay n West, h 28 
East Housatonic 

Richardson Hiram, laborer, h Shaker Depot 
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Richardson John, emp Meadow farm, Middle, bds do. 

Richardson Thomas H., watchmaker and jeweler 27 North and 
(Gale & Richardson), h 14 Maplewood av 

Richmondy Arthur C., night baggage master В. & А. В. В., h 7 
Franc? av 

Richmond Rufus B., farmer, h 8 Clinton av 


EE August, picker P. W. Mfg. Co., h Chatham 


ichter Louis F., weaver Bel Air Mfg. Co., h 68 Wahconah 
Rickson Frank, emp B. & A. R. R., h 48 Clough 
lider Milford D., machinist emp Wm. Clark & Co., rms 27 First 
Rider—see Ryder 
Rigler Ella G. Miss, manager Western Union Telegraph Co., 3 
North, bds 18 Reed 
Rigney John H., foreman R. & J. Clock Co., h 2 Elizabeth 
Riker—see Reiker 
Riley John L., boss dyer, h 125 Wahconah 
Riley Mary R, Miss, rem to Cheshire 
Riley—see Reley 
Ringie Edward, bds Mill south of railroad 
Ringie Helen, widow Peter, dressmaker, h Mill south of railroad 
Ringie William, expressman, bds Mill south of railroad 
Rivenburg William H., teamster emp A. A. Mills, h 9 Prospect 
Rivenburg William H. Mrs., dressmaker 9 Prospect, h do. 
Roach Arabella Miss, teacher Orchard Street School, bds 28 North 
First 
Roach Frank, rem to Lee- < 
Roach John, janitor Wollison’s blk, rms 10 Pearl 
Roach John J., emp F. & M. Shoe Co., bds 148 North 
Roady William, rem to Washington a 
Robarge Henry, weaver Tillotson & Power, h Lower Barkerville 
Robarge Joseph, weaver T. & P., h Lower БагкегуШе 
Robarge Louis, carpenter, h Lower Barkerville 
Robage Louis Jr., weaver T. & P., h Lower Barkerville road 
Robbins Almira, widow Comfort W., h 1 Kent av 
Robbins Benjamin F., painter Holland Bros., h 3 Burbank 
Robbins Edward N. (Robbins, Gamwell & Co.), 33 West, В 23 
Center 
Robbins Edwin S., rem to Detroit, Mich. 
Robbins Ellen M. Miss, h West bey Jason 
Robbins Eugene Н. (Robbins, Gamwell & Co.), 33 West, В 4 West 
Housatonic 
Robbins Frank A., jeweler 11 North and envelope mfr. Allen, № 23 
Summer 
OBBINS, GAMWELL & CO. (Edward N. Robbins, Eugene 
H. Robbins, William У. Gamwell, A. Н. Hall), steam heat- 
ing apparatus, gas ard steam fixtures, boilers and engines 33 
and 35 West—See p 275 : 
Robbins Harry E., clerk 33 West, bds 4 West Housatonic 
Robbins Henry M., painter B. & A. R. R., h 19 Burbank 
Robbins John N., book-keeper Tillotson & Power, bds 23 
Center 
Robbins Julius A., farmer, h Hancock road n Pontoosue Lake 
Robbins Leonard, emp F. & M. Shoe Co., bds 19 Burbank 
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OBBINS, KELLOGG & CO. (О. W. Robbins and С. W. Kel- 
logg), mfrs. of men's fine shoes Fourth n Fenn—See р 245 ' 
Robbins Oliver W. (Robbins, Kellogg & Co.), Fourth n Fenn, В 7 
Wendell av 
Robbins Oscar V., clerk 68 North, h 56 Fenn 
Robbins Welcome L. Mrs., bds 56 Fenn 
Robbins William H., carpenter C. E. Merrill, h West bey Jason 
Roberts Edgar B., harnessmaker emp Gale Bros., h 1 Burbank 
Roberts Elmer J., farmer, h Middle n Willis 
Roberts Frank P., mason, h Churchill n West 
Roberts Henry, rem to New York 
Roberts Isaac, farmer, h Shaker Village 
toberts James, laborer, bds Stearnsville 
Roberts James Frank, laborer, h Churchill n West 
Roberts John, painter R. & J. Clock Co., bds Railroad av n North 
Pearl 
Roberts John, farmer, h Stearnsville 
Roberts John Jr., laborer, h Stearnsville 
Roberts Joseph H., weaver, bds Barkerville 
Roberts Julia L. Mrs., dressmaker 2 Pearl, h do, 
Roberts Lorenzo, teamster, bds 22 First 
Roberts Maggie Miss, dressmaker emp 47 North, bds 5 North First 
Roberts Mary, widow Henry, h Stearnsville 
)OBERTS OSCAR S., physician 122 North, bds do., (office 
hours 8 to 9 a. m., 2 to 4 and 7 to 8 p. m.)—See р 255 
Roberts Peter J., foreman carpenter H. H. Richardson, h Clapp n 
Winter 
Roberts Phebe, widow John, h Clapp n Brown 
Roberts Richard, h 55 Beaver 
Roberts Samuel, farm hand, h Elm bey school house 
Roberts Scott, joiner, bds 15 Dunham 
toberts Thomas, laborer, h Barkerville 
Roberts Thomas Jr., clerk J. B. & Bros. Mfg. Co. store, bds Bar- 
kerville 
Roberts Van Buren B., teamster 149 North, h 27 Union 
Roberts Willard B., elerk 151 North, h 11 Renne pl 
Robie Lucy Mrs., emp S. B. Mfg. Co., bds 15 South Robbins av 
Robinson Alec, rem to Hinsdale 
Robinson Alexander, emp Pontoosuc mill, h North bey New road 
Robinson Charles H. (Sisson & Robinson), 18 Railroad, h 12 Clin- 
ton av | 
Robinson Edward H., car inspector Н. В. R., bds 7 South av 
Robinson Frank B., clerk Z. & W. M. Crane, bds 176 West 
Robinson Freeman L., stone cutter, h 5 Circular av 
Robinson George W., wheelwright 16 Church, h 4 Goodrich 
Robinson John, rem to Hinsdale 
Robinson John Jr., rem to Franklin 
Robinson Samuel, clerk 15 North, bds 24 Harris 
Robinson William, blacksmith 16 Church, h 4 Goodrich { 
Robinson William E., blacksmith emp 16 Church, bds 2 Goodrich 
)OBISON ELMER S., dental parlors 54 North, bds 12 Pearl 
—See back cover 
Rochelo Miles, hostler Е. Harrington, 2 Wahconah, bds do. 
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Rocine Louis, emp Bel Air Mfg. Co., h 179 Wahconah 

Rock Thomas, emp T. L. Lowden & Sons Gold av opp William, 
rms do. 

Rockwell Charles A., ladies’ and gents’ dining rooms 5 South and 
(C. A. & С. E. Rockwell), 2 West, h do. 

Rockwell Francis W., lawyer and congressman, office Martin's 
blk, 5 Bank row, h 17 Appleton av 

Rockwell George E., manager 58 North, h 24 West 

Rockwell George E. 2d (Rockwell & Co.), 2 West, rms (17) Bow- 
erman’s blk 

Rockwell R. A., crockery, paper hanging and house furnishing 
goods 58 North, h 24 West 

Rockwell & Co. (C. A. & G. E. Rockwell 2d), saloon 2 West 

Rodda William, carpenter, h Clapp 

Rodman Martin L., emp P. S. P. Co., bds 18 McKay 

toehm Louis P., cooper Gimlich & White, h 39 John 

Rogers Joseph, farm hand R. Allen, Dalton road, bds do. 

Rogers Lewis A., rem to Great Barrington 

Rogers Margaret, widow Michael, h Hamlin n North Second 

Rogers Marietta, widow Adelbert, h 17 Melville 

Rogers Rebecca P. Miss, laundry clerk 11 Summer, bds 16 North 
First 

Rogers Sarah, widow James, bds 48 South 

Rogers William A., veterinary surgeon 24 West, bds 12 Prospect 

Rohan Jeremiah, farm hand O. T. Benedict, North, bds do. 

Itohan John, fireman B. & A. R. R., h 128 West 

Rohan John, emp P. W. Mfg. Co., h North n do. 

Rohan Michael, laborer, h Mill bet West and railroad 

Rohan Michael Jr., emp Tillotson & Power, h n do. 

Rohan Patrick, laborer, h 57 Railroad 

Rohan Peter, machinist, bds Mill bet West and railroad 

Rohan—see Rowan 

Rommel Fredericka, widow George, bds 91 River 

Ronan Michael, farmer, h Peck's road 

Roney David S., farmer, h Junction n railroad 

Rood Charles H., commercial traveler, h 35 North First 

Rood Hiram D., commercial traveler, bds 35 North First 

Rood James, laborer, h 107 Wahconah 

Rooney John R., teamster R. A. Teeling, h 7 Richmond av 

Root Frederick W., dental student 77 North, bds 23 First 

Root Henry A. (O. Root & Sons), 22 North, h 1 Church 

Root John A. (O. Root & Sons), 22 North, h 5 Bartlett av 

Root John N., clerk Berk. Life Ins. Co., h Myrtle е Stoddard 

Root Louise, widow Oliver, bds 8 Linden 

Root Marion, widow James W., h 23 First 

Root Mary B., widow Washiugton M., h foot of East 

Root Mary E., widow Graham A., h 8 East Housatonic 

Root Mary S., widow Albert B., bds 13 Broad 

Root O. & Sons (J. A. and II. A. Root), wholesale and retail boots 
and shoes 22 North 

Root Sarah, widow Albert G., bds 63 Fenn. 

Roscoe Joseph D., rem to New York 

Roscoe—see Racicot 
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Rose E. D. Miss, h 3 Church 

Rosells Thomas E., emp H. R. R. freight house, h 12 John 

Rosenbarry Ernest A., joiner, h 51 North First 

Rosenbarry George N., joiner, h 29 Orchard 

Rosenfeld Jacob S., clothing, hats and furnishings 29 North, h 30 
Bradford 

Rosenheim David, grocer 63 Wahconah, h 61 do. 

Rosenthal Max G. (Markstein & Rosenthal), 54 North, h 54 Fran- 
cis av 

Rosenthal Moses, tailor 87 North, h 15 Railroad 

Rosmond William, coachman H. C. Valentine, West, bds do. 

Ross Caroline F. Miss, bds 2 Maud 

Ross Mary E. Mrs., forewoman stitching dept. Robbins, Kellogg 
& Co., bds Fenn c First 

Ross William L., manager Armstrong's depot restaurant, h 7 
Francis av 

Rotermund Ernest, emp A. Burbank, bds Burbank Hotel 

Rothkopf G. L., peddler, h 42 Linden 

Rouse John P. (John P. Rouse & Co.), 99 North, В 155 do. е 
Union 

OUSE JOHN P. & CO. (John P. Rouse, Wm. M. Byrnes), 
wholesale and retail liquor dealers 99 North—See p 293 

Rousselot Francis, emp Peck's mill, h Peck’s road 

Roux Evangeline L. Miss, teacher 41 South, bds do. 

Rowan James R., emp Pontoosuc mill, h Myrtle n Stoddard av 

Rowan James T., emp Pontoosue mill, bds Myrtle n Stoddard 
av 

Rowe Delia, widow Luke, bds 7 Pleasant 

Rowe Luther, tanner, h 20 Cottage Row 

Rowe Peter L., meat market Gamwell blk Railroad, h 25 Rob- 
bins av 

Rowe Sheridan L., clerk Peter Rowe, h 8 Prospect 

Rowell Eliaa, widow John, h 5 Orchard 

Rowley Clarence C., emp В. & J. Clock Co., h 14 Reed 

Rowley Ellen J., widow Edward S., h 64 Francis av 

Roy Eugene, h Peck's road 

Roy Eugene Jr., emp Peck’s mill, bds Peck’s road 

Roy Gonzague C., speculator, h Elm june Williams 

Roy Roger P., farmer, h Williams n Elm 

Roy—see King 

Ruch Emma, widow Christian, h 16 John 

Rue Albert, laborer, h 3 Kent av 

Ruggles Henry P., rem to Hudson 

Rushmore Henry, gardener Shaker village, h do. 

Russell Charles A., book-keeper S. N. & C. Russell Mfg. Co., bds 
6 Bartlett av 

Russell Charlotte M. widow Zeno, h 6 Bartlett av 

Russell Frank (Russell & Brown), Appleton av е Dawes av, h 9 
Wendell av 

Russell George H., carpenter emp D. C. Munyan, h North c Bur- 
bank 

Russell Hezekiah S. (Н. S. Russell & Co.), 5 McKay, № 5 Good- 


rich 
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[ USSELL Н. S. & CO. (Hezekiah S. Russell,Joseph M. Jones), 
boiler makers, 5 McKay е Market—See р 247 
USSELL JOHN L., livery, sale and boarding stable 24 West, 

h 36 West Housatonic—See p 289 

Russell Joseph W., h 35 Burbank - 

Russell Miles, emp F. Harrington 2 Wahconah, bds do. 

Russell S. N. & C. Mfg. Co., mfrs. cassimeres Russell n Wahconah 

Vussell Solomon N., pres. S. №. & С. В. Mfg. Co., h 235 North 

Russell & Brown (Frank Russell and A. L. Brown), woolen yarn 
mfrs. Appleton av c Dawes av 

| USSELL & JONES CLOCK CO. (S. N. Russell, E. D. Jones), 
clock mírs. 19 South Church—See p 246 ` 

Russell’s School, 18 and 20 Peck’s road с Alcove 

Russo Felix, rem to South America 

Rutz Hermann, h 49 Onota 

Ryan Anna Miss, clerk 47 North, bds 66 Clough 

Ryan Edward, painter, h Mill bet West and railroad 

Ryan Edward P., conductor P. S. R. Co., bds 66 Clough 

Ryan Ella T., teacher Linden street School, bds 79 Francis av 

Ryan Henry J. (Ryan & Hawkins), 3 South and 8 West, rms 2 
Church 

Ryan James, laborer, rms 105 River 

Ryan Jeremiah, h 2 Brown’s av 

Ryan John, emp Н. Н. R., h 26 Second 

tyan John, fuller Tillotson & Power, h Barkerville lower road 

Ryan John J., clerk 52 North, bds Barkerville Lower road 

Ryan Kate Miss, bds Dalton road opp gv. mill, Coltsville 

Ryan Mary, widow Patrick, h 66 Clough 

Ryan Mary, widow Patrick, h 79 Francis av 

Ryan Michael, coachman 13 Broad, rms do. 

Ryan Michael, painter, emp R. & J. Clock Co., h 11 Worthington 

Ryan Minnie Miss, emp 41 North, bds 11 Pearl 

Ryan Simon H. (M. J. McMahon & Co.), 147 North, bds 79 Fran- 
cis av 

Ryan Thomas, coachman 1 East, bds 2 Brown’s av 

Ryan Thomas, h Jason 

Ryan & Hawkins (H. J. Ryan and W. F. Hawkins), lawyers (2 
and 3) 3 South and 8 West 

Ryder Milford, machinist Wm. Clark & Co., rms 27 First 

Ryder William M., weaver Bel. Air Mfg. Co., h Alcove 

Ryder—see Rider 


SABSOVICH HIRSH, rem to New York City 

Sabsovich Joseph K., rem to Waterbury, Ct. 

Sackett Isaac H., rem to Stockbridge 

Salisbury Mary E. Miss, young ladies’ school 41 South, h do. 
Salmon John, emp S. N. & С. R. Mfg. Co., bds Onota n Lake av 
Salmon Patrick, emp S. №. & С. В. Mfg. Co., h Onota n Lake av 
Salmon Patrick, emp 168 North, bds do. 

Sampson Elijah P., h William bey Middle 

Sanborn Frank M., farm hand, h Stearnsville 

Sanders Adolphus, laborer, emp С, С. Gamwell, h 7 Circular av 
Sanders Daniel J., carpenter and builder 14 Center, h 25 do. 
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Sanders Frank R., music teacher, bds 25 Center 

Sanders Herbert P., rem to New Haven 

Sanders Jacob, h Burbank n Tyler 

Sanders Thomas, cook 20 North, rms 7 River ; 

Sanders Vendlin T., shoemaker 133 North, h Seymour n Wahconah 

Sanders—see Saunders 

Sandmeyer Joseph, farmer, h Lenox middle road 

Sandy Moses, emp B. & A. R. R., h 60 North First 

Sandys Arthur, architect, bds 3 W est Housatonic 

Sandys Mary F., widow Edwin, h 185 North 

Sanger Salenda D. Miss, dressmaker, bds 63 Beaver 

Sargent John C., foreman W. C. S. Mfg. Co., h 6 Willis place 

Sargent William, emp W. C. S. Mfg. Co., rms 6 Willis place 

Sarrasin John Mrs., h 57 Onota 

Sarrassin Joseph, teamster, h 58 John 

Sarsfield Mary Miss, emp Tillotson & Collins, bds 27 Bradford 

Sauer Henry, emp Н. S. Russell & Co., bds.8 Wellington av 

Saultaire—see Sultaire 

Saunders Edwin, h 24 Wendell av 

Saunders—see Sanders 

Savery Alfred, barber 8 Dunham, h West bey Onota 

Savery Gedeon, barber emp 8 Dunham, bds 194 West 

Savery Mary, widow Joseph, h West n Parker av 

Sawn D. Josie Miss, telegraph operator W. U. Tel. Co. 3 North, 
bds 18 Reed 

Sawtell O. M., widow A. W., bds 37 Railroad 

Sawyer J. E. C. Rev., pastor M. E. Church, h 24 Francis av 

Seace William Jr., market gardener, h 76 Beaver 

Scanlan Herbert Thomas, barber emp 1 West, bds 10 Prospect 

Scanlon Delia, widow Thomas, h Peck's road n upper mill 

Scanlon Michael, machinist, bds 2 Bradford 

Schafer Louis A., emp Bel Air Mfg. Co., h 175 Wahconah 

Schafer Frances, widow Vincent, emp Taconic mill, h r 523 North 

Schaff Harrison Hale, bds 5 Pomeroy’s av 

Schaff Morris, В 5 Pomeroy's av 

Schale Catherine, widow Patrick, h 12 Division 

Schale Ed ward, laborer, h 14 Division 

Schale Margaret, widow Patrick, bds 14 Division 

Scharley Elizabeth, widow Peter, bds 7 Burbank 

Scharley Frank J., emp R., K. & Co., h 15 Pleasant 

Scharley Louise E. Miss, bds 7 Burbank 

Scharley Peter W., emp R., К. & Co., h 7 Burbank 

Schattmann Elias, tailor emp 59 North, 

Schermerhorn John H., peddler, h 65 Elm 

Schermerhorn Stephen, rem to Syracuse, N. Y. 

Scheuberger Christ., weaver Pontoosue mill, h Chatham 

Schiller Joseph, laborer, h 97 River 

Schilling Mrs. Joseph, nurse, h 88 Robbins av 

Sehmautz Andrew, rem to Dalton 

Schmid Moses, emp Bel Air Mfg. Co., bds 120 Wahconah 

Sehmidt Caroline, widow Gottlieb, bds 31 Onota 

Schmidt Conrad, shoemaker Shaker Village, bds do. 

Sehmidt Nicholas, emp Bel Air Mfg. Co., bds 31 Onota 
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CHMIDT RUDOLPH, lager beer garden 10 Depot, rooms 40 

North—See p 294 

Schneider Michael, laborer, h 4 Burbank 

Schneider Nicholas, laborer, h 77 John 

Schofield Christina, widow Abram, h 6 North Second 

Scholz Theodore, harnessmaker, bds 10 Depot 

Schrake Gustave F., bds 14 Harris 

Schuck Eugene, emp Taconic mill, bds 446 North 

Schufeldt Etta Miss, bds 26 Union 

Schultz Charles, emp P. W. Mfg. Co., h Chatham 

Schultz Gustave, h 11 Burbank 

Schulz Andrew, h 31 Bradford 

Schumer Nicholas, farmer, h Gales av 

Schurmeyer August (A. Schurmeyer & Co.), 6 and 8 Market, h 14 
John 

CHURMEYER А. & CO. (Augus t Schurmeyer, John Herd), 
meat market 6 and 8 Market—See p 282 

Schurr Theodore, taxidermist, h 12 Reed 

Schwab John G., plumber emp Parsons & Sears, bds 22 First 

Schwarz Philip, barber 1 West e North, h 10 Prospect 

Sehweizer Edward E., emp 1 Bank Row, h 20 North Second 

Sehweizer Laura E., widow Bernard E., rms 20 North Second 

Scism Jacob, farm hand, h 83 River 

Scism Jennie Miss, dressmaker, bds 83 River 

Seism Jesse, farmer, bds 83 River 

Scott Elias, tailor 83 West, h 2 Circular av 

Scott George A., clerk 106 North, bds 26 Fenn 

Scott Isadore, peddler, bds 15 Robbins av 

Scott Jennie Miss, telegraph operator, bds 163 North 

Scott John, laborer, h 27 Beaver 

Scott Lebbeus, deputy jailor B. county jail, h 12 Burbank 

Scranton Emma E. Miss, teacher 41 South,. bds do. 

Scudder Chester B. (Scudder & Field), 105 Fenn, h Maple av n 
Dalton road, Coltsville 


` Scudder & Field (C. B. Scudder and R. E. Field), groceries and 


provisions 105 Fenn 
Seully Ann J. Mrs., h Winter 1 
Scully Catherine, widow Edward, h 5 High | 
Scully Edward, book-keeper Farrell & May Shoe Co., bds 5 High 
Scully Richard, emp Bel Air Mfg. Co., h 165 Wahconah 
Scully Thomas, painter, h 29 Gold av : 
Seagrave Edgar H., clerk 58 North, bds 59 Francis av 
Seagrave Mary C. Miss, teacher 41 South, bds do. 
Sears Anna P. Miss, book-keeper 151 North, bds 148 do. | 
Sears Henry J. (Parsons & Sears), American House blk, Railroad, 
h 2 Melville 
Sears James, foreman Parsons & Sears, h 9 Bradford 
Sears Mary E., widow George W., stenographer, h 148 North 
Sears Mary E., widow William A., h 19 Reed 
Sears Sarah, widow George W., h 20 Second 
Sebille Edward A., painter, h r 2 Renne pl 
Sedgwiek Adelbert, rem to Lebanon, N. Y. 
Sedgwick William, earpenter, bds 12 Pearl 


18 
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JEE JOSEPH E., editor and publisher Pittsfield Evening and 


Heer Journal (6 and 7) Central blk 41 North, bds Wendell 
a 


Seeley George A., engineer Н. Б. R., h 17 River 

Seelig August, weaver emp Р. W. Mfg. Co., bds Chatham 

Seelig August Jr., weaver Р. W. Mfg. Co., bds Chatham 

Seelig George, weaver P. W. Mfg. Co., bds Chatham 

Seiler Rudolph, designer S. N. & С. В. Mfg. Co., h Alcove 

Selectmen’s office, 5 Park pl 

Sellew Charles W., emp R. & J. Clock Co., h 30 Linden 

Sellew George E., book-keeper 149 North, h 30 Pomeroy’s av - 

Semmler Charles, picker S. N. & C. R. Mfg. Co., h Peck's road n 
Wahconah і 

Setwick William, wool-washer P. W. Mfg. Co., h Chatham 

Seymour Maria L., widow David L., h 15 Linden 

Shampine—see Champagne 

Shandoff Fred, tailor emp 139 North, rms do. 

Shandoff Fred T., tailor 139 North, h 31 Linden 

Shannon Edward (age 102), bds 150 Wahconah 

Sharp Clara Miss, bds 240 North 

Sharp Fred, clerk 47 North, bds 35 Gold av 

SHARP FREDERICK, prop. Berkshire Rubber Co., 76 North, 
h 47 North First—See p 264 

Sharp Jeremiah, rem to West Sand Lake, N. Y. 

Sharp Rosa Miss, bds 240 North 

Shaver Charles, weaver emp Russell’s mill, bds Peck's road 

Shaver Charles A., painter C. E. Merrill, h 27 North Second 

Shaver Edgar A., carriagemaker Clapp av., h 51 Fenn 

Shaver Sarah, widow Henry, emp Taconic Mill Co., bds Wahconah 
c Peck road 

Shaver—see Shafer and Schafer 

Shaw Albert W., wool-sorter, h Barkerville 

Shaw Arthur D., lather, bds 14 Robbins av 

Shaw Charles F., rem to Albany, N. Y. 

Shaw Herman H., lather, В 14 Robbins av 

Shaw Jennie, widow James R., h Stearnsville 

Shaw John H., emp Burbank farm Churchill, h do. 

Shaw Joseph B., piano-tuner 12 North, rms 2 Bradford 

Shaw Marion, h Shaker Village 

Shaw Martha Mrs., bds 65 Fenn 

Shaw Mary A., widow David F., h Shaker Village 

Shaw Samuel, laborer, bds Barkerville 

Shaw Sarah N., widow Nahum J., bds 14 Robbins av 

Shaw Wilbur P., rem to New York 

Shaw William, emp town farm, h West n town line 

Shearer Dwight, division master B. & A. R. R. Shaker depot, h n do. 

Shearer Joseph D., paper salesman, h 23 Cottage Row 

Sheehan Daniel, loom fixer Taconic mill, h 41 River 

Sheehan James, clerk Clary's Hotel, 111 West, bds do. 

Sheehan Jeremiah (R. H. Gill & Co.), h r 45 West Housatonic 

Sheehan Margaret Mrs., h Mill bet West and railroad 

Sheehan Michael, elerk 54 Wahconah, bds North n North First 

Sheehau Terry, bds Mill bet West and railroad ` 
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Sheehan Thomas, emp Bel Air Mfg. Co., h Winter с Burbank 

Sheeney John, farmer, h New Lenox road | 

Sheldon Bursell, farm hand, bds Churchill 

Sheldon Hiram, farm hand, bds West n Parker av 

Sheldon Jane A., widow Stephen D., h Stearnsville 

Sheldon Leland, farm hand, h West bey Parker av 

Sheldon Phoebe, widow Perry, bds West n Parker av 

Sheldon Willis, second hand Taconic mill, h 523 North 

Shelley Frank, emp 46 Elm, bds do. 

Shepard William C., tinner emp 41 West, h 2 Oliver 

Shepardson Frederick, spinner, emp Bel Air Mfg. Co., bds Wel- 
ler’s av 

Shepardson George K., shoemaker, h 119 Fenn 

Shepardson Grace Miss, emp Bel Air Mfg. Co., bds Weller’s av 

Shepardson Harry W., emp S. №. & C. В. Mfg. Co., bds 50 Linden 

Shepardson James P., clerk 25 Bradford, bds 50 do. 

Shepardson Jason N., superintendent of streets, h 50 Linden 

Shepardson Jerome B., sexton St. Stephen's Church, h 5 Bank Row 

Shepardson Lovit N., rem to Lenox . 

Shepardson Perry L., salesman, bds 32 Appleton av 

Shepardson Spencer W., mail agent B. & A. R. R., h 32 Apple- 
ton av 

Sheridan Ann Mrs., h Liberty 

Sheriden James, emp Tillotson & Power, h n do. 

Sheriden James, joiner, h 4 Oliver 

Sheriden John, weaver P. W. Mfg. Co., bds 6 Clapp blk, New road 

Sheriden Mary, widow Peter, h 6 Clapp blk, New road 

Sheriden Peter, emp P. W. Mfg. Co., bds 6 Clapp blk, New road 

Sheriden William H., emp Berk. Knitting mills, bds 17 Summer 

Sherman Merritt D., planer emp C. E. Merrill, h 189 North 

Sherwood John, laborer, bds Lenox middle road 

Shields Catherine J. Mrs., h 7 Orchard 

Shields Daniel J., wholesale distillers’ agent, h 7 Orchard 

Shields Robert, cook 88 North, h 7 Circular av 

Shimmon James, plasterer, h 3 Harris 

Shipton George, clerk Berk. Life Ins. Co., h 18 Burbank 

Shumway Olive, widow Charles F., h 24 Daniels av 

Sibley Harriet P. Miss, h 49 Fenn 

Side Charles E., photographer, bds Burbank blk, West 

Side Stephen, machinist, h Burbank Hotel blk, West 

Sidsah William, emp Peck’s mill, bds Peck’s road 

Sihler Bertha F. Miss, dressmaker, bds 46 Linden 

Sihler David J., mechanic, h 46 Linden 

Sihler John G., finisher emp 100 North, bds 46 Linden 

Sikes Abiatha R., stone dealer, h Elm n Middle 

Sikes Alfred P., farmer, h New Lenox road 

Sikes Amos B., meat peddler and farmer, h New Lenox road 

Sikes Distriet School, New Lenox road bey Mountain road 

Sikes George W., teamster, h New Lenox road n Mountain road 

Sikes Hattie E. Miss, millineremp 47 North, bds Elm 

Sikes Hiram B., quarryman, h New Lenox road 

Sikes Kate Miss, emp D. M. Collins & Co., bds 56 Fenn 

Sikes Martha M., widow Amos B., bds New Lenox road 
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Silver Lake School, Lake n Fourth 
Silver Patrick, laborer, h 45 Second 
Silvernail Charles, bds 683 North 
Silvernail C. Mrs., emp 77 North, bds 115 Fenn 
Silvernail Henry, prop. Central House 681 North 
Silvernail William H., carpenter, hr 8 Francis av 
Silvernail William P., boss carder Peck’s mill, В Onota n do. 
Simmons Eliza Mrs., bds 76 Daniels av 
ME as EUGENE A., photographer 1 Cottage Row, bds 10 
Silver—See p 260 
Simmons Hannah, widow Terrence, h 76 Daniels av 
Simmons John W., h 29 Fraucis av 
Simon Louis B., clothing, merchant tailor, gents’ furnishings, etc., 
44 North, h 18 Adam 
Simon Marion L. Miss, teacher Russell’s School, bds 18 Adam 
Simpson Arvi, widow Leland, dressmaker, bds 29 Francis av 
Simpson Charles, emp J. L. Peck, bds r 527 North 
Simpson Harvey, rem to Richmond 
Simpson Lillie, widow Joseph, h r527 North 
Simpson William, emp Pontoosue mill, h Chatham 
Sincear—see St. Cyr 
Singer Mfg. Co. The, D. E. Streeter manager, 153 North 
Sisson Edwin R., foreman D. C. Munyan, h 34 Pomeroy’s av 
Sisson George W., carpenter and builder, h 20 Third ` 
Sisson Harry D. (Sisson & Robinson), 18 Railroad, h 37 North 
First 
Sisson Nellie Р. Miss, book-keeper В. Overall Co., bds 37 N First 
SISSON & ROBINSON (Н. D. Sisson and C. H. Robinson), 
paper box mfrs., 18 Railroad—See p 250 
Sitser William, emp Peck’s mill, bds Peck’s road 
Sitzer Philip H., joiner T. R. Glentz, h 9 Renne pl 
Sixby George S., laborer, bds 56 Beaver 
Size—see Syse 
Skinkle John H., janitor Berk. Life Ins. Co. bdg, h 5 Cottage Row 
Skinner Alice M. Miss, bds Hamlin n North Second 
Skinner Amelia, widow Sydney S., h Lower Barkerville 
Skinner Edwin L., tel. operator Shaker depot, h n do. 
Skinner Verona R., widow Oliver, bds Lower Barkerville 
Slater Henry, laborer, h Gales av 
Sloan Wm. H., h 169 North c Bradford 
Slocum Edward T., lawyer and reg. of probate, office Court House, 
h 19 East Housatonic 
LOPER CHARLES W., fire and life insurance agent and 
К broker 3 South, h 5 Lincoln—See р 239 
Sloper W. F. & Co. (W. F. Sloper and C. H. Hune), contractors at 
B. County Jail, mfrs. boot and shoe heels 
Sloper William F. (W. F. Sloper & Co.), h 10 Lincoln 
Slosson Sabre, widow Martin, bds 1 Elizabeth 
Slugz Ed ward, boss finisher Bel Air Mfg. Co., В 195 Wahconah 
Small James H., foreman W. H. Teeling & Co., h 65 Francis av 
Smart I. Chipman Rev., pastor South Cong. Church, В 8 Church 
Smith A. James, fruit peddler, bds 8 Dunham 
Smith Albert F., joiner, bds 2 Bradford 
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Smith Albert T., emp 69 West, rooms steamer No. 1 house, 
School 
Smith Ann, widow James A., h 25 Beaver 
Smith Anna Mrs., sister trustee Shaker Village 
MITH ARTHUR, druggist 43 North, h 27 Appleton av—See 
front cover 
'MITH BENJAMIN, cabinet and picture frame maker 77 North, 
h 52 North First—See p 267 
Smith Caroline A., widow John, h 110 Fenn 
Smith Carrie Miss, bds 53 South 
Smith Catharine G., widow Henry C., h 4 Church 
Smith Charles, laborer, bds West bey Churchill 
Smith Charles F., clerk 79 North, h 32 Railroad 
Smith Charles F., music teacher and leader of orchestra 27 Dan- 
iels av, bds do. 
Smith Charles H., farmer Elm n Middle, h do. 
Smith Charles L., emp R. K. & Co., h 22 Newell 
Smith Charles S., agent, h 49 Elm 
Smith Cornelia A. Miss, stenographer R. K. & Co., bds 21 Second 
Smith David C., h 25. Union 
Smith Dennison D., bds 152 North 
Smith Dora M. Mrs., h 88 South 
Smith E. Blanche Miss, bds 16 Robbins av 
Smith Edward W., foreman finishing dept. R. & J. Clock Co., h 
13 Pomeroy av : 
Smith Electa T. Miss, millinery and dressmaking 2 and 4 South, 
bds 3 Church 
Smith Eli C., musie teacher, h 27 Daniels av 
Smith Eliza T., widow John E., h 41 Fenn 
Smith Elizabeth, widow Henry C., h 27 Burbank 
Smith Emily C., widow Dwight,h 6 Bradford 
Smith Ernest C., emp Berk. Knitting Mills, bd« 4 Church 
Smith Frank H., joiner emp C. E. Merrill, h 16 Third 
Smith Frank H. Jr., joiner, bds 16 Third 
Smith Frank W., joiner, h 47 Fenn 
Smith Franklin А. (H. S. Smith & Son), Lower Barkerville road, h 
Stearnsville 
Smith Fred, emp 42 Fenn, bds 55 do. 
Smith Frederick H., painter, h 112 Fenn 
Smith Garrett J. (Smith & Peaslee), h 9 Francis av 
Smith George A., farmer, bds West bey town farm 
Smith George A., clerk 37 North, bds 9 Linden 
Smith George W., grocer 79 North, h 85 Fenn 
Smith Georgie B. Miss, music teacher 27 Daniels av, bds do. 
Smith Hannah W., widow Edward, h 21 Linden 
Smith Harry C., clerk Am. Ex. Co., h 25 West Housatonic 
Smith Harvey, milk peddler, bds West bey town house 
Smith Henry F., rem to Brockton 
Smith Henry H., joiner, h 21 First р 
Smith Henry L., driver, h Dalton road п gov. mill, Coltsville 
Smith Hiram 8. (Н. 8. Smith & Son), Barkerville lower road 
Smith Н. S. & Son (Н. S. and Е. A. Smith), general store, Lower 
Barkerville road 
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Smith J. Benjamin, piano tuner (7) Bowerman’s blk, 3 South, bds 
88 do. 

Smith James Mrs., h 25 Beaver 

Smith James Harv ey, milk peddler, h West bey town house 

Smith James M., farmer, h 6 High 

Smith James S., "tea peddler, bds 95 First 

Smith J. Dwight, night watehman P. Nat. Bank, h 5 Howard 

Smith John D., clerk 51 North, bds 6 Bradford 

Smith John H., emp B. & А. В. R., h 45 River 

Smith John 8. (Gerst & Smith), 20 'and 29 Fenn, h 12 North 
Second 

Sniith Joseph, farmer, h Shaker Village 

Smith Joseph, Ape nter, bds 21 First 

Smith Joseph E. A., historian (21) 683 North, h 21 Linden 

Smith Joseph Н: ayes, clerk 23 North, bds 25 West Housa- 
tonic 

Smith Joseph Howard, clerk 3 West, h 9 Clinton av 

Smith Julia Mrs., bds 9 Renne р] 

Smith Lemuel P., carpenter T. R. Glentz, h Onota n School 

Smith Lofton J., joiner, bds 47 Fenn 

Smith Lydia P. Mrs., h 51 Burbank 

Sena Margaret A., widow William E., laundre«s emp О. I. Bates, 

2 Bradford 

Smith Mark B., silk dyer A. H. Rice & Co., h 21 Orchard 

Smith Mar shall E., student, bds 20 Sonth 

Smith Martin, emp Р. 8. R. Co., В 78 Wahconah 

Smith Moses, emp Bel Air Mfg. 'Co., bds 78 Wahconah 

Smith Patrick A., rem to North Adams 

Smith Ranus A., banjo instructor, bds 88 South 

Smith Rhoda H., widow Abner M., h 20 South 

Smith Richard J., emp Е. Harrington, bds 2 Wahconah 

Smith Samuel K., rem to Becket 

Smith Thomas A., h 34 South 

Smith Walter B., clerk dist. court Central Berkshire, office Court 
House, h 21 Linden 

Smith W. Fletcher, nurse, h 8 Durham 

Smith Wilfred, book-keeper G. R. Barber, h 22 Reed 

Smith William, farmer, h South bey South Mountain 

Smith William A., clerk 28 Fenn, h 92 do. 

Smith William G., rem to Brookfield 

Smith William H., joiner, bds 27 Burbank 

Smith William O., rem to Texas 

Smith Willis D., book-keeper P. Nat. Bank, bds Pleasure Park, 
Elm 

Smith & Peaslee (G. J. Smith and L. С. Peaslee), groceries and 
provisions 92 North 

Smyth Edwin T., book-keeper, bds 36 Pomeroy’s 

Smyth Isabel M., , widow Charles T., h 36 Dono 8 av 

Sny der Byron B., emp Пепгу & Blain, h 20 mesas av 

Snyder Robert C., emp C. E. Merrill, rms No. 2 Steamer House 
School 

Snyder William M., h r 4 Burbank 

Society of Shakers, I. R. Lawson manager, Shaker Village 
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Solert Christian, laborer, h 32 Linden 

Solon James, night watchman В. County Jail, h 8 Seymour 

Sottung John, brewer emp Gimlich & White, h 31 Onota 

Sottung Valentine, emp Gimlich & White, h 35 John 

South Congregational Church, South с Church 

South Mary D., widow Philip, h 1 Appleton av 

Southall Rhoda, widow Thomas, bds r 9 West Housatonic 

Southern James, emp Pomeroy’s mill, bds 24 Harris 

Southern John, laborer, h 24 Harris 

Southern Patrick, emp 51 West Housatonic, h r 45 do. 

Spall Edward J., watchmaker and engraver 18 North, bds Wendell 
Hall 

Spaniol Andrew, grocer Stearnsville, h do. 

Spaniol Frank, farmer, h Hancock road n Pontoosuc Lake 

Spaniol Joseph, emp P. W. Mfg. Co., i Chatham 

Sparks Julian F., farm hand, bds New Lenox road 

Spaulding Silas D., joiner D. C. Munyan, h 30 Wellington av 

Spencer Ambrose J., emp В. Knitting mills, h 34 Wellington av 

Spencer Edmund, farmer, h 55 Elm 

Spencer Fanny, widow John, h 10 Melville 

Spencer Frederick A., clerk, bds 10 Melville 

Spencer Herbie D., emp R. & J. Clock Co., h 6 Pearl 

Spencer Sidney K., conductor H. R. R., h 23 Daniels av 

Spennitto Peter, cook American House, bds do. 

Sperry Louis F., h 14 Francis av 

Spiegel Emma Miss (H. & E. Spiegel), bds American House 

Spiegel Henrietta Miss (H. & E. Spiegel), 62 North, bds Ameri- 
can House 

Spiegel H. & E., millinery 62 North 

Spiegler William, butler 3 Wendell av, bds do. 

Spier Arthur G., emp S. Bridges, bds 14 North Second 

Spier Charles F., clerk 47 North, bds 14 North Second 

Spoor Clark H., emp Meadow farm, Middle, rms do. 

Sprague Abigail Miss, bds 12 Second 

Sprague Andrew J., rem to Lanesboro 

Sprague Arthur J. (Sprague-Brimmer "uw Co.), 21 Railroad, res 
Bridgeport, Ct. 

Sprague-Brimmer Mfg. Co. (Martin V. Sprague, Arthur J. Sprague 
and Edric C. Brimmer), shirt mfrs. 20 Railroad 

Sprague Carrie E., widow Charles F., bds 16 Third 

Sprague Ellen, widow John, h Chatham 

Sprague Emily G., widow William, rem to Lenox 

Sprague Etta M. M. Miss, telephone operator, bds 37 First 

Sprague Eugene G., emp R.K. & Co., h 8 Elm 

Sprague Fred D., book- -keeper S. В. Л Mfg. Co., bds 15 West Hous- 
atonic 

Sprague James, emp P. W. Mfg. Co., h off New road at bridge 
n do. 

Sprague Jay C., teamster emp F. G. Guilds & Co., h 4 Guilds’ pl 

Sprague John, emp P. W. Mfg. Co., h 493 North 

Sprague Lucinda Mrs., h 14 Pearl 

Sprague Martin V. (Sprague-Brimmer Mfg. Co.), 20 Railroad, 
h 15 West Housatonic 
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Sprague William G., clerk Wright & Burns, bds 14 Pearl 

Sprague William R., farmer, bds Dalton Division road 

Sprague William R. Mrs., h 14 Pearl 

Springside Summer Boarding-house, Mrs. Joseph Tetley prop., 
240 North 

Sprong Daniel, carpenter, h 25 Third 

Sprong George E., bds 25 Third 

Stack John P., foreman finishing dept. B. Knitting Mills, bds 17 

, Summer 

Stafford James, h 15 Newell 

Siafford James H., molder, h 90 Robbins av 

Stafford Joseph, h Briggs av n Richmond av 

Stafford Young, foreman R., K. & Co., rms 79 Fenn 

Standish George, laborer, h 90 Robbins av 

Stanley William Jr., pres. Pittsfield Illuminating Co., res Great 
Barrington 

Stanton Bridget, widow John, h 16 Elm 

Stanton Patrick, laborer, bds 16 Elm 

Stanton Patrick, laborer, h 35} Wellington av 

Stanton Patrick, laborer, bds 3 Park 

Stanton Robert F., news depot, fancy goods, pictures, etc. 97 
North, bds 35} Wellington av 

Stapleton John, blacksmith 17 Beaver, h 15 do. 

St. Cyr Edward, painter 14 Oliver, h do. 

St. Cyr Eli T., hostler, h 10 Oliver 

St. Cyr Emma Miss, emp R. K. & Co., rms off 3 Elm 

St. Cyr Joseph, painter, h 14 Oliver 

Steamer No. 2 house, School 

Stearn Jacques, baker Clapp av, h 28 Linden 

Stearns Daniel, bds Stearnsville 

Stearns Mary G. Mrs., h 127 Beaver 

Stebbins Isabella, widow Randall S., bds Berkshire County Home, 
12 South 

Stebbins Mary E. Miss, nurse House of Merey 220 North 

Steele Clara M. Miss, dressmaker, bds 16 North - 

Steele Eveline A., widow John H., dressmaker 16 North, h do. 

Steele Robert, joiner, h 45 Second 

Steele Robert б. Mrs., dresemaker, h 103 North 

Steele Robert J., baker emp W. H. Teeling & Co., h 24 Newell 

Steele Will'am J., painter emp 21 Fenn, bds 103 North 

Sterns Joseph, tinner, h 4 Renne pl 

Stevens Albert B., manager Vienna Pressed Yeast Co., South n 
railroad, h do. 

Stevens Amanda O. Miss, clerk 9 North, bds 1 Francis av 

Stevens Charles E., rem to Vermont 

Stevens Edward J., expressman, bds 2 Beaver 

Stevens Eleanora, widow Joseph B., rem to Baltimore, Md. 

Stevens Ella Miss, teacher, bds 6 South ^ 

Stevens George H., clerk 17 North, bds 16 East Housatonic | 

vie lees LEVI A., grocer 17 North, h 16 East Housatonic— 
See p 282 Г 

Stevens S. E. Miss, teacher High School, h 1 Francs av 

Stevens Theo., emp Gates’ Pavilion, h North n Pontoosuc lake 
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Stevens William H., farmer, h West n town line 

Stevenson Charles, emp Elmwood farm North n Cross road, bds do. 

Stevenson Frances W. Miss, bds 17 West Housatonic 

Stevenson Holland N., U. S. N., bds 17 West Housatonic 

ve Мк ieee! J. M. & CO. (J. M. Stevenson and T. N. Enright), 
fire, life and accident insurance and real estate agents 4 North 
— See р 238 

Stevenson John M. (J. M. Stevenson & Co.), and sec. and treas. B. 
M. Fire Insurance Co. 4 North, h 43 South 

Stevenson McLaren, rem to Bridgeport, Ct. 

Stevenson Seraph H., widow John M., h 17 West Housatonic 

Stevenson W. C. Mfg. Co., spool, shuttle, bobbin and reed mfrs. 
Appleton av с Dawes av 

Stevenson William C., treas. W. C. S. Mfg. Co. Appleton av, h 
after Oct. 1st 8 Pomeroy's av 

Stewart Amos, joiner T. R. Glentz, h 29 Newell 

Stewart Anthony W., carpenter, h 38 Daniels av 

Stewart Ellen H., widow H. LeRoy, h 7 Newell 

Stewart Jacob, rem to Dalton 

Stewart James A., clerk J. Eagen, bds 9 Circular av 

Stewart Louise, widow Andrew, rem to Albany 

Stewart William, watchmaker emp 27 North, h 9 Circular av 

Stickles Earnest, carpenter, bds 56 Beaver 

Stickles Harry, rem to Hillsdale, N. Y. 

Stickles Lucy A., widow Jacob M., h 56 Beaver 

Stickles Peter, gardener, h 21 Beaver 

Stiles John F., emp B. & A. R. R., h 55 South Church 

Stillman Otis R., tinner emp Parsons & Sears, li 13 Onota 

Stimson Libbie Miss, bds 16 'Third 

St. James Agnes Miss, bds Myrtle c Stoddard av 

St. James Clement, foreman smith dep't P. Carriage Co., h 58 
North First 

St. James Clement R. (St. James & Fitzgerald), 56 North First, 
h do. 

St. James Joseph J. (St. James & Fitzgerald), 56 North First, 
bds do. 

St. James & Fitzgerald (C. R. and Joseph J. St. James and J. 
Fitzgerald), bread, cake and pastry bakers 56 North First 

St. Lawrence George, clerk American House, bds do. 

T. LAWRENCE WILLIAM, prop. American House 119 

North—See p 293 

Stockbridge Caleb, truckman, h 54 Beaver 

Stokes George J., pressman emp Pittsfield Sun, h 118 Fenn 

Stokes John E., carpenter, h 10 Linden 

Stone Charles, joiner, h off Parker av n railroad 

Stone Charles, emp R., K. & Co., h 44 Second 

Stone John B. (Hamer & Stone), (9) 3 North, rms 2 Church 

Stone Margaret Miss, h 14 Clough 

Stone Margaret, widow John B., bds New Lenox road 

Stone William A. Jr., clerk 29 North, bds 44 Second 

Stone William E., emp R., K. & Co., bds 44 Second 

St. Onge Clifford, blacksmith emp 33 West, h 17 Robbins av 

Storie Robert, carpenter, h 506 North 
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Storie William, emp P. W. Mfg: Co., h Chatham 

Stowell Merwin L., clerk Third Nat. Bank, res Hinsdale 

Stowell Sidney S., dentist 77 North, bds 9 Appleton av 

St. Peter John, emp B. & А. В. R., В 11 Summer 

St. Peter Moses, hostler, h 15 South Robbins av 

Stratten Edward R., emp A. H. Rice & Co., bds 31 Wellington av 

Straubb Henry, emp F. G. Guilds & Co., h 67 Onota 

Straubb Jacob, emp P. W. Mfg. Co., h North n New road 

Street Michael, emp Taconie mill, bds 211 Wahconah 

Street Patrick, emp Taconic mill, h 211 Wahconah 

Streeter Darwin E., manager Singer Mtg. Co. 153 North, h. 15 
Adam 

Streeter Theron L., sewing machine agent with S. Mfg. Co., h 82 
Fenn 

Strong Adeline, widow Cyrus, h Middle n Dawes av 

Strong Bros. (Cyrus A., Mortimer W. and William H. Strong), 
plant growers Middle n Dawes av 

Strong Charles L. R., joiner, h 24 Wellington av 

Strong Charles W., ass’t clerk of courts and agent “Caligraph” 
type writer, Court House, h 21 West Housatonic 

Strong Cyrus A. (Strong Bros.), Middle n Dawes av, bds do. 

Strong Edward Rev., h 37 South 

Strong Frank, clerk M. P. Lawton & Son, bds 24 Wellington av 

Strong Fred J., joiner, bds 29 Appleton av 

Strong Fred W., farmer, h Elm n Williams 

Strong George, farmer, h Elm n Williams 

Strong Harry E., joiner, bds 29 Appleton av 

TRONG JOHN K., contractor and builder 29 Appleton av, h 

do.—See p 288 

Strong Martha, widow Solomon, bds 11 Gold av 

Strong Mary A. Miss, book- keeper 25 North, bds 29 Appleton av 

Strong Mortimer W. (Strong Bros.), Middle n Dawes av, bds do. 

Strong William Н. (Strong Bros.), Middle n Dawes av, bds do. 

Strout John, emp Bel Air Mfg. Co., h 159 Waheonah 

Strup Henry, emp В. & А. В. R., h 67 Onota 

St. Stephen's Episcopal Church, Park pl ¢ School 

St. Stephen’s Guild, 5 Bank Row 

Stubbs Henry A., rem to Conn. 

Stupplebeen Mary C. Miss, dressmaker, bds 29 Francis av 

Sturem Edward, clerk, h 147 West 

Sturtevant Emily, widow John A., h 7 Cottage Row 

Sugerman Charles, peddler, h 147 West 

Sugerman Philip, barber emp 47 West, bds 15 Robbins av 

Sullivan Annie Miss, emp Taconic mill, bds 219 Wahconah 

Sullivan Daniel, emp Tillotson & Power, h Lower Barkerville road 

Sullivan David P., drug clerk 118 North, bds 12 Pearl 

Sullivan Frank, emp John Buckley, h King 

Sullivan James, emp Wendell Hail, bds do. 

Sullivan John E clerk 52 North, h 39 Railroad av 

Sullivan John M. (Sullivan & Campbell), r 6 South, h 11 Circular av 

Sullivan Michael, emp R. & K., h 14 Brown's av 

Sullivan Patrick, clerk 145 North, rms 7 South 

Sullivan Thomas, rem to New York 
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Sullivan Thomas J., collector Singer Mfg. Co., h 22 Orchard 

Sullivan Walter J., coachman, rms 11 Circular av 

Sullivan & Campbell (John M. Sullivan and Thomas Campbell Jr.), 
livery and cab stable r 6 South 

Sullivan—see O'Sullivan: 

Sultaire Adolphus F., laborer, bds Onota n Peck’s road 

Sultaire A. Peter, dyer, h Onota n Peck's road 

Sultaire Augustus, emp Peck's mill, h Peck's road 

Sultaire Frederick, emp Peck's mill, h Peck's road 

Sun Mary A., widow Henry, h 17 South Robbins av 

E PRINTING CO. THE, William Mink pres. and treas., 103 
North—See p 253 

E MORNING CALL, H. T. & W. J. Oatman props. 
(15) Wollison blk 68} North—See p 254 

Sunderland Sarah Mrs., bds 10 Bradford 

Sunderman Jacob, teamster emp C. C. Gamwell, h 33 West Housa- 
tonic 

Supnaugh John, laborer emp Ashley Water Works, h Linden c 
King 

Sutherland David, emp 23 East, bds 79 Fenn 

Sutherland Fannie Miss, dressmaker emp 47 North, bds 41 Fenn 

Suttle Ellen, widow Patrick, h 152 Wahconah 

Suttle Lawrence, emp J. L. Peck, bds Alcove 

Suttle Patrick 2d, dyer Bel Air Mfg. Co., h Alcove 

Sutton Michael, horse dealer, h 66 North Firet 

Swallow John, bds Winter 

Swan Jerry, boats to let Баке View at Көө Lake, h do. 

Sweener Louis N., teamster, h Beaver n Peck’s bridge 

Sweeney Edward, "laborer, bds 35 East 

Sweeney John H. (Tierney & Sweeney), 7 West, bds 13 Lincoln 

Sweeney Margaret Miss, h 13 Lincoln 

Swift Anna C. Miss, teacher, bds Burbank Hotel 

Sword James, hostler Mrs. John A .Kernochan, Lenox middle road, 
bds do. 

Sykes Henry W., h 31 Daniels av 

Synan Catherine, widow John, rem to Dalton 

Synan Henry, emp B. & A. R. R., h 45 South Church 

Synan James, clerk 10 North, bds 8 South Church 

Synan John, clerk 10 North, h 3 Appleton av 

Synan Mary, widow William, h 8 South Church 

Synan Mary Miss, teacher, bds 8 South Church 

Synan Nellie Miss, teacher, bds 8 South Church 

Syse Eliza, widow Robert, ‘he Beaver 


TAE MILLS, Wilson & Horton props., off Wahconah n 
North, 14 miles north from Park sq—See p 241 

Taft George W., emp Peck’s mill, h Wahconah е Russell road 

Taft Henry W. , clerk of courts, office Court House, and pres. Third 
Nat. Bank, h 25 East Housatonic 

Taft James, emp Tillotson & Power, h n do. 

Talbot Bros. (Edwin A. and: Charles H. Talbot), booksellers, sta- 
tioners, news dealers, etc. 85 to 89 North 

Talbot Charles H. (Talbot Bros.), 85 North, h 46 Francis av 
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Talbot Edwin A. (Talbot Bros.), 85 North, h 50 Francis av 

Talbot Emile, weaver 8. ЇЧ. & С. R. Mfg. Co., h Lake av 

'Taleot William H., h 14 South 

Talham Joseph N., emp Singer S. M. Co., В 18 John 

Tanner Edward E., shoemaker, bds 15 Cottage Row 

Tanner Ella Mrs., saleslady 131 North, bds 15 Cottage Row 

Tanner Frances, widow George H., h 15 Cottage Row 

Tanner William T., salesman, bds 15 Cottage Row 

Tappin Eugene D., joiner, h 37 First 

Tare William, clerk 6 West, bds Parker House 

Tate John B., steam fitter emp 33 West, h 7 South Church 

Tate William, tinner emp W. G. Backus’ Sons, h 34 South Church 

Tatlock Sarah B., widow Prof. John, h Berkshire Co. Home, 12 
South 

Tatro Charles, emp T. & P., h Stearnsville 

Tatro Francis, laborer, h Dalton Division road 

Tatro Isaac, farm hand, bds Dalton road n Coltsville 

Tayer Oreelia M., widow John W., bds Parker av n West 

Tayer William J., clerk 6 West, bds Parker House { 

Taylor Benjamin, joiner D. C. Munyan, h Railroad av e North 
Pearl 

Taylor Catherine Miss, emp Bel Air Mfg. Co., bds 34 Second 

Taylor Frank D. (H. S. Taylor & Sons), 67 North, h 5 Adam 

Taylor Fred H., letter carrier, h 57 Fenn 

Taylor Henry S. (H. S. Taylor & Sons), 67 North, bds 5 Adam 

MAYLOR Н. S. & SONS (Henry S. and Frank D. Taylor), 
clothiers and gents’ furnishing goods 67 North—See front 
cover 

Taylor Jennie E. Miss, h 8 West Housatonie 

Taylor Julia E. Miss, h 8 West Housatonic | 

Taylor Louis W., deputy sheriff, Court House, В 10 Pomeroy’s av 

Taylor Mary B., widow Horace, rem to Brooklyn, N. Y. 

Taylor Mary C. Mrs., bds 11 Clinton av 

Taylor Nancy B., widow Luther, h 24 Union 

Taylor Theresa F., widow Frederick A., h 88 Fenn 

Teal William H., rem to New York 

Teale William, bakery and confectioner 12 Fenn, rms do. 

Teeling George B., book-keeper R. A. Teeling, bds Briggs av 

Тив RUFUS A., prop. Wahconah Flouring Mill 102 
Wahconah, h Briggs av—See p 277 

IT^ W. H. & CO. (William H. Teeling and Edward B. 

1 = Wilson), cracker bakers г 159 North, (new No. 165), and Nor- 
throp—See p 286 

Teeling William Н. (W. Н. Teeling & Co.), г 159 North, h 159 do. 

Temple Edwin L., blacksmith B. & A. R. R., h 7 Bradford 

Tennyson John G., finisher emp 149 North, rms (7) Bohlman's 
Hotel blk 

Teott—see Tuyotte 

Terbell Minnie E. Miss, clerk 20 North, bds 8 Francis av 

Terrett Catherine Eliza Miss, bds 165 North 

Terry Cornelius E., traveling salesman, h 10 Elizabeth 

Terry Lydia A., widow Silas B., bds 10 Elizabeth 

Terry Minnie E. Miss, bds 28 Cottage Row 
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Terry Sidney S., joiner, rms 87 North 

[ОРЕ SIMEON G., commission broker, stocks, grain, provis- 
ions, oil, etc. 3 South, h 5 Taconic—See p 239 

Terry Solon M., sup't R. & J. Clock Co., h 13 Clinton av 

SRT Joseph Mrs., prop. Springside Summer Boarding House 340 

orth 

Tetley Joseph H., pres. Willey-Robinson Mfg. Co., 39 West, h 10 
Bradford 

Tetrault—see Tatro 

Thayer Emma J. Miss, bds Shaker Village 

Thayer Glenroy A., clerk 37 North, bds Berkshire House 

Thayer James C., joiner, h Lincoln n Wellington av 

Thibalt Joseph A., emp R., K. & Co., bds 3 Pearl 

Thickins John C., supt. Tillotson & Power, hn do. 

HIRD NATIONAL BANK, Н. W. Taft pres., R. B. Bardwell 

cashier (3) Berkshire Life Insurance bdg 3 North—See p 236 

Thobe Charles, carpenter, bds 5 Newell 

Thomas August W., farmer, h Peck’s road bey upper mill 

Thomas Charles A., farm hand, bds Peck’s road bey upper mill 

Thomas David, emp R. & J. Clock Co., bds 28 Railroad 

Thomas Edward A., farm hand, bds Peck’s road bey upper mill 

Thomas Elizabeth, widow John, bds 7 Orchara 

Thomas Frank H., clerk 73 North, bds. Berkshire House 

Thomas Levi, laborer, h Lane off Newell n the bridge 

Thomas Lyman A., clerk Talbot Bros., rms 3. South 

Thomas Rose, widow George, h 3 South 

Thomas Silas P., emp Tillotson & Power, h Lower Barkerville 

Thomas William, h 50 John 

Thomas William R., emp E. D. G. Jones, bds Wendell Hall 

Thompson Amelia, widow Henry, bds 119 Fenn 

Thompson Charles L., emp R. K. & Co., rms 94 Fenn 

Thompson Charles W., policeman, h 66 John 

Thompson George, molder M. T. Moore, bds 15 Newell 

Thompson Martha A., widow William, h 86 Fenn 

Thompson Milton E., emp R. & J. Clock Co., h 27 West Housa- 
tonic 

Thompson Sarah D., widow Philo, h 86 Fenn 

Thompson Theodore, laborer, h r 95 Beaver 

Thompson Thomas, clerk 142 North, h 20 Bradford 

Thornbern Elizabeth Miss, h Shaker Village 

Thouot Joseph, teamster J. Е. Hemming, h 41 Daniels av 

Thouot Zattick, emp B. & A. R. R. repair shop, h Mill n H. R. R. 

Thouot—see Tuyotte ; 

Thur John, laborer, h 105 River 

Thurotzy Joseph, tailor 40 North, h 9 Crosier av 

lhuyotte Lewis, emp Henry & Blain, В 5 Southern av 

Thyng Ralph E., emp Peck’s mill, bds 156 Wahconah 

Tibdeore Dennis, laborer, h Beaver n Dalton 

Tibdeore Gustof, laborer, h Beaver n Dalton 

Tier—see Thouot also Tuyotte 

Tierney David F., h 36 Clough 

Tierney Edward, emp Tillotson & Power, h off Gales av n railroad 

Tierney John, rem to Westfield 
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Tierney Michael, rem to New York 

Tierney Peter S. (Tierney & Sweeney), 7 West, h 45 Daniels av 

Tierney Thomas, rem to New York 

Tierney Thomas, emp Tillotson & Power, h Gales av 

Tierney William, laborer, h Learned’s lane 

Tierney & Sweeney (P. S. Tierney and J. H. Sweeney), meat mar- 
ket 7 West 

Tiert Joseph, emp J. F. Hemming, h 41 Daniels av 

Tighe James, joiner, h 15 High 

Tighe Thomas, rem to Dalton 

Tillotson William E. (Tillotson & Power), also (D. M. Collins & 
Co.), bds Maplewood Hotel Ч 

Tillotson & Power (W. E. Tillotson and J. T. Power), mfrs. fancy 
cassimeres, Lower Barkerville road 

Timbie Charles N., brakeman B. & A. R. R., h 21 Howard 

Timbie Henry W., engineer B. & А. В. R., В 69 Francis av 

Timm Henry, mason, h Alcove 

Timm Henry Jr., reedmaker, bds Alcove 

Tinker Eugene L. (Tinker & Mandigo) 19 Fenn, h 6 Francis av 

Tinker & Mandigo (E. L. Tinker and G. T. Mandigo), groceries and 
provisions 19 Fenn 

Tobey Clara Miss, teacher, bds 10 Union 

Tobey I. S., widow Theodore Р., h 10 Union 

OBEY SARAH E. S., widow Edward, dressmaker 24 North, h 
do.—See p 258 | 

Tobin John, carpenter, rms 21 Cottage Row 

Tobin Mary Miss, h Peck’s road 

Tobin Michael F., lineman W. U. Tel. Co., h 13 Railroad 

Tobin William, policeman, h 32 Wahconah 

Tobin—see Tuvin 

Tolman Albert, h 2 Church 

Tolman George, lawyer, bds 2 Church 

Tolman William, special agent B. Life Ins. Co. (9) 3 North, bds 2 
Church * 

Tompkins Clarence G. (Berkshire Electric Co.), 163 North, h 1 
Clinton av \ 

Toohey Bridget, widow Martin, bds 8 Third 

Toohey Lawrence, laborer, bds Stearnsville 

Toohey Martin, h Barkerville 

Toohey Michael, emp J. L. Peck, bds Peck’s road n Onota lake 

Toohey Patrick, laborer, h Mill n railroad 

Toohey Patrick Jr.. emp T. & P., bds Mill n railroad 

Toole John J. A., clerk 78 North, bds 7 West Housatonic 

Tooley William, farm hand Williams east of Middle, bds do. 

Toomey James H., emp B. Knitting mills, h 13 Cottage Row 

Torrey James C., mason, bds 9 Linden 

Touchet Peter, emp E. Pomeroy, bds 19 Worthington 

Touchet Thomas, emp E. Pomeroy, h 19 Worthington 

Tougas Alexander, painter and paper hanger, h r 509 North 

Toulee Edwin M., emp Z. Crane, h off Dalton road bey gov. mill 

Tower Celemna Miss, rem to West Worthington 

Tower Edward J., farmer, h 264 North 

Tower Elzina, widow Elisha C., h 2 Fahey’s blk, North First 
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Tower Emeline, widow Justus, bds 16 Pomeroy’s av 

Tower George W., emp Meadow farm, Middle, bds do. 

Tower William F., janitor, h 71 John ^S 

Town Clerk's Office, 8 Park pl 

Towner Warren S., rem to Sing Sing, N. Y. 

Tracy Catherine, widow Jeremiah, h 27 Robbins av 

Tracy Distriet School, Elm bey Williams 

Tracy Harriet E., rem to Hinsdale 

Tracy John H., clerk Casey & Bacon, h 22 John 

Tracy K. A. Miss, clerk 17 North, bds 27 Robbins av 

Tracy Moses G., farmer, h Elm bey William 

Tracy Robert F., rem to Chicopee 

Tracy Thomas, farm hand A. J. Waterman, h West n Town 
farm 

езг WILLIAM W., light machine and gun work 87 Fenn, 
h do.—See p 249 

Trainor Alexander, emp R. К. & Co., h 55 Burbank 

Trainor Felix, janitor B. Atheneum, Bank row, В 11 Union 

Trainor James, emp 9 Gold av, rms do. 

Trainor James M., gardener, h 29 Second 

Trainor Philip E., bds 29 Daniels av 

'Trambley David, laborer, bds Onota n Peck's road 

Trambley M. Adeline, widow Celestin E., rem to Springfield 

Trauschke Alfred E., watchmaker emp F. A. Robbins, bds 74 
Wahconah 

Trauschke Charles, h 74 Wahconah 

Treadwell Edward D., cook 23 South, h do. 

Treadwell Jeremiah J., farmer, h Parker av n West 

'Tread well Robert P., hostler, bds Parker av \ 

Treadwell Victor M., waiter 5 South, rms 11 West 

Treat Frederick, machinist emp Peck’s mill, h Peck’s Hill off Peck’s 
road 

Tremblay Paul, hackman American House, h 13 Summer 

Trimble Florence A., widow John M., h 179 North 

Tripp Sarah Mrs., laundress emp O. I. Bates, h 11 Summer 

Trombly Frank, joiner, h 13 Prospect 

Troy Morris, laborer, bds 147 Wahconah 

Trudeau Henry, tinner emp 31 North, bds 61 Beaver 

Trudeau Louis, harnessmaker 20 Fenn, h 61 Beaver 

Truden James, night watchman S. N. & C. R. Mfg. Co., h 60 Bur- 
bank 

Trudo Clarence L., emp F. & M. Shoe Co., h 79 Beaver 

Trúmble Francis, teamster C. E. Merrill, h 8 Melville 

Trumble O. Marvin, emp 9 East, bds do. 

Trumble Russell, rem to New York 

Trumbul Harlan, gardener emp 34 South, rms do. 

Tubert Patrick, emp Pontoosuc Mill, h Hancock road 

Tubert Patrick, gigger P. W. Mfg. Co., bds Chatham 

Tubert Richard, emp M. B. Root foot of East, h 31 Beaver 

Tubert William, spinner P. W. Mfg. Co., h North, n Pontoosuc 
School : 

Tucker Anna T., widow Richard H., h 66 Francis av 

Tucker Caroline S. Miss, bds 27 East Housatonic 
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M David N., dry, fancy goods and groceries 184 North, 

1 ao, 

Tucker George H. (Dutton & Tucker) 17 West, County treasurer, 

а oftice Court House, h 27 East Housatonic 

Tucker Joseph, district court judge Central Berkshire, office 

е Court House, h 27 East Housatonic - 

Tucker Nancy, widow Nahum, В Maple ау, Coltsville 

Tucker Osear, barber, bds 15 Robbins av 

Tucker Sarah 8. Miss, bds 27 East Housatonic 

aig Elmore, clerk Berkshire Life Insurance Co., rms 6 

ear 

Tucker William. emp r 27 Elm, h Newell е Meadow Lawn 

Tuggey Frederick, clothing renovator, h 33 Gold av 

Tuggey Hattie Miss, bds 96 Fenn 

Tuller Joel M., painter, h 10 Dunham 

Tulley Thomas E., clerk 99 North, bds 4 Bradford 

Turknett Flora L. Mrs., bds 24 Francis av 

Turner Alphonso, rem to Adams 

Turner Charles, teamster, h Liberty ¢ Morton pl 

Turner Hannah, bds 17 Lake 

Turner Joseph, gardener, h Learned lane 

Turner Samuel, mason, h 17 Lake 

Turner Samuel Jr., bds 17 Lake 

Turner William H., mason, bds 17 Lake 

Turner—see Latorno 

Turtle William, lawyer (10) Berkshire Life Insurance Co. bdg 3 
North, h 23 Burbank 

Tuttle Charles H., tinner 41 West, h 9 Daniels av 

Tuvin Abram, rem to Michigan 

Tuvin Jacob, rem to Lee 

Tuvin Moses I., rem to Waterbury, Conn. 

Tuyotte—see Thouot and Thuyotte 

Tyler Edwin В., emp R., К. & Со., h 64 Fenn 

Tyler Tryphena B., widow Lester, bds 64 Fenn 

Tyrrell Albert C., farmer, h Dalton road, Coltsville 

Tyrrell William, laborer, bds Meadow farm, Lennox middle road 


UNION FOR HOME WORK, 12 South 

Union Pacific Tea Co., C. Richardson manager, 16 North 
Jnion Street Public School, Union е Daniels av 

Jnity Church (Unitarian), 41 North | 

Jpson Curtis P., supt. P. Street Railway Со., В 20 North First 
Jrquahart Charles, plumber W. С. В. Sons, bds 518 North 
rquahart James H., rem to Dalton 

Jrquahart John, emp Pontoosue W. Mfg. Co., h 518 North 


VAIL WILLIAM F., rem to New Jersey 

Valentine Henry C., № West n Onota Lake 

Valentine Louis, fireman Peck’s mill, h Peck’s road 

Valin Lizzie, housekeeper 8 North First 

Valin—see Volin 

Van Bergen Garret, soap maker r 91 River, h 20 Linden 

Van Bergen George H., shoemaker emp R., K. & Co., h 20 Linden 
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Van Bergen William G., substitute letter carrier, bds 20 Linden 

Van Beuren Thomas B., section master B. & А. В. В., В Dalton 
road n railroad 

Van Bramer Eliza, widow Jacob, h 35 First 

Van Buren Edward, brakeman B. & A. R. R., bds Parker House 

Van Buren Peter, laborer, bds r 95 Beaver 

Van DeBogart William W., police officer, bds 18 North First 

Van Deusen Ann E., widow James J., h 18 Bradford 

Van Deusen Henry B., machinist 33 West, bds 6 West Housatonic 

Van Deusen John F., cigars, tobacco and real estate agt. 15 North, 
h 5 Broad 

Van Deusen Martin B., clerk 83 North, h 99 Fenn 

Van Deusen Mary A., widow Michael, В 16 North 

Van Deusen William D., clerk 47 North, bds 99 Fenn 

Van Housen Wallace, ice peddler, bds Fenn c Beaver 

Van Valkenburgh George, carriage mfr. Allen r 66 North, h 6 
Union 

Van Valkenburgh Harry, book-keeper G. Van Valkenburgh, bds 6 
Union 

Van Valkenburgh John, carriage maker emp Allen, bds 17 Mel- 
ville 

Van Valkenburgh Nellie E., widow Morton, h 17 Melville 

Vanyan Peter, farmer, h Cascade, North Woods 

Vaughn Charles, farmer, bds Churchill 

Vaughn Frank B., joiner, h Churchill 

Vaughn John, emp B. & A. R. R. repair shop, bds 29 Church 

Vaughn Richard, switchman B. & А. К. R., В 29 Church 

Verchut Franz, peddler, h 63 Onota 

Vermilye William E. Mrs., h 10 Appleton av 

Vernion—see Lenoir and Vanyan 

Vertefeul Frank, laborer, bds Appleton av n Dawes av 

Vertefeul George, emp M. P. Lawton & Sons, h Appleton av n 
Dawes av 

Vertefeul Joseph, bds Appleton av n Dawes av 

Vertefeul Rock, carpenter, h 11 Renne pl 

Vesalius Ella B. Madam, music teacher, h 26 North Second 

Viall Frances A., widow William G., dressmaker (7) 60 North, 
h do. 

Videtto Afred, painter, h 37 North Second 

Videtto Elizabeth, widow Alfred, h 6 Daniels av 

Vien—see Cummings 

Vienna Pressed Yeast Co., Albert B. Stevens manager, South n 
H. R. R. 

Viets Whitney D., clerk Parker House, bds do. 

Viger Louis S., h 3 Broad 

Villeneuve Geo. F., millwright, bds 12 Third 

Villeneuve Thomas, h 12 Third 

Villeneuve Thomas H., rem to Holyoke 

Villeneuve Wm. A., rem to Washington Ter. 

Vincent Clifford, laborer, h 18 Second 

Vincent Frank, emp W. H. Teeling & Co., bds 99 Wahconah 

Vincent Leon, emp T. R. Glentz, h Silver n Third 

Vincent Mary Miss, bds Silver n Third 

20 
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Viner Anna Miss, dressmaker 1 Appleton av, bds do. 

Viner Benjamin, painter, bds 1 Appleton av 

Viner John, h Lake av n Onota 

Viner John Mrs., boardinghouse 152 North 

Viner Victor, hackman, h Clapp av 

Viner—see Feullner 

Vinette Alexander, painter, h South south of Williams 

Vinette Henry, gas fitter emp 33 West, h South south of Williams 

Vinette Joseph, painter, h South south of Williams 

Vinton Edwin, peddler, h Elm n Pleasure Park 

Vitch Abraham, tailor emp 139 North, h 103 do. 

Vogel Louis C., peddler, bds 214 North 

Vogel Max, shoe store and maker and repairer 5 Market, h 131 
Wahconah 

Volay Xavier, emp Peck’s mill, h Onota n Peck’s road 

Volin Adolphus, joiner emp D. C. Munyan, res Lenox 

Volin Amida, blacksmith, h 27 Howard 

Volin Augustin, joiner, h 15 Lincoln 

Volin Elphege, laborer emp Henry & Blain, h Apppleton av south 
of Dawes av 

Volin George A., joiner emp D. C. Munyan, bds 39 Howard 

Volin George L., joiner emp D. C. Munyan, h 16 Second 

Volin Henry, joiner, bds Silver n Third 

Volin Henry, rem to Boston 

Volin Joseph, laborer, h North n gas works 

Volin Louis, joiner, emp D. C. Munyan, h Silver n Third 

Volin Nelson, carpenter, bds 39 Howard 

Volin Peter, watchman B. & А. В. R., В Elm n Pleasure Park 

Volin Sophia, widow Theodore, h 39 Howard 

Volin Ulric, joiner, bds 39 Howard 

Volin—see Valin 

Volk Abram, tailor 41 North, h 20 Reed 

Volk Robert W., finisher emp Z. A. Ward, bds 20 Reed 

Voll Frank, painter Holland Bros., bds 34 Linden 

Voll Henry, painter, h 29 Burbank 

Voll Mary, widow Jacob, h 34 Linden 

Von Nida Henry, h 192 North 

Vosburg Charles W., emp 31 North, h 114 Robbins av 


WADDELL THOMAS C., foreman harnessmaker Gale Bros., 
rms Steamer House No. 1, School 

Wade George H., clerk Berkshire House, bds do. 

Wadhams Electa S., widow Henry Г.., 1 Elizabeth 

Wadhams Lewis W., h 189 West 

Waguer Charles, butcher 3 Newell, h 7 do. 

Wah Quong Yeun, laundry 16 West, bds do. 
AHCONAH FLOURING MILLS, R. A. Teeling prop., 102 

Wahconah—See p 277 

Waite Addison S., druggist 65 North, h 180 do. 

Waite Clarence H., physician 65 North, h 28 Francis av 

Waite Lorenzo, physician 156 North, h do. 

Waite Richard B., clerk 4 West, h 9 South Church 

Wakefield Chas. A., mfr. earth closets, h South Mountain n South 
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Wakefield Charles Tilon, carpenter, h 15 Summer 

Wakefield C. T. Mrs., boarding-house 15 Summer 

Wakeman Henry, barber, bds 202 North 

Walder Alfred, emp Bel Air Mfg. Co., bds Alcove 

Waldschmidt Margaret, widow Michael, h 31 North Second 

Walker A. E. Miss, teacher Union Street School, h 30 Center 

Walker Antone, laborer, h Cheshire road n Coltsville 

Walker Elliot, with A. H. Rice & Co., bds 4 Buell 

Walker Emily Miss, h 30 Center 

Walker Frank (Prince & Walker) 10 North, h 14 Clinton av 

Walker Lizzie Miss, teacher, h 30 Center 

Walker Margaret E., widow John A., h 4 Buell 

Walker Mary Mrs., housekeeper town farm, West 

Walker Mary E. Miss, nurse House of Mercy, 220 North 

Walker Michael, rem to Boston 

Walker Vinet, piano turner 30 Center, h do. 

Walker Wirt D., Blythewood, West 

Wall James A., sec. and treas. Willey-Robinson Mfg. Co., bds 
Springside, 240 North 

Wallace Francis E., emp Tillotson & Power, h Stearnsville 

Wallace William, bds 96 North First 

Walsh Alice, widow Michael, h 83 West 

Walsh Annie A. Miss, clerk 47 North, h 5 North First 

Walsh George H., tinner emp 116 West, h 11 South Robbins av 

Walsh Hannah, clerk 47 North, bds 5 North First 

Walsh James, emp B. & A. R. R., h 34 Second 

Walsh J. C., manager Russell & Jones Clock Co. 19 South Church 

Walsh Julia Miss, h Learned’s lane 

Walsh Lewis, emp Unkamet farm, h cross road at railroad 

Walsh Maggie Miss, clerk 47 North, bds 5 North First 

Walsh Martin, joiner, h 27 Gold av 

Walsh Mary Miss, h 5 North First 

Walsh Mary; widow Redmond, bds Learned’s lane 

Walsh Redmond, saloon 27 West, h Learned’s lane 

Walsh Thomas, boarding-house Tillotson & Power 

Walsh Thomas, rem to Lenox 

Walsh William, emp Meadow farm, Middle, bds do. 

Walter Alfred, h Alcove 

Walter Edward, barber emp 1 West, bds 10 Prospect 

Walton Robert, tin-peddler, h, Parker n Tyler 

Ward Herbert P., rem to Chicago 

Ward Ina Miss, clerk 47 North, bds 21 Gold av 

Ward James A., coachman 4 Bartlett av, h 2 Pearl 

Ward Mary T. Miss, bds 21 Gold av 

Ward Thomas, blaéksmith emp John Hayden, h 77 Daniels av 
ARD ZADOC A., furniture mfr., doors, sash, hardwood lum- 

ber, stair builder, planing mill, ete. Clapp av, h 21 Gold 

av—See p 263 

Wardell Thomas C., emp Gale Bros., rooms Steamer house No. 1. 
School 

Wardwell Theodosia, widow Otis, h 52 North First 

Wark John, cabinet-maker 7 South, bds 12 Pearl 

Warner Alice E. Miss, teacher, bds 122 South 
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Warner Charles, painter emp P. W. Mfg. Со., В Chatham 

Warner Chloe E. Miss, h South Mountain 

Warner Collins B., farmer, В 122 South 

Warner Cornelius, carpenter, bds 127 Wahconah 

Warner Emma A., widow Lewis C., boarding house 3 Pearl 

Warner John, loom fixer, emp В. №. & С. В. Mfg. Co., h 127 Wah- 
conah 

Warner John H., farmer, h Lake View n town line 

Warner Lucy W. Miss, teacher, bds 122 South 

Warner Mary E., widow John B., h 59 Beaver 

Warner Staples J., reporter The Pittsfield Sun, h 4 Daniels av 

Warner Thomas, farmer, bds 122 South 

Warren Abel 8., carpenter, В 19 Gold av 

Warren Henry R., farmer, h South n railroad 

Warren Margaret E. Mrs., teacher Peck's school, bds Peck's road 
near Peck’s mill 

Warren Walter C., farmer, Pomeroy's farm, Jason, h do. 

Warrener Harriet J., widow Solomon, bds 2 East 

Warriner James L., pres. Agricultural National Bank 5 North, h 
16 East b 

Warriner Maria Miss, bds 16 East 

Warriner Orlando, farmer, h New Lenox road 

Washburn Luther H., farmer, h South Mountain n South 

Wasson Julia M., widow John B., bds 18 Union 

Waterman Andrew J., lawyer ana attorney general, office 5 Bank 
Row, Boston office Commonwealth building, h West bey 
Onota 

Waterman Fred, book-keeper D. M. Collins & Co., h 35 Welling- 
ton av 

Waterman William, freight agent B. & A. R. R. station, h 2 
Francis av 
ATKINS С. B. MRS., dining rooms 93 North, h do.—See p 

286 р 

Watkins Charles B., manager restaurant 91 North, h do. 

Watkins Charles B. Jr., carpenter emp C. E. Merrill, hr 16 Adam 

Watkins Frank B., rem to Boston 

Watkins Frank P. Mrs., seamstress, h Burbank Hotel blk West 
ATKINS RUSSELL C., photographer 53 North, h 73 Fenn 

—See p 260 

Watkins Willard H., rem to Boston 

Watson Alfred, rem to East Windsor Hill, Conn. 

Watson George A., clerk, bds North opp Hancock road 

Watson John, emp P. W. Mfg. Со., В North opp Hancock road 

Watson John Edward, bds North opp Hancock road 

Watson Minor М., mason, h Dalton road n railroad 

Watson Walter, civil and sanitary engineer, h 27 Appleton av 

Waugh Clarence H., piano tuner, 75 North, h 29 East 

Way Walter H., organist and music teacher (10) 8 West, rms do. 

Weaser Carrie J. Miss, teacher 5 Bank row, bds 20 Adam 

Weaser Frank, musician, bds 20 Adam 

Weaser Frank B., h 20 Adam 

Weaser Wm. H., barber 53 North, bds 20 Adam 

Webb Charles P., clerk 19 North, h 7 Church 
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Webb Charles P. Mrs., dressmaker 7 Church, h do. 

Webb Evelyn M. Miss, clerk 47 North, bds 34 West 

Webb John, h 15 Orchard 

Webb John F., grocer 13 Orchard, bds 15 do. 

Webber Hannah, widow William, h 169 North 

Webber Willis A., oyster dealer Troy, h 167 North 

Webley Martha, widow Edward, h Barkerville 

Е Alfred, emp Т. Г. Lowden & Sons Gold av opp William, 
bds do. 

Webster Edward, horse trainer Taconic Farm, off West bey Jason 

Webster John J., farm hand, bds West bey Onota 

Webster Lester, rem to Providence, R. I. 

Webster Lewis V., painter, h Lake с Fourth 

Webster Robert, boilermaker emp B. & А. В. В., В 13} Burbank 

Weckman George, clerk 26 North, bds Pontoosuc 

Weckman Henry, barber emp 293 North, bds 202 do. 

Weckman John, emp P. W. Mfg. Co., bds Chatham 

Weckman J. Michael, gigger P. W. Mfg. Co., h Chatham 

Weed Charles H., carpenter, h 12 Robbins av 

Weeks Charles F., train dispatcher B. & А. В. R., at Junction, h 
36 Daniels av 

Weeks George, rem to England 

Weeks Harry E., student with H. N. Wilson, bds 30 Daniels av 

Weidman Catherine, widow Peter, bds 200 North 

Weidman Fred., h 155 Wahconah 

Weinmann Philip, teamster Gimlich & White, h 16 John 

Weir John, rem to New York 

Weise Charles, h 515 North 

Weise—see Wise 

Welch Anthony, h r 57 Railroad 

Welch Frank, emp E. D. G. Jones, rms 10 Pearl 

Welch James, laborer, bds Richmond av 

Welch John, teacher High School, h 15 Wendell av 

Welch John, laborer, h 22 John 

Welch Martin, emp H. B. Wellington, bds 15 Maplewood av 

Welch Matthew, stone mason, h 44 Clough c Francis av 

Welch Michael, laborer, h 10 River 

Welch Michael, spinner, h 1 Park 

Welch Nellie Miss, clerk 47 North, bds 44 First 

Welch Patrick, emp S. N. & C. R. Mfg. Co., h Alcove 

Welch Peter, farmer, h Cascade n North Woods 

Welch Thomas, painter emp R. & J. Clock Co., bds Mill south of 
railroad 

Welch Thomas, emp 8. ЇЧ. & С. В. Mfg. Co., h Richmond av 

Welch Thomas, emp B. & A. R. R., bds Beaver n Peck’s bridge 

Welch—see Walsh 

Weldon John, boss wool sorter Taconic mills, h 537 North 

Weldon Patrick, farmer, Cross road n North 

Weller Edgar M., farmer, h Elm bey schoolhouse 

Weller Emil, emp P. W. Mfg. Co., h Chatham 

Weller George E., farmer, bds Elm bey schoolhouse 

Weller Irving E., teamster Shaker mill, h do. 

Weller Israel С., flour, feed, etc., bds American House 
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Weller Louis, percher P. W. Mfg. Co., h Chatham 
Welling Ross, farm hand Dalton road, bds do., Coltsville 
ELLINGTON HIRAM B., furniture dealer 149 North, h 15 
Maplewood av—See p 263 
Wellington Marshall S., clerk 149 North, bds 15 Maplewood ay 
Wellington Thomas J., clerk 149 North, bds 15 Maplewood av 
Wells George, court crier, h Elm n Williams 
Wells Horace, h 6 Francis av 
Wells Rosalie Miss, bds Elm bey William 
Wells Sarah O. Miss, h Dalton division road 
Wells William H., farmer, h Dalton division road 
Wells William M., joiner, emp C. E. Merrill, bds Berkshire House 
Wells William M. Mrs., h 8 Bradford 
Wendell Hall Boarding-house, Mrs. Sarah M. Livermore, prop., 1 
Wendell ay 
Wentworth George M. (Hall & Wentworth), (14) 60 North, h 12 
Adam 
Wentworth Lois Miss, eldress Shaker Village, bds do. 
Wentworth Walter H., physician 3 South, h 33 do. 
Wentworth William P., M. D., oculist and aurist, (11) 60 North, 
res Hinsdale : 
Werden Isaac J., machinist, h 44 Daniels av 
Werner Louis, supt. P. W. Mfg. Co., h North n New road 
West Charles E., h 22 Wendell av 
West Gilbert (John C. West & Bro.), and assessor 2 North, h 39 
South 
West Grace F. Miss, h 35 South 
West Harry G., book-keeper P. C. Co., bds 39 South 
West Henry, emp Allen's farm Dalton road, bds do. 
West John C. (John C. West & Bro.) 2 North, h 26 South 
EST JOHN С. & BRO. (J. C. and Gilbert West, dry goods, 
groceries, etc., North c Park pl—See p 257 
West Part School, West n town house 
West William, farm hand William east of Middle, bds do. 
West William B., clerk 2 North, bds 39 South i 
Western Ida L. Miss, clerk, bds 14 Maplewood av 
Western Union Telegraph Co., Miss E. D. Rigler manager, 3 North 
and Union depot 
Wetherell Martha Miss, h Shaker Village 
Wetherwax Cassius, teamster emp C. E. Merrill, h off Lincoln n 
Clapp 
Wetatein Brook soapmaker, rms Bohlman’s Hotel 
Whaland Patriek, emp Tillotson & Power, bds n do. 
Whalen Catherine, widow Michael, bds 123 Wahconah 
Whealor Carry Mrs., h 6 North First 
Wheelehan John, laborer, h Onota, n Lake av 
Wheeler Charles H., joiner, h 5 Newell 
Wheeler Charles N., quarryman, bds New Lenox road 
Wheeler Frank, carpenter, h Meadow Lawn off Newell 
Wheeler Horatio N., bds 235 North 
Wheeler James H., physician (15 and 16) 60 North, h 1 Beaver 
Wheeler Mark, teamster emp Wahconah mills, h 119 Wahconah 
Wheeler William, farm hand Parker av c Gales av, bds do. 
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Wheeler William H., farmer, h New Lenox road 
Wheeler W. O. Mrs., clerk 47 North, h 6 First с 
HELDEN CHARLES M., druggist 118 and 120 North, h 122 
do.—See p 262 
Whipple Alden B. Rev., bds 7 Wendell av. 
Whipple Charles C., clerk 6 West, h 19 Union 
Whipple Phila M. Miss, teacher, bds 7 Wendell av 
Whipple Stephen T., h 12 Summer 
Whitcomb Vine O., shoecutter emp R., K. & Co., bds 683 North 
White Agnes Miss, ice cream rooms 3 Summer, bds do. 
White Andrew J., foreman R., K. & Co., h 21 Orchard 
White Ann E., widow Conrad, bds 5 Southern av 
White Fred, hostler 123 West, h Spring 
White Fred C., student, bds Ve siens d 
White Fred L., emp Р. S. В. В. Co., bds ahconah ў 
White George H., „ендо Gimlich & White, bds 69 Railroad 
White Henry, baker emp 20 North, В 199 do. | 
White Jaunes P; foreman spinning dept. Bel Air Mfg. Co., h 117 
Wahconah l 
White James L., emp Talbot Bros., h 53 Daniels av 
White John, emp Bel Air Mfg. Co., h 99 Wahconah ere 
HITE JOHN, florist New West n Church, rear Burban 
Hotel, h n do.—See p 279 а Эй 
White John (Gimlich and White), Railroad c John, h 69 Railroad 
White Mary, widow Thomas, bds 25 West Housatonic 
White Newell H., peddler, h 106 Fenn 
White Philip, laborer, h 28 Beaver 
White Robert Mrs., rem to Ireland 
White Victor, rem to Canada Vac bci i 
White William G., policeman, h aniels av. 
White William J., supt. P. Mfg. Co., h 7 Wellington av 
White William L., emp North Adams, h 26 Second 
White—see Le Blanc М 
Whitehead Arthur, emp Taconic mill, bds 217 Wahconah | 
Whiting William H., messenger State House, Boston, h Brown n 
T | "+ 
Whiting William W., prop W. W. Whiting Co. Allen, h 13 Wen- 
dellav 
Whiting W. W. Co., mfrs. envelopes, t ein 
itma ra Mrs., housekeeper, 41 Fenn | 
ео уна ар В. К. & Co., h Lincoln c Wellington av 
Whitmire Eliza, widow Christian, h 11 Lincoln 
Whitney Edward, rem to New Boston 
Whitney George W., emp зонаны org: Second 
Whitney John W., hostler, bds 30 Secon ; 
Whitney Osborne 'А., foreman W. С. 5. Mfg. Со., h 1 ор M 
Whitney Wellman C., book-binder emp Eagle Bindery, h 30 Se 
ond 
i T rth, h 17 Howard 
Whittaker Eugene, emp Wood Bros. 75 North, 
Whittaker Garrett H., laborer, h cni тати off Newell 
hittaker Wilson H., hostler, 158 North, rms do. | 
Whittlesey William A., manager Pittsfield Illuminating Co., h 32 
East Housatonic 
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Wich Lawrence, h r 57 Railroad 
Wieber Anne, widow Frank, h off John n Gilbert 
Wieber Joseph, emp A. Schurmeyer & Co., bds off John n Gilbert 
Wieman—see Weinmann 
Wigmore Michael, emp Parsons & Sears, bds 42 Second 
Wilbur Charles W., baggagemaster B. & А. В. R., h 8 South av 
Wilbur Edward C., conductor B. & A. R. R., h 6 South av 
Wilbur George, clerk, bds 6 South av 
Wilbur James E., laborer, h 59 River 
Wilbur John C ., baggage master B. & A. R. R., h 13 Onota 
Wilcox Chas. E., emp H. Dodge, h Peck rd bey lower mill 
Wilcox Charles M., lawyer 3 South, bds 11 Linden 
Wilcox Edmund C., clerk B. Overall Co., h 26 Center 
Wilcox Marshall, lawyer 3 South, h 11 Linden 
Wilcox William E., supt. P. Tack Co., h 39 North First 
Wilde Samuel, painter, h 71 Beaver 
Wilde Samuel Jr., painter, h 68 Beaver 
Wilder William R., book-keeper B. Valley Paper Co., h 3 Union 
Wiley Harry, laborer, bds South n railroad 
Wiley John W., farmer, h South n railroad 
Wilkins Edward, rem to Worcester 
Wilkins Lafayette, rem to Worcester 
Wilkins Perley, emp T. & P., h Barkerville 
Wilkins Walter, emp Dalton, rms 123 Wahconah 
Wilkinson William, emp G. A. Bidwell, h 14 Francis av 
Wilkinson William A., tinner, h 14 Renne pl 
Willard George A., emp. R. K. & Co., h 94 Fenn 
Willard Hattie E. Miss, nurse House of Mercy 220 North 
Willard H. Francena Miss, bds 8 South 
Willard Robert E., apothecary 1 South, h 18 Pomeroy's av 
Willard Robert K., clerk 1 South, bds 18 Pomeroy's av 
Willett John, emp C. C. Gamwell, h off Lincoln n Clapp 
Willey Benjamin F., h 9 Pearl 
Willey Frank A., emp R. K. & Co., rms 6 First 
Willey Joseph S., rem to Hartford 
Willey-Robinson Mfg. Co., shirt mfrs. and props. Franklin Steam 
Laundry, Noble blk, 39 West 
Williams Adrian, miller Shaker mill Lower Barkerville road 
Williams Ansel H., farmer, h Elm n Dalton line 
William Anson M., coachman 2 Wendell av, h n do. 
Williams Arthur, emp Rockwell & Co., h (13) 8 West 
WILLIAMS ARTHUR MRS., dress and cloak maker (13) 
Bowerman's blk. 8 West and 3 South, rms do.—See p 258 
Williams Cyrus J., farm hand, bds Elm n Dalton line 
ILLIAMS ELEAZAR, hardware, iron, steel, paints, oils, 
etc. 2 Academy of Music blk, 90 North, h Henry ave 
Elizabeth—See p 269 
Williams Frank L., shoe cutter, bds Elm bey Middle 
Williams Herbert, emp B. & A. R. R., h 19 Harris 
Williams John, farm hand, h Dalton rd n railroad 
Williams Kate, widow Charles, h 5 Market 
Williams Leonard, farmer, h Elm bey Middle 
Williams Levi, farm hand, Dalton road n railroad 
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Williams Samuel S., mason, h Lincoln n Fourth 
Williams Samuel S. Mrs., nurse, h Lincoln n Fourth 
Williams Urias, miller Shaker mills Lower Barkerville road 
Williams Willis D., commercial traveler, bds 14 Bradford 
Willis George S., bds 17 Wendell av 
Willis Louisa A., widow George S., h 17 Wendell av 
Wilmot Charles J., clerk A. H. Harrison, bds 11 Pleasant 
Wilmot Francis, bds 3 Lake 
Wilmot John, laborer, h 11 Pleasant 
Wilmot John F. W., rem to North Adams 
Wilmot William A., painter, h South Mountain 
Wilner Charles E., emp Z. Crane Jr. & Bros, h Dalton road, 
Coltsville 1 у 
Wilsey David P., joiner T. В. Glentz, В 17 Linden 
Wilsey James H., painter, h 12 Appleton av 
Wilsey William, laborer, bds 17 Linden 
Wilson Alfred, laborer, h West 
Wilson Alvah, clerk E. H. Nash 60 North, bds 165 do. 
Wilson Anna, widow Joseph H., h 189 North 
Wilson Benjamin B., laborer, h 109 Robbins av 
Wilson Clifford H., book-keeper Wm. Clark & Co., bds 13 Reed 
Wilson Edward B., principal Center Grammar School, h 13 Reed 
Wilson Edward B. (W. H. Teeling & Co.), Northrop, h 15 Union 
Wilson Eugene M., manager N. E. Tel. and Tel. Exchange, h 3 
Hamlin 
Wilson George Mrs., rem to Maple Grove : і 
ILSON Н. NEILL, architect (26 and 27) Berkshire Life In- 
surance Co. bdg 3 North, h 32 Wendell av—See p 261 
Wilson James, mason, bds 55 Fenn 
Wilson James (Wilson & Read), Berkshire Life Insurance bdg 3 
West, and (Wilson & Horton), h 8 Elizabeth 
Wilson James, emp P. W. Mfg. Co., bds North n Pontoosuc lake 
Wilson James S., mason emp Н. Dodge, rms 40 North 
Wilson Joseph, h Depot road n Shaker depot 
Wilson Juliette, widow William, h 5 Dunham : 
Wilson Margaret widow George, h Depot road, Barkerville 
Wilson Margaret H. Miss, rem to Springfield 
Wilson Mary E., widow Solomon, h 28 Center 
Wilson Parthena Mrs., h 28 River 
ILSON & HORTON (James Wilson and Arthur Horton), 
props. Taconic mills, fancy cassimeres mfrs., Taconic—See p 
241 
ILSON & READ (James Wilson and Franklin F. Read), 
general insurance agents Berkshire Life Insurance bdg, 3 
West—See front col'd p II 
Wince Pauline, widow John, h 91 West 
Winchell George, h 163 West c Onota 
Winchell Harry, supt. fire department, h 51 Fenn 
Winchell Warren, emp Meadow farm, Lenox middle road 
Winchell William P., coachman emp 15 Maplewood av, h 29 
Bradford 
Winn John, laborer, h 115 Wahconah 
Winn Thomas, laborer, bds 115 Waheonah 
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Winn Thomas, emp S. М. & С. В. Mfg. Co., bds 115 Wahconal 
Winters Charles G., clerk 3 West, bds 9 Orchard А 
Winters Fred, emp P. W. Mfg. Co., h Chatham 
Winters George, emp 10 Depot, h 7 Orchard 
Wise Frank, painter, bds 33 Railroad 
Wise Frederick, h 33 Railroad 
Wise Fred J., joiner, h 71 River 
Wittan Isaac E., foreman S. N. & C. R. Mfg. Co., h Peck's road n 
Alcove 
Wolfe John S., flour and grain (wholesale) 6 Clapp av, h 30 South 
OLFF CHARLES M., clothing and merchant tailor 42 North, 
h 63 Francis av—See p 265 
Wolff Emanuel C., rem to New York 
Wolff Louis, clerk 42 North, h 19 Daniels av 
Wollison George G., emp W. C. S. Mfg. Co., h 12 Renne pl 
Wollison George W., carpenter r 89 West, h 32 Francis av 
Wollison Herbert S., paper hanger, bds 4 Union 
Wollison M. Ellen Miss, teacher Barkerville School, bds Barker- 
ville 
Wollison Reuben D., paper hanger, h 4 Union 
Wollison Robert M., rem to New York 
Wollison Samuel L., book-keeper J. B. & Bros. Mfg. Co., h Bar- 
kerville 
Woman's Art Exchange, Mrs. E. V. B. Baird manager, 8 South 
Wood Andrew, emp R. K. & Co., h 18 Brown av 
00D BROS. (Joseph H. Wood, William P. Wood), pianos, 
organs and musical merchandise 75 North and (10 Bank st., 
North Adams)—See front col'd p X 
"Wood Carrie A. Miss, bds 31 Maplewood av 
Wood Clare L., fireman electric light station, h 14 Pearl 
Wood Dwight A., machinist, h 6 Willis pl 
Wood Dwight A. Jr., keeper at Berkshire County Jail 36 North 
Second n Orchard, bds do. 
Wood Edgar M., lawyer and United States commissioner 9 and 10 
Bank row, h 9 Gold av 
Wood Edgar P. (E. P. Wood & Sons), 11 Railroad, h 6 Clinton av 
00D E. P. & SONS (E. Р., Е. Х. & W. M. Wood), whole- 
sale beef and provisions 11 Railroad—See p 281 
Wood Ernest N. (E. P. Wood & Sons), res Lanesboro 
Wood Frederick, painter Holland Bros, h Burbank Hotel blk, 
West 
Wood George Everett, farmer, h Dalton road, Coltsville 
Wood John P., shoemaker 16 North, h 39 Bradford 
Wood Joseph H. (Wood Bros.), 75 North, h 16 Howard 
Wood Oliver L., deputy sheriff, office Court House, h 31 Maple- 
wood av 
Wood Richard A., traveling salesman Wood Bros., h 39 Bradford 
Wood Walter M. (E. P. Wood & Sons), 11 Railroad, bds 6 Clin- 
ton av 
Wood William E., carder, h Barkerville 
Wood William P. (Wood Bros.), 75 North, h 17 Onota 
W ood—see Godbois 
Woodard Frank, rem to Laconia, N. Y. 


PITTSFIELD [Z] DIRECTORY. 163 


Woodbridge Levi, rem to Adams 


Woodcock Lawrence, dyer emp Peck’s mill, h Wahconah junc. 
Peck’s road 


WoopRUrr FRANKLIN A., coal and wood dealer 16 Rail- 
road, h do.—See p 276 

Woodruff Maria, widow Russell, h 5 Melville 

Woodruff Morgan L., physician 16 Railroad, h do. 

Woods Clinton E., emp P. Illuminating Co., h 6 First 

Woodward Benjamin F., book-keeper P. Évening Journal, bds 3 
Cottage Row у 

Woodward Louisa T., widow Henry, bds 23 East 

Woodward Mary E., widow Е. B., h 3 Cottage Row 

Worcester Ephraim P., farmer, h 65 Beaver 

Worcester Julia A. Miss, proof reader Pittsfield Evening Journal 
bds 65 Beaver í 

Worden Elias, poet, rms 16 Linden 

Wormsley Andrew J. D., h 21 Alder 

Worseley Mary Mrs., emp B. Knitting mill, h 9 Church 

Wortham Anna Miss, nurse House of Mercy, 220 North 

Wright Arthur, electric light trimmer emp C. E. Merrill, h 4 Adam 

Wright Charles C., book-keeper Hinsdale Bros., h 48 Francis av 

Wright Cornelius W. (Wright & Burns), 21 Fenn, h 13 Francis 


av 

Wright Frank F. (Meigs & Wright), 72 North, h Middle n Elm 
Wright James, farmer, bds Williams east of Middle 

Wright Jesse Franklyn, farmer, h Williams east of Middle 
Wright Joseph C., driver Am. Ex. Co., bds 32 Railroad 

Wright Orra P., joiner T. R. Glentz, h 32 Railroad 

Whirenr & BURNS (C. W. Wright and Louis Burns), furni- 


ture, carpets, stoves, crockery, tin and wooden ware 21 Fenn 
— See p 273 


. YALE CHARLES R. B., rem to Bridgeport, Ct. 


Yates Elmer, emp Tillotson & Power, h n do. 

Yeun Quong, Chinese laundry 31 Fenn, h do. 

Young Basile, emp 13 Broad, bds do. 

Young Charles H., carpenter, h 29 Beaver 

Young Felix P., rem to Great Barrington 

Young Frank, rem to Turner's Falls 

Young Levi, rem to Turner’s Falls 

Young Men's Christian Association, A. G. Lund general secretary 
rooms 741 North P 

Young Paul, mason, h 99 River 

Younghans Charles F., rem to Rockville, Ct. 


Yurick Herman, picker S. N. & C. R. Mfg. Co., h Peck’s road n 
Wahconah 


ZAPH ELIAS S., joiner, h 3 West Housatonic 

Zieger Frederick, painter, h 11 John 

Zink Michael, teamster Gimlich & White, bds 42 South Church 
Zopf Benedict, painter Holland Bros., h 97 River 
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Academies. 


CHICKERING COMMERCIAL COLLEGE AND BUSINESS 


SCHOOL, Benj. Chickering principal, 5 Bank Row—See front 
cold p III 


Peirson Joseph E., 30 West Housatonic 


Accountants. 


MeGowan James, 12 Melville 
Taylor L. W., Court House 


Acids. 
DUTTON & TUCKER, 17 West—See p 269 


Agricultural Implement Mfr. 
MOORE М. T., r 52 Fenn—See р 249 


Agricultural. Warehouses. 


HALL Т. E. & CO., 4 Bank Row—See p 272 
LUCAS H. P., 78 North—See p 271 


Aniline Dyes. 
DUTTON & TUCKER, 17 West—See p 269 


Apothecaries. 


ATWOOD LUTHER L. (wholesale and retail), 7 North—See 
p 262 

COBB F. U., 8 North—See p 261 

HULL F. A., 14 North—See back cover 

Manning M. 8. & Son, 51 North 

Murphy John J., 108 "North 

SMITH ARTHUR, 43 North—See front cover 

Waite A. S., 65 North 

WHELDEN CHARLES M., 118 and 120 North—See p 262 

Willard Robert E., 1 South 


Architects. 


Jones Edward D. G. (mill), McKay c Depot 

Rathbun Charles T., 20 Broad 

Sandys Arthur, 3 West Housatonic 

WILSON H. NEILL (26 and 27) Berk. Life Ins. bdg., 3 North— 
See р-261 
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Art Gallery. 
Berkshire Athenæum, Bank Row 


Banks. 


AGRICULTURAL NATIONAL BANK, 5 North—See p 235 


BERKSHIRE COUNTY SAVINGS BANK, 3 North—See front 
Art Needle Work and Materials. col'd p X 


PITTSFIELD NATIONAL BANK, 1 North—See p 235 
RANOUS A. R. MRS. (24), Central blk, 41 North—See p 259 BLUR о БЕ Уыз ANK, 3 Noli Se ENT 


Artists. Barbed Wire Dealers. 


Denison George H. (oil and crayon), 30 West Housatonic HALL T. E. & CO., 4 Bank Row—See p 272 
: LUCAS H. P., 78 North—See p 271 | 
Artists’ Materials. 


Blatchford George, 12 North 
Talbot Bros., 85 and 89 North (See Hairdressers.) 


Barbers. 


Auctioneers. Bath Rooms. 
Nash H. B., Mill’s blk, North Barber J. Morton, 31 West 
Taylor Louis W., Court House à 


VanDeusen John F., 15 North Beef Dealers (Wholesale). 
Wood Oliver L., Court House f dis 


East St. Louis Dressed Beef Co., A. E. Glasgow manager, 13 De- 
Awnings, Tents, Etc. 


Carpenter W. W., 81 North 
PROUT GEORGE W., 77 North—See p 270 


pot 
WOOD E. P. & SONS, 11 Railroad—See p 281 


Belting. 


Bakers. DUTTON & TUCKER, 17 West—See p 269 
Andler F. Mrs., 91 North 
Diehl Martin, 206 North Bicycles. 
EDDY H. D., 20 North—See p 267 
KOHLER THEO., 5 Railroad—See p 267 NATIONAL BICYCLE CO., 74 North—See p 262 
Miller E. J. Mrs., 43 Beaver 
Stearn Jacques, 4 Clapp av BENS 
St. James & Fitsgersld, 56 North First Billiard Halls. 
Teale William, 12 Fenn Cullen J. C., 63 North 
TEELING W. H. & CO. (cracker, biscuit and fancy cake), Nor- Davis William H., 141 North 

throp and 159 North—See p 286 Gill R. H. & Co., 21 North 
King John, Taconic 
Bands. PERRY W. W., Berkshire House—See front col’d p IV 


ST. LAWRENCE WILLIAM, American House—See p 293 
Barnard's Orchestra, L. V. Barnard leader, 16 Robbins av 


Germania Band, Edward Clapp leader, 153 North х 
St. Joseph’s Band, 144 North | Bill Posters. 
5 
St. Joseph's Orchestra, Arthur Payne leader, 144 North Durkeo & Cole, Academy of Music, 80 North 


Banker. 
COOKE R. H., 13 North—See p 236 


Bird Cages. 
MEIGS & WRIGHT, 72 North—See p 264 
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Blacksmiths. 


Burlingham С. E., Peck’s road 

Coty Bros., Upper Barkerville road n Shaker Village 
Cummings P., Elm c Middle 

Cummings Peter, 5 North Pearl 

DANIS T., McKay n West—See p 288 
DEELEY LAWRENCE, Liberty —See p 288 
Finch L. M., Liberty c Depot 

Hayden John, 20 McKay 

Kennedy I. C., 16 McKay 

McCarty & Fallon, 14 McKay 

McDONALD J. E., 59 Fenn—See p 288 
MERRELL C. E., 140 North—See front col’d p 
Montville Mitchell, 23 Pomeroy av 

O’Connell William, 72 Beaver 

O’Connor Dennis, New West 

O’Keefe John, Clapp av 

Robinson William, 16 Church 

Stapleton John, 17 Beaver 


Blank Book Dealers. 


BERKSHIRE VALLEY PAPER СО., 74 North—See p 263 
Blatchford George, 12 North 

NUGENT WILLIAM, 57 North—See p 267 

Stanton Robert F., 97-North 

Talbot Bros., 85, 87 and 89 North 


Blank Book Mfrs. 


BERKSHIRE VALLEY PAPER CO., 74 North—See p 263 
BEACH M. Y., 39 West—See p 252 


Blanket Mfrs. 


PONTOOSUC WOOLEN MFG. CO., Pontoosuc, 2 miles from 
the Park—See p 242 


Boatsto Let. 


Gates Pavilion, Point of Pines, Pontoosuc Lake 
Lake View House, Lake View at Pontoosuc Lake 
Swan Jerry, Lake View at Pontoosuc Lake 


Boarding Houses. 


Backus M. E Mrs., 48 South 

Benedict O. T., North bey New road (Pontoosuc) 
Claffey Maria Mrs, 103 North 

Corcoran Walter, 54 Fenn 

Crosier Betsey Mrs., 55 Fenn 

Cummings Alonzo, 61 West 

Hornbrook Mitchell Mrs., 17 Summer 
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Lord M. A., 18 South 

NEWTON M. J. DINING ROOMS THE, 4 Cottage Row—See p 
286 

Springside (summer boarding house), Mrs. Joseph Tetley prop., 240 
North 

Wakefield C. T. Mrs., 15 Summer 

Warner Emma Mrs., 3 Pearl 

Wendell Hall, Mrs. Sarah M. Livermore prop., 1 Wendell av 


Boiler Grates. 


MAY & CHAPEL (Rogers patent), 72 Fenn—See p 247 


Boiler Makers. 


MAY & CHAPEL (repairers), 72 Fenn ¢ Second—See p 247 
RUSSELL Н. 5. & CO., 5 McKay с Market—See р 247 


Book-Binders. 
BEACH M. Y., 39 West—See p 252 


Booksellers and Stationers. 


Blatchford George, 12 North 

Edwards J. H. (sationery), 42 Wahconah 
Holland J. A., 3 North 

NUGENT WILLIAM, 57 North—See p 267 
Stanton Robert F., 97 North 

Talbot Bros., 85, 87 and 89 North 


Boot and Shoe Dealers. 


BASTION J. J., 27 North—See p 266 

BREWSTER F. W. & CO., 16 Fenn—See front cover 
Cain & Murray, 69 North 

Curtin P. P., 139 Wahconah 

ENRIGHT J. Н. & J. J., 55 North—See р 266 

King E., North (Taconic) 

MeDonnell M., 95 North 

MURPHY J. F., 106 North—See p 266 

Prediger Henry & Son, 38 North 

Root O. & Sons (wholesale and retail), 22 North 

Smith H. S. & Son, Barkerville lower road 

Vogel Max, 5 Market 

WEST JOHN C. & BRO., 2 North с Park place—See p 257 


Boot and Shoe Findings, Tools, Etc. 
Prediger H. & Son, 38 North 
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Boot and Shoe Heel Mfrs. 
Sloper W. F. & Co., at B. county jail 36 North Second 


Boot and Shoemakers and Repairers. 


BASTION J. J., 27 North—See p 266 
BREWSTER F. W. & CO., 16 Fenn—See front cover 
Cain & Murray, 69 North 

Clark P. H., 144 North 

Dasler Henry, 8 Clough 

ENRIGHT J. Н. & J. J., 55 North—See р 266 
Forward Charles, Stearnsville 

Grawe & Kahl 21 North 

Leonard Patrick, 53 North 

McDonnell M., 95 North 

Meron Eli J., 3 South 

Miser Frank, 139 Wahconah 

MURPHY J. F., 106 North—See p 266 
Peaster Theodore, Pontoosuc av n Wahconah 
Prediger H. & Son, 38 North 

Sanders V. T., 133 North 

Vogel Max, 5 Market 

Wood J. P., 163 North 


Bottle Dealer. 


Frish Abraham, Onota n Onota school 


Bottlers. 


Buckley John, 8 Prospect 
Rice Bros., Burbank Hotel bdg, 96 West 


Box Makers (Paper). 


PURDY RALPH P., 39 Fenn—See p 250 
SISSON & ROBINSON, 18 Railroad av—See p 250 


Braid Mfrs. 
RICE A. Н. & CO., Burbank c Spiing—See р 246 


Brewers. 


GIMLICH & WHITE (ale, lager and porter), Railroad opp John 
—See p 293 


Bridge Builders. 
RUSSELL H. S. & CO. (iron), 5 МеКау—Ѕее p 247 
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Brokers. 


TERRY S. G. (stock), 3 South Pittsfield and Boland Block, North 
Adams—See p 239 

McKenna James (loan), 77 North 

NASH EMORY H. (loan), 60 North—See p 240 

Newton Н. Н. (loan), 133 North 

SLOPER C. W., 3 South—See p 239 


Broom Mfrs. 
Society of Shakers, Shaker Village 


Brushes. 


PEIRSON & SON (wholesale and retail), 23 North—See p 268 


Building Movers. 


CARVER CHARLES H., 105 Beaver—See p 287 
Carver John W., 111 Beaver 

Clough Isaac W., 127 Fenn 

Plue Archie, 70 River 


Burglar Alarms (Electric). 
Berkshire Electric Co., 164 North 


Butchers. 


Gleason M., 6 West 
Jordan M. R. Mrs. & Son, West ¢ Churchill 


Butter and Egg Store. 
Bradley Bros. (commission), 14 West 


Cabinet Makers. 


Anthony J. H., 214 North 

Brock Alfred, 114 Fenn 

HOPKINS GEORGE N., 100 North—See front col’d p II 
Olds W. P., 18 Fenn 

SMITH BENJAMIN, 77 North—See p 267 

WARD Z. A., Clapp av—See р 263 

WELLINGTON Н. B., 149 North—See p 263 


Cabs. 
Sullivan & Campbell, r 6 South 
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Carpenters and Builders. 


Bedell D. C., Depot е Liberty 

Brown Rollin N., Hamlin n North Second 

Evans Edward O., 35 Elm 

Foot J. Appleton, 11 Pomeroy av 

Glentz T. R., Clapp av 

HOULE GEORGE L., shop Center, h 51 New West—See p 
287 

Kennedy James D., 1 Winter 

MUNYAN D. C, ' Allen r Academy of Music—See front col’d p 
VI 

Proper Hiram, 37 Wellington av 

Richardson H. H., McKay n West 

Sanders D. J., 14 Center 

STRONG JOHN K., 29 Appleton av—See p 288 

Stewart Jacob, 29 Newell 

Walsh Martin, Gold av 


Carpet Cleaner. 
FISH О. 8., South Church c Center—See p 275 


Carpet Dealers. 
BAILEY GEORGE W., 37 North—See p 257 
CARTER JOSIAH, 17 South—See p 256 
HOPKINS G. N., 100 North—See Font col'd p II 
PRINCE & WALKER, 10 North—See p 257 
WRIGHT & BURNS, 21 Fenn—See p 273 


Carpet Laying. 
SMITH BENJAMIN, 77 North—See p 267 


Carpet Weavers. 


Hoge Medal Mrs., River n Railroad 
Kirvin John F., Taconic boarding house off North 
Mackie Thomas Mrs., Water south of East Housatonic 


Carriage Makers’ Supplies. 


PEIRSON & SON, 23 North—See p 268 
WILLIAMS E., 90 North—See p 269 


Carriage Mfrs. 


Allen A. John (repairer), 40 Daniels av 
Dunham Charles, 5 North Pearl 

Finch L. M., Liberty n Depot 

Kennedy I. C. (repairer), McKay 
McDermott J. Patrick, Alcove 
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MERRILL C. E. (farm and team wagons), 140 North—See front 
согар V 

O’Dette John B., Barkerville road 

Pittsfield Carriage Co., 22 McKay 

Robinson William, 16 Church 

Shaver E. A., Clapp av 

Van Valkenberg George, Allen r 66 North 


Carriage Painters. 
Barker Amos C., r 13 North First | 


Carriage and Sleigh Repositories. 
Gale Bros., 94 North 


HALL T. E. & CO., 4 Bank Row—See p 272 
Mead E. B., 21 North 


Cassimere Mfrs. 


Barker J. & Bros. Mfg. Co., Barkerville 
BEL AIR MFG. CO., 191 Wahconah, Bel Air—See p 244 
Russell S. N. & С. Mfg. Co., Russell п Wahconah 


- Tillotson & Power, Barkerville lower road 


WILSON & HORTON, Taconic—See p 241 


Caterers. 


EDDY H. D., 20 North—See p 267 
Rockwell C. A., 5 South 


Chemicals. 
DUTTON & TUCKER, 17 West—See p 269 


Cider Mills. 


Howard Jesse, South е South Mountain 
Parker Edwin L., Churchill 
Parker George A., Pleasure Park 


Cigar Mfrs. 
Cohn Adolf, 66 North 
Ende Emil, 196 North 
Grohman Peter, 104 West 


Cigar Stores. 
Cohn Adolf, 66 North 
Coster E. & Son, 105 North 
Ford C. B., 79 West 
Grohman Peter, 104 West 
Kilian Peter, 70 North 
Stanton R. F., 97 North 
Van Dusen John F., 15 North 
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Civil Engineer. 
MURDOCK GEORGE A., 30 Wahconah—See p 240 


Clergymen. 


Bills George B. (Baptist), South Mountain 
Burke Patrick W. (R. C.), 168 North 

Coats Orville (Baptist), 28 Maplewood av 

Cross Joseph E., 14 Adam 

Danker Albert (Episcopal), 10 Bartlett av 
‚ Desaulniers А. L. (В. С.), 8 North First 

Fenn William W. (Unitarian), 3 Adam 
Harrison Samuel (Congregationalist), 30 Third 
Hoppe Wm. (Lutheran), 20 Burbank 

Jenkins J. L. (Congregationalist), 29 South. — 
McLaughlin Thomas H. (R. C.), 168 North 
Morley S. B. (Congregationalist), 32 Union 
Newton William W. (Episcopal), 10 Bartlett av 
Purcell Edward Н. (R. С.), 168 North 
Quevillon Joseph (R. C.), 12 North First 
Sawyer J. E. C. (M. E.), 24 Francis av 

Smart I. Chipman (Congregationalist), 8 Church 
Whipple Alden B., 7. Wendell av 


Cloak Maker. 
WILLIAMS ARTHUR MRS., (13) 3 South and 8 West—See р 
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Clock Mfrs. 


RUSSELL & JONES CLOCK CO., 19 South Church—See p 246 


Clothes Cleaners. 
PITTSFIELD DYE HOUSE, Burbank Hotel blk, West—See p 
259 
Clothing Dealers. 


FOSTER J. J. & CO., 73 North—See front cover 
MORGAN Н. Т. & CO., 39 North—See back cover 
Newman J. R. & Sons, 46, 48 and 50 North 
Rosenfeld J. S., 29 North 

Simon L. B., 44 North 7 ў 

TAYLOR Н. S. & SONS, 67 North—See front cover 
WOLFF C. M., 42 North—See р 265 


Clothing Mfrs. 
Berkshire Overall Co., 33 and 85 West and 2 and 4 Clapp av 


Coal and Wood. 


GAMWELL C. C., 14 Railroad—See front cover 
HEMMING J. F., 5 Railroad—See p 276 
Lawton M. P. & Son, 87 West 

MORTON W. G. & CO., 21 Depot—See p 276 
WOODRUFF F. A., 16 Railroad—See p 276 
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Coffee and Spice Mills. 
CASEY & BACON, 3, 5 and 7 Clapp av—See p 284 


Collection and Loan Agents. 
NASH EMORY H., 60 North—See p 240 


Newton Н. H., 15$ North 
Prout Arthur S. (loan), 22 Reed 


Commission Merchants. 


Beers Elijah, Maud 

East St. Louis Dressed Beef Со., A. E. Glasgow manager, 
and provisions), 13 Depot 

WOOD E. P. & SONS (beef), 11 Railroad—See p 281 


Concrete Pavers. 


BOOTH G. A., 37.Onota—See p 285 


Confectionery and Fruit. 


Andler F. Mrs., 91 North 

ATWOOD LUTHER L., 7 North—See p 262 
Coster E. & Son, 105 North 

EDDY H. D., 20 North—See p 267 

Fasce Victor, 704 North 

Ford C. B., 79 West 

KOHLER THEO., 5 Railroad—See p 267 
NUGENT WILLIAM, 57 North—See p 267 
Ranous A. R., 3 West 

Stanton R. F., 97 North 


Cordage and Twines. 
DUTTON & TUCKER, 17 West—See p 269 
HARRINGTON'S, 64 North—See p 270 
PEIRSON & SON, 23 North—See p 268 
WILLIAMS E., 90 North—See p 269 
Cotton Warp Mfr. 
Peck J. L., Peck’s road 


Cracker Bakers. 


TEELING W. Н. & CO., Northrop and 159 North—See p 286 
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Crockery, China, Glass and Earthenware. 


BICKNELL E. K. & CO., 131 North—See p 273 
Daly J. H., 37 West 

Harrison A. H., 10 Railroad 

MEIGS & WRIGHT, 72 North—See p 264 
MILLS ARTHUR A. 25 North—See front cover 
Rockwell R. A., 58 North 

` Smith Н. S. & Son, Barkerville 

Union Pacific Tea Co., 16 North 

WRIGHT & BURNS, 21 Fenn—See р 278 


` Curtains and Draperies. 


BAILEY G. W., 37 North—See p 257 
CARTER JOSIAH, 17 South—See p 256 
PRINCE & WALKER, 10 South—See p 257 
Rockwell R. A., 58 North 

WRIGHT & BURNS, 21 Fenn—See p 273 


Cutler and Grinder. 
LOCKWOOD H. E., Clapp av—See p 249 


` Cutlery. 


HARRINGTON A. K., 64 North—See p 270 
MEIGS & WRIGHT, 72 North—See p 264 


Cutlery Mfr. 
LOCKWOOD H. E., Clapp av—See p 249 


Dentists. 


Brandow E. W., 40 North 

Couch H. J., 40 " North 

Davenport Edward S. ‚ (7) 8. West and 3 South 

GABELER ADDISON , (22) Central blk, 41 North—See 
front cover 

Hall & Wentworth, (14) 60 North 

Leavitt Joseph, 21 North 

Mallery Bros.,31 North 

ROBISON E. S., 54 North—See back cover 

Stowell S. S., 77 North 


Deputy Sheriffs. 


Cutting Walter (special), 3 Wendell av 
Taylor Louis W., Court House 
Wood Oliver L., Court House 
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Dining Rooms. 


Armstrong’s Depot Restaurant, Union Depot 

Daniels С. J., McKay n Morton pl 

Dawson J. A., | Academy of Music blk 88 North 

EDDY H. D., 20 North—See p 267 

Green В. Е., 37 Fenn 

Kerby M. Mrs., 103 West 

MeGarry William, 9 West 

NEWTON M. J. DINING R OOMS, 4 Cottage ЕР р 286 
Rockwell C. A., 2 West and 5 South 

WATKINS C. B. MRS., 93 North—See p 286 


Distributing Agent. 
Anthony J. H., 214 North 


Doors, Sash and Blinds. 


BUTLER JAMES H., 42 Fenn—See front col’d p V 
Glentz Т. R., Clapp av 

MERRILL CHARLES E., 140 North—See front col’d p V 
Terry C. S. & Sons, 85 West 

WARD 7. A., Clapp av—See p 263 


Drain Pipe and Tile. 


BACKUS W. G. SONS, 1 Bank Row—See. front сора р Ш 
Dodge H., railroad 
FEELEY JOHN, 31 North—See p 274 


Dressmakers. 


Aldrich Mary E. Miss, 7 Bank Row 
Bastion Louis O. Mrs., 36 Daniels av 
Boudrey Mary Miss, 41 Second 

Boucar John Mrs., 7 Clough 

Carberry Catherine С. Mrs., 15 Melville 
Carpenter Susan Mrs., 9 Seymour 

Clark William F., (8 ) 62 North 
CLARK ZOE A. MISS, 40 North—See p 258 
Coleman E. F. Miss, 2 Dunham 
Crossman A. W. Mrs., 6 South 
Cunningham A. E. Miss, 144 North 
Cushning Annie Miss, 163 North 

Davis Mary Mrs., 103 North 

Decelles L. Mrs., 24 Third’ 

Dellert L. E. Mrs., 20 North Second 
Doran Mary E. amt 71 Wahconah 
Fellows Louisa C., 13 South 


: Fitzpatrick Mary F. Miss, 7 Lake 


Fleming Mary Miss, (8 and 9) 41 North 
Gage Minnie 'E., r 8 Renne pl 
23 
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Heaphy Misses, (20) 60 North 

Higgius Katie Miss, 122 North 

Hudson W. J. Mrs., 41 Howard 

Johnson Carrie E. Miss, 29 Francis av 

Jordan Nellie Miss, 144 North 

Joyce Annie Miss, 40 North 

Keeler E. J. Miss, 87 North 

KENNEDY & MacINNES, 47 and 49 North and 1, 3 and 5 Mar- 
ket—See p 256 

Neal G. Mrs., 1 West Housatonic 

Nugent Nellie T. Miss, 13 Howard 

Olds W. P. Mrs., 18 Fenn 

Printiss Mary C. Mrs., 4 Pearl 

Provo Ada Mrs., 52 Linden 

Rabeau Josephine and Minnie Misses, 23 IIoward 

Richardson A. B. Mrs., 63 Fenn 

Simpson Arvie Mrs., 29 Francis av 

Smith E. T. Miss, Backus blk, 2 South 

Steele E. A. Mrs., 163 North 

Stupplebeen Mary C. Miss, 29 Francis av 

TOBEY S. E. S. MRS., 24 North—See p 258 

Viall Frances A. Mrs., (7) 60 North 

Viner Anna Miss, 1 Appleton av 

Webb Charles P. Mrs., 9 Church 

WILLIAMS ARTHUR MRS., (13) 8 West and 3 South—See p 
258 


Druggists (Wholesale). 


ATWOOD L. L., 7 North—See p 262 
DUTTON & TUCKER, 17 West—See p 269 


Druggists. 
(See Apothecaries.) 


Dry Goods. 
BAILEY G. W., 37 North—See p 257 
Cullen Wm. J., 59 North 
Curtin P. P., 139 Wahconah 
England Bros., 26 North 
KENNEDY & MacINNES, 47 and 49 North and 1, 3 and 5 Mar- 
ket—See p 256 
King E., North (Taconic) 
LAWRENCE E. T. (fancy), 9 North—See p 258 
Markstein & Rosenthal, 52 and 56 North 
Smith Н. S. & Son, Barkerville lower road 
Tucker D. N., 184 North 
WEST JOHN C. & BRO., 2 North c Park pl—See p 257 


Dry Goods (Wholesale). 


KENNEDY & MacINNES, 47 and 49 North and 1, 3 and 5 Mar- 
ket—See p 256 


PITTSFIELD BUSINESS DIRECTORY. 


Dyers. 


PITTSFIELD DYE HOUSE, E. MacFarlane, prop., Burbank 
Hotel blk, West—See p 259 


Dye Stuffs, Drugs, Etc. 
DUTTON & TUCKER, 17 West—See p 269 


Eating Houses. 


(See Dining Rooms.) 


Electric Gas Lighting Apparatus and Supplies. 
Berkshire Electric Co., 163 North 


Electric Light Companies. 


Pittsfield Electric Light Co., 140 North 
Pittsfield Illuminating Co., 10 Central blk, 41 North 


Electric Light Wiring. 


Berkshire Electric Co., 163 North 


Electricians. 
Berkshire Electric Co., 163 North 


Embroidery and Needle Works. 
RANOUS A. R. MRS., (24) 41 North—See p 259 


Engravers. 


Edwards George W., 18 North 
LaRue W. L., 6 North 


Envelope Mfrs. 


BERKSHIRE VALLEY PAPER CO,, 12 Railroad—See p 263 
Robbins F. A., Allen 
Whiting W. W. Co., Allen 


Express Companies. 


Adams Express Co., John G. Orr agent, 3 Bank Row 
American Express Co., W. Н. В rrows agent, 5 West; А. B. 
Prince agent, Coltsville 


PITTSFIELD BUSINESS DIRECTORY. 


Expressmen and Truckmen. 


Benedict O. T., North bey New road 
Condon Patrick, Onota 

Cheevers James, off Onota bey school 
Featherstone John, 18 McKay 

Green Thomas, John c West 

GUILDS F. G. & CO., 21 Depot—See p 292 
HARRINGTON FREDERICK, North c Wahconah—See p 291 
McDonald Michael, Richmond av 

O’Brien John, 103 Beaver 

Pratt Jerome L., r 15 Burbank 

Roberts Richard, 55 Beaver 


Fancy Goods. 


BAILEY G. W., 37 North—See p 257 

BICKNELL E. К. & CO., 131 North—See p 273 

Cullen W. J.,59 North 

Edwards Geo. W., 18 North 

England Bros., 26 North 

KENNEDY & MacINNES, 47 and 49 North—See p 256 
LAWRENCE E. T., 9 North—See p 258 4 
Markstein & Rosenthal, 52 and 56 North 

NUGENT WILLIAM, 57 North—See p 267 

O’Loughlin James, 124 North 

RANOUS A. R. MRS., (24) Central blk, 41 North—See p 259 
Stanton R. F., 97 North 

Talbot Bros., 85 to 89 North 

Tucker D. N., 184 North 


Feather Bed Renovators. 
FISH О. S., South Church c Center—See p 275 


Fertilizers. 


HALL T. E. & CO., 4 Bank Row—See p 272 
LUCAS H. P., 78 North—See p 271 


Fish and Oyster Dealers. 


KELLS В. & CO., 4 West—See p 285 

Kelly R. & Co., 145 North 

KUHN LOUIS, 50 Linden—See p 285 

Newton E. O. Mrs., 50 Robbins av 

NICKERSON J. C., 11 Fenn—Opp inside back cover 


Florists. 
Drake F. Т., 12 Appleton av 
Lowden Thomas L. & Sons, Gold av 
Reuter G. J. & Son, Elm n Pleasure Park, office 83 North 
WHITE JOHN, New West n Church т Burbank Hotel—See р 
279 
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Flour and Grain Dealers. 


Bradley Bros, 14 West 

EAGEN JAMES (flour), 9 and 11 Depot—See p 283 

East St. Louis Dressed Beef.Co., A. E. Glasgow manager, whole- 
sale flour, 13 Depot 

Hayes E. D., 22 Linden 

Griffen William P., 10 and 12 Railroad 

Isham J. M., 13 Fenn 

Renfrew R. W., 144 North 

WAHCONAH FLOURING MILLS, R. A. Teeling prop., 102 
Wahconah—See p 277 

Weller Israel C. (commission), office American House 

Wolfe John S., 6 Clapp av 


Foreign Exchange Agents. 


CASEY & BACON, 3 and 5 Clapp av—See p 284 
Francis Charles C., 1 North 


Fruit Dealers. 


Coster E. & Son, 105 North 

EAGEN JAMES (wholesale), 9 and 11 Old Depot—See p 283 
Fasce Victor, 703 North 

Gile Henry, 33 Railroad 

Kelly R. & Co., 145 North 

KELLS В. & CO., 4 West—See p 285 | 

KUHN LOUIS, 48 Linden—See p 285 

Lagomarcino John,63 West 


NICKERSON J. С., 11 Fenn—See opp inside back cover 


Furniture Dealers. 


Anthony J. П. (second hand), 214 North 

HOPKINS GEORGE N., 100 North—See front col’d p II 
PRINCE & WALKER, 10 North—See p 257 
WELLINGTON H. B., 149 North—See p 263 

WRIGHT & BURNS, 21 Fenn—See p 273 


Furniture Mfr. 
WARD Z. A., Clapp av—See p 263 
Furniture Repairers. 


Brock Alfred, 114 Fenn 
FISH О. S., South Church e Center—See p 275 


Furrier. 
Platt F. M., 71 North 


Gas Company. 
PITTSFIELD COAL GAS CO., (13) 3 North—See p 237 


PITTSFIELD BUSINESS DIRECTORY. 


Gas and Steam Fittings and Fixtures. 


FEELEY JOHN, 31 North—See p 274 
ROBBINS, GAMWELL & CO., 33 and 35 West—See p 215 


Gents Furnishing Goods. 


FOSTER J. J. & CO., 73 North—See front cover 
Mellody Lawrence, 61 North 

McMahon W. J., 59 Burbank 

MORGAN H. T. & CO., 39 North—See back cover 
Newman J. R. & Sons, 46 and 48 North 

O’Loughlin James, 124 North 

Platt F. M., 71 North 

Rosenfeld J. S. & Co., 29 North 

Simon L. B., 44 North 

TAYLOR H. S. & SONS, 67 North—See front cover 
WOLFF C. M., 42 North—See p 265 


Granite and Monumental Works. 


FULLER & MASLEN, 185 North—See p 278 
PITTSFIELD GRANITE AND MARBLE WORKS, Francis 
av с Railroad—See p 279 


Grist Mills. 


Harvey L. E., 55 Linden 
Shaker mills, Tra В. Lawson manager, Low ег саа 
TEELING В. А., 102 Wahconah—See р 27 


Grocers (Retail). 


Barnes C. A., 14 Fenn 

Baumgarten Albert; 9 Southern av 

Barker J. & Bros. Mfg. Co., Barkerville 
Boudrey Joseph, 41 Second 

Castle E. T., 23 Bradford 

Cooley W. H., 19 North 

CURLEY, McCORMICK & CO., 98 North—See p 284 
Curtin P. P., 139 Wahconah 

Daly J. H., 37 West 

Fairon John, 50 Clough 

Folmsbee C. A., 3 Newell 

Ford Nicholas Jr., 82 Robbins av 

Harrison Almon H., 10 Railroad 

KEENAN & HIGGINS, 3 Railroad—See p 283 
King E., North (Taconic) 

KUHN LOUIS, 50 Linden—See p 285 
Landgraff A. H., 38 Wellington 

Lee J. M. & W. P., 68 North 

Lee John, Railroad c River 

LINNEHAN J. M. & CO., 68 North—See p 285 
Manock Robert Jr., 126 North 
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McMahon M.\J. & Co., 147 North 

McMahon W. J., 59 Burbank 

Meehan Margaret E. Mrs., 6 Spring 

MILLER K. B., 151 North—See p 283 
Newcastle Peter, Fourth с Clapp 

Newton Eliza O. Mrs., 50 Robbins av e Bradford 
NICKERSON J. C., 11 Fenn—See opp inside back cover 
O'Brien John M., 56 Clough 

O'Connell John, 35 Beaver 

O'Donnell James, 10 Fenn 

Partridge H. W., 28 Fenn 

Pease & Pratt, 11 South 

Rosenheim David, 63 Wahconah 

Scudder & Field, 105 Fenn 

Smith George W., 79 North 

Smith Н. S. & Son, Barkerville lower road 
Smith & Peaslee, 92 North 

Spaniol Andrew, Stearnsville 

STEVENS L. A., 17 North—See p 282 

Tinker & Mandigo, 19 Fenn 

Tucker D. N., 184 North 

Webb John F., 13 Orchard 

WEST JOHN C. & BRO., 2 North c Park pl—See p 257 


Grocers (Wholesale). 


CASEY & BACON, 3, 5 and 7 Clapp av—See p 284 
EAGEN JAMES, 9 and 11 Depot—See p 283 
} 
Gun and Locksmiths. 
Carpenter W. W., 81 North 
PROUT GEORGE W., 77 North—See p 270 
TRACY WILLIAM W., 87 Fenn—See p 249 


Hair Dressers. 
Bauer Fred, 77 North 
Berkerwitz Philip F., 49 West 
Boos William, 294 North 
Brasse Louis, 53 North 
Dittmann F., 21 North 
Frank W. H., 120 West 
Harrison George B., 54 North 
Honiker John J., 87 North 
Kusch Samuel M., 143 North 
Lehn H. H., American House 
Meron E. I., 3 South 
Savery Fred, 9 Dunham 
Schwartz Philip, 1 West c North 


Hair Goods. 


Goldman M., 38 West Housatonic 
Hays M. & J., (8) Academy of Music, 124 North 
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Hardware and Cutlery. 


HARRINGTON A. K., 64 North—See p 270 
MEIGS & WRIGHT, 72 North—See p 264 
PEIRSON & SON, 23 North—See p 268 
WILLIAMS E., 90 North—See p 269 


Harness Makers and Dealers. 


Behan Thomas, 53 North 

Gale Bros., 94 North 

Gerst & Smith, 20 and 22 Fenn 
Mead E. B. (dealer), 21 North 


Hats, Caps and Furs. 


FOSTER J. J. © CO., 73 North—See front cover 
Mellody Lawrence, 61 North 

MORGAN H. T. & CO., 39 North—See back cover 
Newman J. В. & Sons, 46 and 48 North 

Platt F. M., 71 North 

Rosenfeld J. 5. & Co., 29 North 

Simon L. B., 44 North 

WOLFF C. M., 42 North—See p 265 


Hay and Straw. 


Bradley Вгов., 14 West 

GAMWELL C. C., 14 Railroad—See front cover 
Griffen William P., 10 and 12 Railroad 
HARRINGTON F., 2 Wahconah—See p 291 
Hayes E. D., 22 Linden 

Renfrew R. W., 144 North 


Hides, Tallow and Leather. 


Coogan Owen & Sons, 12 Elm 


Horse Breeders. 


Gale & Richardson, office 27 and 94 North 


Horse Clothing. 


Behan Thomas, 53 North 

FOSTER J. J. & CO., 73 North—See front cover 
Gale Bros., 94 North 

Gerst & Smith, 20 and 22 Fenn 

Mead E. B., 21 North 


PITTSFIELD BUSINESS DIRECTORY. 


Hotels. 


Adams House, Dalton road, Coltsville 

AMERICAN HOUSE, Wm. St. Lawrence prop., 119 North—See 
p 293 

BERKSHIRE HOUSE, Wm W. Perry prop., 9 Summer—See 
front cold p IV 

Bohlman’s Hotel, John C. C. Bohlman, 143 North 

Burbank Hotel, Roland E. Burbank manager, opp Union depot 

Clary's Hotel, M. Clary prop., 111, 113, 115 West 

Kerby House, 103 and 105 West 

Lake View House, J. J. Morrissey prop., Lake View av opp Pon- 
toosue Lake 

MAPLEWOOD HOTEL, A. W. Plumb prop., North c Maple- 
wood av—See front сора p IV 

Parker House, Richard Parker prop., 51 West 


House Furnishing Goods. 


BICKNELL Е. К. & CO., 131 North—See p 273 
MEIGS & WRIGHT, 72 North—See p 264 
MILLS ARTHUR A., 25 North—See front cover 
voekwell R. A., 58 North 

WRIGHT & BURNS, 21 Fenn—See p 273 


Ice Cream Parlors. 


EDDY H. D., 20 North—See p 267 
Hopkins C. H. Mrs., 63 Beaver 
KOHLER T., 5 Railroad--See p 267 
Miller E. J. Mrs., 43 Beaver 
Rockwell С. A., 5 South 

White Agnes Miss, 3 Summer 


Ice Dealers. 


Bruey Augustus J., West bey Jason 
GUILDS Е. G. & CO. (wholesale), 21 Depot—See р 292 
Loynes & Jansen, 55 Beaver 


READ & BURNS, 3 West—See p 278 


Insurance Agents. 


COMBS EDGAR J., 16} North—See р 237 

Flanagan E. F., 2 South 

HAMER &STONE, gen. agents Berkshire Life Ins. Co. (9) Berk- 
shire Life Ins. bdg, 3 North—See back cover 

Learned T. H., 91 North 

NASH EMORY H., 60 North—See p 240 

Parker F. S., 91 North 

SLOPER C. W., з South—See р 239 

STEVENSON J. M. & CO., 4 North—See p 238 

Tolman William (life), 9 Berkshire Life Ins. bdg. 3 North 

WILSON & READ (general), 3 West—See front col'd p II 
24 


1 
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Insurance Companies. 


BERKSHIRE LIFE INSURANCE CO., Wm. R. Plunkett, Pres. ; 
James M. Barker, Vice-Pres.; James W. Hull, Sec. and Treas., 
3 North—See back cover 

BERKSHIRE MUTUAL FIRE INSURANCE CO., J. L. Peck 
Pres.; J. M. Stevenson, Sec., 4 North—See p 238 

METROPOLITAN LIFE INS. CO., С. Н. Healy Supt. (18) Wol- 
lisons blk 683 North. Office hours 8 to 10 a. m. and 5 to 6 p. 
m. 


Iron Founders. 
CLARK WILLIAM & CO., McKay e Depot—See p 248 


MAY & CHAPEL, 72 Fenn—See p 247 
MOORE M. T., r 72 Fenn е Second—See p 249 


Iron and Steel. 


PEIRSON & SON, 23 North—See p 268 
WILLIAMS E., 90 North—See p 269 


Jewelry, Watches, Etc. 


Edwards George W., 18 North 
GRIEGER JOHN, 36 North—See p 266 
LaRue W. L., 6 North 

Richardson T. H., 27 North 

Robbins F. A., 11 North 


Junk Dealers. 
Goodrich Charles, Parker av n railroad 
Grant Charles H., 33 Burbank 
HENRY & BLAIN, 58 Fenn—See p 250 
Houghtaling Leonard, 49 Beaver 
HUNT E. B. & CO., Robbins av ¢ Linden—See p 250 
Pinny William, Lower Barkerville 
Walton Robert, Parker n Tyler 


Kerosene Oils and Supplies. 

Dartt W. H. (oil), Church 
DUTTON & TUCKER, 17 West—See p 269 
MEIGS & WRIGHT, 72 North—See p 264 

Knit Goods Mfrs. 
BERKSHIRE KNITTING MILLS, D. M. Collins & Co., props., 

Central blk, 41 North—See p 243 

Ladies’ Tailoring. 

Clark William F., (8) 62 North 
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Lamp Goods. 
MEIGS & WRIGHT, 72 North—See p 264 


Laundries. 


BATES О. I., 11 Summer—See р 259 

Franklin Steam Laundry, Noble’s blk 69 West 

NEW YORK STEAM LAUNDRY, J. S. Gould, prop., 35 Fenn 
—See p 259 з 

Сее Wah, 5 Bank Row 

Quong Yeun Wah, 16 West 

Yeun Quong, 31 Fenn 


Lawn Mower Repairers. 
MAY & CHAPEL, 72 Fenn—See p 247 


Lawyers. 


Adam W. L., (16) 3 North 

Burke Charles E., 8 Park pl 

Crosby John C., 5 Park pl 

Dawes Н. L., 5 Park pl 

FRENCH C. W., 4 North—See p 255 
Gamwell Edward A., 8 West and 3 South 
Gamwell L. H., 27 Center 

Hibbard C. E., ? South 

Nelligan John J., 5 Bank 

Pingree Thomas P., 8 Park pl 

Plunkett W. R., (13) Berkshire Life Ins. bdg. 3 North 
Prediger G. A., 10 Bank Row 

Rockwell F. W., 5 Bank Row 

Ryan & Hawkins, 3 South and 8 West 
Slocum Edward T., Court House 

Tolman George, 2 Church 

Turtle William, (10) Berkshire Life Ins. bdg 3 North 
Waterman A. J., 5 Bank Row 

Wilcox Charles M., 3 South 

Wilcox Marshall, 3 South 

Wood Edgar M., 9 and 10 Bank Row 


Libraries. 


Berkshire Atheneum, Bank Row 
Young Men’s Christian Association, 744 North 


Lime, Cement, Ete. 


Dodge H., Rairoad 

GAMWELL C. C., 14 Railroad—See front cover 
HALL T. E. & CO., 4 Bank—See p 272 
LUCAS H. P., 78 North—See p 271 
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Livery Stables. 


BARBER GEORGE R., 12} West—See p 292 

BRIDGES SAMUEL, 4 Railroad—See p 290 

Burbank Hotel Stables, M. A. Burbank, manager, r Burbank Hotel 
GORTON G. L., 158 North—See p 291 

HARRINGTON FREDERICK, 2 Wahconah e North—See p 291 
Jordan D. F., 124 West 

MURRAY J. W., г Berkshire House—See р 291 

Nash H. L. (sale and boarding), Allen, entrance from 62 North 
Payne Bros., 18 McKay 

READ WILLIAM A., 82 Fenn—See p 290 

Roberts Henry, Stearnsville 

RUSSELL JOHN L., 24 West—See p 289 

Sullivan & Campbell, r 6 South 


Liquor Dealers (Wholesale). 
Clary Morris, 111 West 
Linnehan J. E., 17 West 
McEnany John, 6 Fenn 
ROUSE JOHN P. & CO., 99 North—See p 293 


Locksmiths. 


Carpenter W. W., 81 North 
PROUT GEORGE W., 77 North—See p 270 


Lumber Dealers. 


BUTLER JAME# H., 42 Fenn—See front col'd p V 

Couch F. W., r 27 Elm 

FERRY C. 5. & SONS, 85 West—See p 287 

Glentz T. R., Clapp av 

MERRILL C. E., 140 North—See front col'd p V 

WARD Z. A. (hard wood), Clapp av—See p 263 

WEST JOHN C. & BRO., office 2 North е Park pl—See p 257 


Machinists and Machinery Mfrs. 
CLARK WILLIAM & CO., McKay с Depot—See p 248 
MAY & CHAPEL, 72 Fenn с Second—See р 247 
TRACY WILLIAM W., 87 Fenn—See p 249 


Manufacturers’ Supplies. 


DUTTON & TUCKER, 17 West—See p 269 
WILLIAMS E., 90 North—See p 269 


Marble and Granite Workers. 


FULLER & MASLEN, 185 North—See p 278 

Hungerford Milan, Barkerville Lower road n T. & P. 

PITTSFIELD GRANITE AND MARBLE WORKS (F. 
Andrus), Francis av c Railroad—See p 279 
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Market Gardeners. 


Briggs Silas P., West bey Onota 
Lowden T. L. & Sons, Gold av 


Mason Buildevs. 
Jurke John J., Mill'south of R. R 


_ Dodge H., Railroad 


Dodge Samuel, 39 Francis av 

Evans Orman, Bradford c River 

Foot George W., 5 Bradford 

Halpine Edward Р., 141 West 
Humphrey Edwin L., South n town line 
Markham C. M., yard 10 Silver 

Murray William, Beaver bey junction 


Masons’ Building Materials. 


Dodge H., Railroad 
Foote George W., 5 Bradford 


Mattress Mfr. 
FISH О. S., South Church е Center—See p 275 


Meat Markets. 


Ames Albert R., 37 Daniels av 

AYERS PERRY J., 17 Fenn—See р 281 

Beaudion George, Parker n Tyler 

Crosier & Bartlett, 83 North 

Dowling Michael, 54 Wahconah 

Cullen G. F., 6 Dunham av 

Foot A. J., 8 Fenn 

Fuller James W. & Son, 12 Prospect 
Fullgraff C., 59 West 

Gleason Monroe, 6 West 

Jordan Freeman, West е Churchill 

Jordan M. R. Mrs. & Son, West c Churchill 
Marshall John, 1963 North 

Murphy James Н., 142 North 

RAAB GEORGE H., 15 South—See p 281 
Rabeau T. (peddler), 23 Howard 

Read Charles A. (peddler), Elm bey Middle 
towe Peter, Gamwell’s blk, Railroad 
Scudder & Field, 105 Fenn 
SCHURMEYER AUGUST & CO., 6 and 8 Market—See p 282 
Tierney & Sweeney, 7 West 


Merchant Tailors. 


COHEN MICHAEL, 36 North—See p 265 
Kirtland W. S. (8) Wollison blk 
Newman J. R. & Sons, 46 to 50 North 
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NUSS ALEX, 5 Bowerman’s blk, 8 West—See p 265 
Simon L. B., 44 North 
WOLFF C. M., 42 North—See p 265 


Milliners. 


Foster W. S. Mrs., 128 North 

Hayes M. & J., 104 North 

KENNEDY & MacINNES, 47 and 49 North and 1, 3 and 5 Mar- 
ket—See p 256 

Markstein & Rosenthal, 52 and 56 North 

Smith E. S. Miss, Backus blk, 2 and 4 South 

Spiegel H. & E., 62 North 


Millwright. 
Jones Edward D. G., McKay c depot 


Mineraline Ink (atl colors) Mfrs. 
Real Pen Work Publishing Co., McKay 


Mop Wringer Mfrs. 
Fuller J. W. & Son, 12 Prospect 


Music Teachers. 


Barnard L. V., 16 Robbins av 

Cooney W. T., 17 Cottage Row 
Fletcher Alfred M., 10 East Housatonic 
Kells H. C., 153 North 

Liddle F. J., 14 West Housatonic 
Meyer Isadore, 10 Circular av 

Meyer Wm. C., 22 Harris 

Peck Emma L. Miss, 15 Appleton av 
Sanders Frank R., 25 Center 

Smith Charles F., 27 Daniels av 

Smith Eli C., 27 Daniels av 

Smith Georgie B. Miss, 27 Daniels av 
Vesalius Ella B. Madam, 26 No. Second 
Way Walter H., (10) 8 West 


Music and Musical Instruments. 


Bohlman J. C. C., 153 North 

Cluett & Sons, 12 North 

Kilian Peter, 12 West 

PIERCE WILLIAM & SON, 140 North—See p 262 
WOOD BROTHERS, 75 North—See front col’d p X 


Needle Book Mfr. 
Campbell Charlotte A. Miss, 59 Francis av 
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News Depots. 


Edwards J. H., 42 Wahconah 

Holland J. A., 3 North 

NUGENT WILLIAM, 57 North—See p 267 
Stanton Robert F., 97 North 

Talbot Bros., 85 to 89 North 


A Newspapers. 
BERKSHIRE COUNTY EAGLE, M. Y. Beach prop., 39 West 


—See p 252 

PITTSFIELD DAILY EVENING JOURNAL (6 and 7 Central 
blk) 41 North—See p 251 

PITTSFIELD MUSICAL MONTHLY, Wood Brothers, publish- 
ers, 75 North—See front col’d p X 

PITTSFIELD SUN (weekly), 10} North—See p 253 

PITTSFIELD WEEKLY JOURNAL, (6 and 7 Central blk) 41 
North—See p 251 

SUNDAY MORNING CALL, (15) Wollison’s blk 683 North— 
See p 254 

Nicket Platers. 


Foster William S., 128 North 
Morse Bros., 33 West 


Notaries Public. 


Adam Robert W., 3 North 
Allen Theodore L., 3 North 
Bardwell В. B.,3 North ` 
Brewster Henry A., 1 North 
Crosby John C., 5 Park pl 
Ferrey Irving D., 5 North 
FRENCH CHARLES W., 4 North—See p 255 
Hibbard Charles E., 2 South 
Lewis Edward E., 5 Bank Row 
Shepardson Jason N.,50 Linden 
Turtle Wm., (10) 3 North 
Van Deusen John F., 15 North 
2NI 


Novelties. 
LAWRENCE E. T., 9 North—See p 258 


Nurses. 


Adams Cordelia Mrs., 13 Clough 

Akers Ida, 6 Summer 

Arnum Eunice Mrs., 7 Circular av 

Bardwell Carrie J. Miss, House of Mercy 220 North 
Bills Elizabeth A. Mrs., 123 Fenn 

Blinn Abbie Mrs., 80 North First 

Burns Jennie Miss, House of Mercy 220 North 
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Chapin Henry W., 2 Elizabeth 

Clark Mary A. Mrs., Howard 

Clarke Ida L. Miss, House of Mercy 220 North 

Collyer Carrie J. Miss, House of Mercy 220 North 
Coughlin Katie Miss, House of Mercy 220 North 

Curtis L. A. Mrs., 12 Willis pl 

Dole Mary K. Miss, House of Mercy 220 North 

Dubois Hattie A. Mrs., rms 50 Francis av 

Fidean Lidie Miss, (registered) House of Мегсу 220 North 
Geer Emma Miss, House of Mercy 220 North 

Glentz A. F. Mrs., 19 Summer 

IIarmon F. Jane Mrs., 15 Orchard 

Kearin Kate Miss, (registered) House of Mercy 220 North 
Lawless Kate L. Miss, (registered) House of Mercy 220 North 
McGrath Maggie Miss, House of Mercy 220 North 

Miller Nellie A. Miss, (registered) House of Mercy 220 North 
Narey Annie M. Miss, House of Mercy 220 North 
Northrop Elizabeth M., 57 Elm 

Smith W. Fletcher, 7 Dunham 

Stebbins Mary E. Miss, House of Mercy 220 North 
Walker Mary E. Miss, House of Mercy 220 North 

Willard Hattie E. Miss, House of Mercy 220 North 
Williams Samuel S. Mrs., Lincoln r Fourth 

Worthman Anna M. Miss, House of Mercy 220 North 


Oculist and Awrist. 
Wentworth W. P.,(11) 60 North 


Oil Tanks and Cans. 
DUTTON & TUCKER, 17 West—See p 269 
Optical Goods. 
GRIEGER JOHN, 36 North—See p 266 


Overall Mfrs. 


Berkshire Overall Co., 33 and 35 West and 2 and 4 Clapp av 


Pad Tablets and Papeteries Mfrs. 
BERKSHIRE VALLEY PAPER CO., 74 North—See p 263 


Painters (Carriage). 
Barker A. C., 13 North First 
Dunham Charles, 5 North Pearl 
McDermott J. Patrick, Alcove 
Mead E. B., 21 North 
Merry Н. N., Liberty 
Pittsfield Carriage Co., 22 McKay 
Shaver Е. A., Clapp av 
Van Valkenburg George, Allen, r 72 North 
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Painters (House and Sign). 


Barnes Albert F., 22 Burbank 

Corkhill John, 9 South 

Devoe George, 107 Robbins av 
HARRINGTON W. F., 64 North—See p 270 
Haeusler Herman, 9 John 

Hodge A. S., Newell 

HOLLAND BROS., 151 North—See р 280 
LESTER I. L., 1 Summer—See p 280 

Marvin Francis J., 39 Fenn 

O'Loughlin Bryan, 21 North 

PRINCE & WALKER, 10 North—See p 257 
Purches Henry (house), 1 West Housatonic 


Paints, Oil and Glass. 


Corkhill John, 9 South 

DUTTON & TUCKER (oils), 17 West—See р 269 
Glentz Т. В. (glass), Clapp av 

HARRINGTON WM. F., 64 North—See p 270 
HOLLAND BROS., 15} North—See p 280 

LESTER I. L., 1 Summer—See p 280 

MEIGS & WRIGHT (kerosene oil), 72 North—See p 264 
Miller Charles H., 7 Renne pl 

MILLS A. А. (wholesale oils), 25 North—See front cover 
PEIRSON & SON, 23 North—See p 268 

WILLIAMS E., 90 North—See p 269 


Paper Box Makers. 


COLLINS D. M. & Co., Allen—See p 243 
PURDY RALPH P., 39 Fenn—See p 250 
SISSON & ROBINSON, 18 Railroad—See p 250 


Paper Dealers. 


BERKSHIRE VALLEY PAPER CO. (wholesale and retail), 74 
North--See p 263 

Henry L., 1 Appleton av 

HENRY & BLAIN (wholesale), 58 Fenn—See p 250 

HUNT E. В. & Co., Robbins av c Linden--See p 250 

Talbot Bros., 85, 87 and 89 North 

Whiting W. W. Co. (wholesale), Allen 


Paper Hangers. 
Corkhill John, 9 South 
Devoe George, 107 Robbins av 
HOLLAND BROS., 154 North—See p 280 
LESTER I. L., 1 Summer—See p 280 
O'Loughlin Bryan, 21 North 
PRINCE & WALKER, 10 North—See p 257 
Rockwell R. A., 58 North 
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Paper Hangings. 


CARTER JOSIAH, 17 South—See p 256 
Corkhill John, 9.South 
LESTER I. L., 1 Summer—See р 280 
PRINCE & WALKER, 10 North—See p 257 
Rockwell R. A., 58 North 

Paper Mfrs. 
Crane & Co., Dalton road, Coltsville 


Paper Mill Machinery Mfrs. 
CLARK WILLIAM & CO., McKay е Depot—See р 248 


Paper Stock. 


HENRY & BLAIN, 58 Fenn—See p 250 
HUNT Е. B. & СО., Robbins av с Linden—See р 250 


Patent Medicine Mfr. 
ATWOOD L. L., 7 North—See p 262 
Pattern and Model Makers. 
CLARK WILLAM & CO., McKay с Depot—See р 248 


Pitt Charles H. (wood), 70 Fenn 


Patterns (Paper). 


England Bros. (Demorest), 26 North 


Peddlers’ Supplies. 
HENRY & BLAIN, 58 Fenn—See p 250 


Photographers. 


Clark Forester, 40 North 

HOLLIS C. R., 29} North—See р 260 

SIMMONS EUGENE A., 1 Cottage Row—See p 260 
WATKINS RUSSELL C., 53 North—See p 260 


Physicians. 
Adams J. F. A., 26 Wendell av 
Bailey Charles, 30} South 
Bedard George, 24 North 
Burton Stephen C., 4 East Housatonic 
Colt Henry, (11) Berkshire Life Insurance bdg, 3 North 
Flynn J. А., (3) 684 North 
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Langlois Joseph A., 12 Union 
Leavitt W. W., 31 South 
Mercer W. M., 4 North First 


Paddock Frank K., (11) Berkshire Life Insurance bdg, 3 North 
Paddock William L., (11) Berkshire Life Insurance bdg, 3 North 


Pixley E. S., 41 Fenn 
teynolds E. R. (electrician), 65 Fenn 


' Richards M. B., 164 North Е 
ROBERTS О. S. (office hours 8 to 9 a. m., 2 to 4 and 7 to 8 p. m.), 


122 North—See p 255 
Waite C. H., 65 North 
Waite Lorenzo, 156 North 
Wentworth W. H., 3 South 
Wentworth W. P. (oculist and aurist), (11) 60 North 
Wheeler J. H., (15 and 16) 60 North 
Woodruff M. L., 16 Railroad 


Piano Tuners. 
Newton Frank P., 154 North 
PIERCE WM. & SON, 140 North—See p 262 
Shaw J. B., 12 North 
Smith J. Benjamin, (7) 3 South and 8 West 
Walker Vinet, 30 Center 
Waugh C. H., 75 North and 28 East 


"WOOD BROS., 75 North—See front col'd p X 


Pianos and Organs, ete. 


Cluett & Sons, 12 North 

Gleason J. M., (2) Wollison blk 

PIERCE WM. & SON, 140 North—See p 262 
WOOD BbROS., 75 North—See front col'd p X 


Piano and Organ Repairers. 
PIERCE WM. & SON, 140 North—See p 262 


Pictures and Picture Frames. 


BICKNELL E. K. & CO., 131 North—See p 273 
Blatchford George, 12 North 

NUGENT WILLIAM, 57 North—See p 267 
Robbins Ё. A., 11 North 

SMITH BENJAMIN, 77 North—See p 267 
Stanton Robert F., 97 North 

Talbot Bros., 85, 87 and 89 North 

WRIGHT & BURNS, 21 Fenn—See p 273 


Pillow Sham Holder Mfr. 
Campbell George, 4 Cottage Row 
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Planing and Moulding Mills. 


Glents T. R., Clapp av 
MERRILL CHARLES E., 140 North—See front col’d p V 
WARD Z. A., Clapp av—See p 263 


Plumbers. 


BACKUS W. б. SONS, 1 Bank Row--See front col'd p Ш 

Bagg Martin, over 48 North 

BIDWELL GEORGE A., Burbank Hotel blk, 116 West—See 
back cover 

BRANCH GEORGE W., 41 West—See p 273 

Chamberlin С. H., 20 West 

FEELEY JOHN, 31 North—See p 274 

PARSONS & SEARS, Amercan House blk, Railroad—See opp 
inside back cover 


Pop Corn Mfr. 
Fuller Charles C., 9 Newell 


Pork Packers. 


Crosier & Bartlett, Newell 


Printers (Book and Job). 


BERKSHIRE COUNTY EAGLE, 39 West—See p 252 

DAILY AND WEEKLY JOURNAL, office (6 and 7) Central 
blk 41 North—See p 251 

Denney George T., 13 Market 

Hill William H., 163 North 

Kells Herbert C., 153 North 

PITTSFIELD RUBBER STAMP AND PRINTING CO., 87 
North—See p 271 ; 

Real Pen Work Publishing Co., Central blk, Mc Kay 

SUN PRINTING CO., 10$ North—See p 253 


Produce Dealers. 


Bradley Bros. (commission), 14 West 
East St. Louis Dressed Beef Co., Andrew E. Glasgow manager, 13 
Depot 


Provision Dealers (Wholesale). 


Crosier & Bartlett, 88 North 

EAGEN JAMES, 9 and 11 Depot—See p 283 

East St. Louis Dressed Reef Co., A. E. Glasgow, manager, 13 
Depot 

WOOD E. P. & SONS, 11 Railroad—See p 281 
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Publishers. 


Real Pen Work Publishing Co. (Pen Work Publication), Central 
bik, McKay 


Real Estate Agents. 


COMBS Е. J., 16} North—See p 237 

Flanagan E. F., 2 South 

McKenna James, 77 North 

NASH EMORY Н., 60 North—See p 240 

Newton H. H., 133 North : 

Parker Е. S., 94 North 

Prout Arthur S., 20 Pomeroy's ау 

STEVENSON J. M. & CO., 4 North—See p 238 

Van Deusen John F., 15 North N 


Reed Mfrs. 


Stevenson W. С. Mfg. Co., Appleton av с Dawes av 


Refrigerators. 
MEIGS & WRIGHT, 72 North—See p 264 


Registrar of Deeds. 
Pitt H. M., Court House 


Restaurants. 
(See Eating Houses). 


Roofers. 


BOOTH G. A. (gravel), 37 Onota—See p 285 

BRANCH G. W., 41 West—See p 273 

Clow Benjamin (rubber), 12 Robbins av 

PARSON & SEARS, American House blk, Railroad av—See opp 
inside back cover 


Rubber Goods (Wholesale and Retail). 


BERKSHIRE RUBBER CO., 6 Wollison blk, 76 North--See р 
264 i 


Rubber Stamp Mfrs. 


PITTSFIELD RUBBER STAMP AND PRINTING CO., 87 
North—See p 271 
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Saloons. 


Bohlman John C. C., 143 North 

Brennan С. C., 50 Wahconah 

Callaghan Michael F., 137 North 

Clary Morris, 115 West 

Crowell Н. S., 50 North 

Cullen J. C., 63 North 

Davis Edwin A., 17 McKay 

Davis William H., 141 North 

Linnehan J. E., 13 West 

McCormick Michael J., 81 West ` 

McEnany John, 6 Fenn 

Rockwell & Co., 2 West 

ROUSE JOHN P. & CO., 99 North--Sce p 293 
SCHMIDT RUDOLPH, 10 Depot—See p 294 
Walsh Redmond, 27 West 


Saw Mills. 
Barker J. & Bros. Mfg. Co., Barkerville 
Couch F. W., r 27 Elm 
Harvey L. E., 55 Linden 
Parker E. L., Churchill 
Schools (Private). 


Goodrich Mary E. Miss, 14 East Housatonic 
Peirson Joseph E., 30 West Housatonic / 
Salisbury Mary E. Miss (boarding and day for girls), 41 South 


Scroll Sawing and Turning. 
Glentz T. R., Clapp av 
MERRILL CHAS. E., 140 North—See front col’d p V 
WARD Z. A., Clapp av—See p 263 


Seed. Stores. 


HALL T. E. & CO., 4 Bank-Row—See p 272 
LUCAS П. P., 78 North—See p 271 


Sewing Machine Agents. 


Bristol J. P., Maplewood av n North First 

Clapp R. J., 16 North 

Edwards George W., 18 North | 

PROUT GEORGE W. (repairing), 77 North—See р 270 
Singer Mfg. Co. The, D. E. Streeter manager, 153 North 


Shirt Mfrs. 


Berkshire Overall Co. (flannel), 33 and 35 West and 2 and 4 Clapp 
av 

Sprague-Brimmer Mfg. Co., 20 Railroad 

Willey-Robinson Mfg. Со:, Noble’s blk 39 West 
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Shoe Mfrs. 
FARRELL & MAY SHOE CO. (men’s), Clapp, Morningside— 
See p 245 
ROBBINS, KELLOGG & CO., (men’s), Fourth n Fenn—See p 245 


Shuttle Mfrs. 
Stevenson W. С. Mfg. Co., Appleton av е Dawe’s av 


Sign Painters. 
Corkhill John, 9 South 
Haeusler H., 12 John 

Silk Mfrs. 
RICE А.Н. & CO. (silk thread and braid), Burbank e Spring— 
See p 246 

Silver Platers. 
Foster William S., 128 North 
Morse Bros., 33 West 

Silver and, Silver- Plated Ware. 

Edwards Geo. W., 18 North s 
GRIEGER JOHN, 36 North—See p 266 
La Rue W. L., 6 North 
MEIGS & WRIGHT, 72 North—S e p 264 
MILLS A. A., 23 North—-See front cover 
Richardson T. H., 27 North 
Robbins F. A., 11 North 
Rockwell R. A., 58 North 


Soap and Candle Mfrs. 
Van Bergen Garrett, г 91 River 


Speaking Tubes. 
Berkshire Electric Co., 164 North 


Spool Mfrs. 
Stevenson W. C. Mfg. Co., Appleton av с Dawes av 
Sporting Goods. 
HARRINGTON A. K., 64 North—See p 270 
PEIRSON & SON, 23 North—See р 268 
Stanton R. F., 97 North 


'albot Bros., 85 to 89 North 
WILLIAMS E., 90 North—See p 269 


Stage Line. 
Lenox & Pittsfield Stage Line, E. W. Loomis prop.; leave 55 
North at 3 p. m. 
Pittsfield & Williamstown Stage Line, Е. Ames ргор.; leave 
American House at 3 p. m. 
Pittsfield & Dalton Stage Line, L. Bartlett prop.; leave from 55 
North at 4 p. m. 
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Stair Builders. 


Glentz T. R., Clapp av 
MERRILL CHARLES E., 140 North—See front col’d p V 
WARD Z. A., Clapp av—See р 263 


Stamping and Embroidering. 
RANOUS А. В. MRS., (24) Central ЫК 41 North- -See p 259 


Stationers. 
(See also Booksellers and Stationers.) 


BICKNELL Е. К. & CO., 131 North—See p 273 
Blatchford G., 12 North 

NUGENT WILLIAM, 57 North—See p 267 
Stanton Robert F., 97 North 

Talbot Bros., 85 to 89 North 


' 


Stationers (Wholesale and Retail). 


‘BERKSHIRE VALLEY PAPER CO., 74 North—See p 263 
Blatchford G., 12 North 
Whiting W. W. Co. (mfrs.), Allen 


Steam Engine Dealers. 
ROBBINS, GAMWELL & CO., 33 and 35 West—See p 275 


Steam Heating Apparatus. 
PARSONS & SEARS, American House blk Railroad—See opp in- 


side back cover 
ROBBINS, GAMWELL & CO., 33 and 35 West—See p 275 
Steam Power and Rooms to Let. 


Pittsfield Steam Power Co., Lincoln e Brown 


Steamship Ticket Agents. 


CASEY & BACON, 3 and 5 Clapp av—See p 284 
Curtin P. P., 139 Wahconah 
Francis Charles C., 1 North 
Hydren Carl, 7 North 
Stone Quarries. 


Humphrey Edwin L., South bey South Mountain n town line 


Stone Yard. 
Devanney John, New West 


Store House. 
MORTON W. G. & CO., 21 Depot—See p 276 
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Stove Dealers and Tinsmiths. 


BACKUS W. G. SONS, 1 Bank Row—See front col'd p HI 

BIDWELL GEORGE A., Burbank Hotel blk, 116 West—See 
back cover 

BRANCH GEORGE W., 41 West—See p 273 

Chamberlin C. H., 20 West 

FEELEY JOHN, 31 North—See p 274 

PARSONS & SEARS, American House blk, Railroad—See opp in- 
side back cover 


WRIGHT & BURNS, 21 Fenn—See p 273 


Stove (Cooper) Mfr. 
MOORE M T., r 52 Fenn—See p 249 


Street Railway Co. 
Pittsfield Street Railway Co., Seymour n Wahconah 


Street Sprinklers. 
GUILDS F. G. & CO., 21 Depot—See p 292 


Supporters and Trusses. 
ATWOOD L. L., 7 North—See p 262 
COBB Е. U., 8 North—See р 261 
SMITH ARTHUR, 43 North—See front cover 


Surgical Instruments. 
COBB F. U., 8 North—See p 261 


Surveyors. 
MURDOCK GEORGE A., 30 Wahconah—See p 240 


Tack Mfrs. 
PITTSFIELD TACK CO., 19 South Church—See p 249 


Tailors and Clothes Cleaners. 
s (See also Merchant Tailors.) 
Eisner Max, 103 North 
Gregory Joseph, (4) 77 North 
Hayes Robert, 27 North 
Kelm L., 40 North 
Knapp George, 1 Park 
Printiss Charles, 53 North 
Rosenthal Moses, 87 North 
Scott Elias, 88 West 
Shandorf F., 139 North 
Thurotzy Joseph, 40 North 
Volk Abram, 41 North 
26 
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Tanners and Curriers. 
Coogan Owen & Sons, 13 Elm 


Teacher. 
Peirson Joseph E., 30 West Housatonic 


Tea and Coffee. 
KEENAN & HIGGINS, 3 Railroad—See p 283 
Moore Gardiner В. (peddler), 57 Elm ' 
Morrell A. M., 129 North 
Union Pacific Tea Co., 16 North 


Telegraph Offices. 


Commercial Union Telegraph Co., 8 North 
Westeru Union Telegraph Co., 3 North and Union Depot 


Telephone Companies. 


New England Telephone and Telegraph Co., John L. Bliss mana- 
ger, (30) Berkshire Life Ins. bdg, 3 North 


Tin-ware Dealers. 
MEIGS & WRIGHT, 72 North—See p 264 


Tin-ware Mfrs. 


HENRY & BLAIN, 58 Fenn—See p 250 
PARSONS & SEARS, American House blk, Railroad—See opp 
inside back cover 


Toys. 


BICKNELL E. K. & CO., 131 North—See p 273 
NUGENT WILLIAM, 57 North—See p 267 
1 


Truckmen. 


GUILDS F. G. & CO., 21 Depot—See p 292 
Moran William, 37 Daniels av 


Trunks, Bags and Valises. 
Behan Thomas, 53 North 
FOSTER J. J. & CO., 73 North—See front cover 
Gale Bros., 94 North 
Gerst & Smith, 20 and 22 Fenn 
MORGAN И. Т. & CO., 39 North—See back cover 
Newman J. R. & Sons, 46 to 50 North 
Rosenfeld J. S. & Co., 29 North 
Simon L. B., 44 North 
WOLFF C. M., 42 North—See p 265 


PITTSFIELD BUSINESS DIRECTORY. 


Type Writers. 
Strong Charles W. (calligraph), Court House 


Umbrella Repairers. 
Carpenter W. W., 81 North 


Undertakers. 


HOPKINS GEORGE N., 100 North—See front col’d p IT 
KELLY WILLIAM, 148 North—See p 278 

Kinney & Behan, Burbank Hotel blk, 112 West 

Jolls B., 7 South 

Pinney W. M., 155 North 


Underwear Mfrs. 


BERKSIITRE KNITTING MILLS, D. M. Collins & Co., props., 
41 North—See p 243 > 


Upholsterers. 
Brock Alfred, 114 Fenn 
FISIT О. S., Sonth Church е Center—See p 275 
HOPKINS GEORGE N., 100 North —See front col'd p II 
KENNEDY & MacINNKS, 47 and 49 North—See p 256 
PRINCE & WALKER, 10 North—See p 257 
WELLINGTON H. B., 149 North—See p 263 
WRIGHT & BURNS, 21 Fenn—See p 273 


Variety Stores. 
BICKNELL E. К. & CO., 131 North—See p 273 
Edwards J. H., 49 Wahconah 
Eisner Max, 42 River 
NUGENT WILLIAM, 57 North—See p 267 


Veterinary Surgeons. 
Brackin J. A., 4 Railroad 
Hill D. J., office at H. L. Nash, Allen 
Kinnell George N., '4 West + 
Rogers William A., Russell's stables, 24 West 


Water Wheel Mfrs. 
CLARK WILLIAM & CO., McKay е Depot—See р 248 


Water Works. 
Ashley Water Works, (13) Berkshire Life Ins. bdg, 3 North 


Watchmakers and Repairers. 


Edwards George W., 18 North 
GRIEGER JOHN, 36 North—See p 266 
Hemenway C., 154 North 

LaRue William L., 6 North 

Richardson T. H., 27 North 

Robbins F. A., 11 North 
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Wheelwrights. 


Kettell Samuel S., 16 McKay 
Powers William, 31 Seeond 
Robinson George W., 16 Church 


Wood Carvers. 
Glentz T. R., Clapp av 
WARD Z. A., Clapp av—See р 263 


Wood Dealers. 
Couch W. F., r 27 Elm 
Hammond Daniel W., Maple av, Coltsville 


Wood Turner. 
Glentz T. R., Clapp av 


Wooden Ware Dealers. 


HALL Т. E. & CO., 4 Bank Row—See р 272 
LUCAS HENRY Р, 78 North—See р 271 
MEIGS & WRIGHT, 72 North—See p 264 
WRIGHT & BURNS, 21 Fenn—See p 273 


Woolen Goods Mfrs. 


Barker J. & Bros. Mfg. Co. (union cassimeres and dress goods), 
Barkerville 

BEL AIR MFG. СО. (fancy cassimeres), 191 Washington, Bel 
Air—See p 244 

BERKSHIRE KNITTING MILLS, D. M. Collins & Co. (fine 
underwear), 41 North—See p 243 

Pomeroy’s L. Sons (cassimeres), 47 West Housatonic 

PONTOOSUC WOOLEN МЕС. CO. (blankets, dress goods, etc.) 
Pontoosuc—See p 242 

Russell S. ЇЧ. & C. Mfg. Co. (cassimeres), Russell n Peck’s road 

Tillotsen & Power (cassimeres), Barkerville lower road 

WILSON & HORTON (cassim res), кийн, Taconic—See р 
241 

Woman's Art с ра 


Beard Е. У. D. Mrs., 8 South 
Yarn Mfrs. 


PITTSFIELD MFG. CO. THE, office Bel Air—See p 244 
Russell & Brown, Appleton av с Dawes av 


Yeast. 


Vienna Pressed Yeast Co., A. B. Stevens manager, South п Н. 
R. R. ? 


PITTSFIELD TOWN GOVERNMENT. 


Clerk, Frederick Н. Printiss. 

Treasurer, E. Н. Kennedy. 

Collector, E. McAlpine Learned. 

Selectmen, George G. Learned, E. H. Robbins, W. F. Harrington 
Assessors, Gilbert West, T. E. Hall, W. M. Clark. : 
Constables, John Lawler, W. H. Marshall. 


Justices of the Peace, F. A. Francis, George Shipton, W. S. Har- 
rington, T. A. Oman, F. H. Printiss, E. T. Slocum, J. N. Dun- 
ham, L. K. Albro, H. W. Taft, W. R. Plunkett, H. B. "Wellington, 
F. F. Read, M. Wilcox, J. Crosby, C. W. French, F. F. Read, Jr., 
Е. К. Paddock, A. B. Stevens, H. M. Peirson, W. B. Smith, H. М, 
Pitt, J. F. Van Deusen, II. Н. Newton, F. S. "Parker, E. E. "Lewis, 
E. M. Wood, A. S. Pront, J. McGowan, J. M. Stevenson, James 
McKenna, A. J. Waterman, W. F. Hawkins, E. H. Bridgeman, H. 
J. Ryan, W. L. Adams, J. С. Crosby, A. S. Waite, E. A. "Gamwell, 
A. R. Ranous, William Turtle, E. H. Nash, L. W. Taylor, O. L. 
Wood, E. J. Combs. 


Board of Health, Stephen C. Burton, Joseph A. Flynn, М. L. 
Woodruff. 


POLICE DEPARTMENT. 


Chief, John Nicholson; Captain, Michael Leonard; Charles W. 
Thompson, W. G. White, .Patrick Condron, M. J. Murtaugh, 
Dennis Hogan, James F. Dean, Daniel Flynn, ү illiam Tobin, W. 
H. Marshall and W. W. Van DeBogart. Station, School street. 
Matron, Mrs. James Dean. 


ASHLEY WATER Works. 


Office, Berkshire Life Insurance Building. (15) 3 North street. Owned by the 
Fire District. Original cost, $50.000; present cost, $265,000. 36 miles 
of pipe laid. 

Water Commissioners, William R. Plunkett, John Feeley, E. 

N. Robbins; Superintendqnt, John M. Hatch. 


Fire District GovERNMENT. 


Water Commissioners, William R. Plunkett, John Feeley, E. N. 
Robbins. 

Commissioner of Sidewalks and Main Drains, C. T. Rathbun, 
Frank W. Hinsdale, C. E. Merrill. 

Prudential Committee, Gilbert West, S. N. Russell, Michael 
Casey. 
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FIRE DEPARTMENT. 


Chief Engineer, Geo. W. Branch; Ist Assistant, John J. Powers; 
2d Assistant, Anthony Stewart; 3d Assistant, G. Н. Frey; Fire 
Wardens, J. L. Peck, H. S. Russell, G. W. Branch; Superintendent 
Fire Alarm, W. F. Francis. 


Ско. Y. Lzarnep Engine Company, No. 2, School street— 'ore- 
man, William Е. Francis; Assistant, Е. J. Clark; Foreman of 
Hose, Charles I. Lincoln; Clerk, E. І. Meron; Treasurer, Arthur 
Smith. і 

S. W. Morron ENaixE Company, No. 3.— Foreman, John J. 
Bastion;gíst Assistant, James O'Connell; Foreman of Hose, Patrick 
Kelly; Clerk, William Н. Carley; Treasurer, Dennis Haylon. Lo- 
cation, 148 North st. 

Housatonic Encinr Company, No. 1.—Foreman, Harley E. 
Jones; Assistant, Fred U. Hadsell; Engineer, Thomas C. Wad- 
dell; Asst. Engineer, Fred D. Gladeau; Foreman of Iose, George 
Shepardson; Clerk, George Н. Gerst; Treasurer, Clark Е. Hall. 
Engine House, School street rear Baptist Church. 

GnEvLock Ноок АХР” LappER СомрАХҮ. — Йотетап, William 
McCary; Ist Assistant, William Н. Hunt; 2d Assistant, Thomas 
Matthews; Secretary, D. A. Clark; Treasurer, L. E. Field. "Regu- 
lar meetings first Thursday of each month. Membership 25. En- 
gine House, School street. 

PnorkcrivE Company, No. 1.—— Captain, Ed. S. Davenport; 
Lieutenant, Frank W. Hill; Clerk and Treasurer, S. Chester Lyon. 
All members of the Protectives are sworn in as fire police. 


FIRE ALARM TELEGRAPH. 


э—Бе! Air Manufacturing Co.  (Private.) 
6 —Ропіооѕпе Woolen Mfg. Co. · (Private.) 
7—S. N. & C. Russell. (Private.) 
S—Peck's upper mill. (Private.) 


SOUTHEAST DISTRICT. 


15—Cor. Pomeroy av and East street. Keys, Arthur H. Hall, 
cor. Pomeroy av. and East street; E. D. G. Jones, East street. 


16—Foot of East street. Keys, N. G. Brown, J. L. Peck, East 
street; O. Coogan & Son’s tannery;W. G. Backus, foot East street; 
John Stapleton, Beaver street. : 


17—Cor. East Housatonic street and Appleton av. Keys, Mrs. 
J. Lawrence, corner East Housatonic street-and Appleton av.; Van 
Sickler’s mill; H. H. Richardson, East Housatonic street; F. G. 
Guilds, Guilds place. 


18—Corner of Dawes and Appleton avs. 
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SOUTHWEST DISTRICT. 
2%3—Terry Clock Co. 
24—Corner South and East Housatonic streets. Keys, W. H. 


Cooley, A. J. Van Dusen, Gilbert West, South street; І. D. Fer- 
rey, West Housatonic street; J. S. Harrison, Reed street. 


25—Pomeroy’s lower mill. Keys, watchman at mill; at store; 
Thomas E. Hall, West Housatonic street. 


26—Pomeroy’s upper mill. (Private.) 


27—Kirby’s block, West street. Keys, Lawton’s coal office, 
Parker House; Burbank Hotel, railway station and with police. 


28—Corner South and West streets, Bowerman’s block. Keys, 
Willard’s drug store; Pittsfield National bank, Russell’s livery of- 
fice, express office and with police. 


_31—Linden corner River street. Keys, J. М. Shepardson, 50 
Linden street; A. Booth’s silk mill, Linden street; John Nagle- 
schmidt; River street, and with police. 


M 32—Gimlich & White. Keys, Gimlich & White, August 
Schurmeyer, John street; Daniel Н. Clark, Onota street, and with 
police. 

NORTHWEST DISTRICT. 


$5— №. 3 engine house, Depot street. Keys, Morton's coal 
office; Wim. Clark & Co.’s office; Corcoran's Hotel; railroad lobby 
and with police. 


36—Corner Railroad street and Daniels av. Keys, R. B. Bard- 
well, T. Bartlett, Railroad street; P. Hanrahan, Circular av.; Wm. 
F. Harrington, Robbins av.; Gimlich & White's brewery. 


337 —Corner Bradford street and Francis av. Keys, E. T. Cas- 
tle's store, Joel C. Jackson, Bradford street; J. H. Manning, cor- 
ner Francis av. and Union street; silk factory, corner Linden street 
and Robbins av. 


8—Corner North and Orchard streets. Keys, John Marshall’s 
saloon; E. B. Mead, E. Liedhold, North street. 


NORTHEAST DISTRICT. 


41—Baptist Church, North street. Keys, O. P. Atwood’s drug 
store; F. W. Brandow; Manning's drug store; janitor of Central 
block, North street, and with police. 


4°2—South corner Whelden’s block, North street. Keys, Mur- 
phy’s drug store; American House, C. E. Merrill’s, A. A. Mills, 
Berkshire House, and with police. 


43—Corner Fenn and Pearl streets. Keys, W. T. Bates, But- 
ler’s lumber yard, Fenn street; Booth’s planing mill, First street; 
Charles Prentiss, Pearl street, and with police. 
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А5 —Согпег Fenn and Fourth streets. Keys, Robbins & Kel. 
loggs’ shoe factory; Е. Е. Read, J. S. Rathbun, D. J. Dodge, Fenn 
street. 


46—Corner Maplewood and Wellington avs. Keys, Н. B. Nash, 
J. E. Purches, Maplewood av.; George A. Holland, Hamlin street; 
Berkshire county jail. 


A7 —Newcastle’s store, Morningside. Keys, Newcastle’s store, 


Farnum & Lather’s mill, Burbank street. 

48—A. H. Rice & Co.’s mill, Burbank corner Spring street. 
Keys, A. Rice & Co.’s office; James Ragan,Tyler street near Brown 
street; William J. McMahon’s store, 59 Burbank street, and with 
police. 


SCHOOLS. 


Ѕсноог, COMMITTEE. 


TERM TERM 
ы EXPIRES EXPIRES 


William M. Mercer, - 1890 H. H. Ballard, - 1891 
W m. Wilberforce Newton, 1890 P. Р. Curtin, - 1892 
L F. Chesley, - - - 1890 M. Rosenthal, - 1892 
W. W. Gamwell, 1891 Ralph B. Bardwell, - 1892 
John C. Crosby, - - 1891 


Chairman, Н. Н. Ballard; Secretary, 1. Е. Chesley; Superin- 
tendent of Schools, Thomas Н. Day. Regular meetings of the 
Board, the last Wednesday of each month. Office hours of Super- 
intendent, 8.30 a. m. and 4.30 p. m., at room 17, Central blk. 


STANDING COMMITTEES. 


Executive Committee—Harlan H. Ballard, W. M. Mercer, R. B. 
Bard well. 


Examination of Pupils —W. W. Newton, W. M. Mercer, J. C. 
Crosby. 


Examination of Teachers—H. Н. Ballard, J. C. Crosby, I. Е. 
Chesley. 


Printing—J. C. Crosby, W. W. Gamwell, P. P. Curtin. 
Fuel—I. Е. Chesley, M. Rosenthal. 
Text Books—W. M. Mercer, В. B. Bardwell, Н. Н. Ballard. 


Buildings and Sites—W. W. Gamwell, P. P. Curtin, I. Е. 


Chesley. 
Auditor—R. B. Bard well. 


Music—M. Rosenthal, W. W. Newton. 
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Industrial Drawing—P. P.. Curtin, W. W. Gamwell, W. W. 
Newton. | 


Evening School —W. W. Newton, M. Rosenthal, I. Е. Chesley. 


Пен Scnoor, foot South street —Mr. John B. Welsh, Mr. W. D. 
Goodwin, Miss S. E. Stevens, Miss P. M. Whipple, Miss M. F. 
Babcock. 

SOUTH GRAMMAR, foot South street—Miss L. M. Patten, Miss S. 
G. Davis, Miss Rose Kendall. 


HIGH SCHOOL. 


CENTER GRAMMAR, School street—Miss E. A. Evans, Miss А. V. 
Jordan, Miss H. J. Jordan. 


CENTER INTERMEDIATE, School street—Miss Clara Rogers, Miss 
Winfred Martin, Miss Lula M. Cooley. 


Мовтн Grammar, Orchard street, cor. 1st—Mr. G. W. Gardner, 
Miss Bell R. Van Bergen, Miss M. A. Riley. 


Orcuarp Srreet—Intermediate, No. 1, Miss M. A. Brennan, 
Intermediate, No. 2, Miss Carrie Reese. -Primary—Miss Belle 
Roach, Miss Susie Parks, Miss Hattie Watkins, Miss Cora Dorr. 

27 
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ТлхрЕх SrREET—Mr. C. E. Bennett, Miss Ella Stevens, Miss М. 
E. French, Miss Eva Prediger, Miss Ella Ryan, Miss Jennie Bull, 
Miss E. K. Manning, Miss M. L. Simon, Miss M. E. Miller, Miss 
Mary Bristol, Miss Mary Doyle, Miss M. E. Enright, Miss Maggie 

Murphy, Miss Louise Guilford, Miss Maria Denny. 


Екмм Street—No. 1, Miss A. P. Edwards. No. 2, Mrs. Alice 
Marsh. No. 3, Miss Barbara Thurotzy. Мо. 4, Miss Hattie Dun- 
bar. No. 5, Mrs. Nellie Canfield. No. 6, Miss Alice Bugney. No. 
7, Miss Hattie M. Barrows. No. 8, Miss Rosa Lehmann.- 


ШКЕ ЕЕ) 


| 


ишда 


FENN STREET SCHOOL. 


x 


ELIZABETH Street—Intermediate, No. 1, Miss M. E. Mead. No. 
2, Miss E. A. Ray. Primary, No. 1, A. E. Walker. Мо. 2, Miss 


Carrie Francis. 


SILVER Laxe, Lake street — Primary, No. 1, Miss Lizzie O'Con- 
nell. No. 2, Miss Nellie Hatch. 


West CENTER, West, cor. John street— Primary, Miss Nellie 
M.Synan. No. 2, Miss M. A. Synan. 


STEARNSVILLE— Intermediate, Miss M. E. Hungerford; Primary, 
Miss S. J. Smith. 
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BarKERVILLE—Intermediate, Miss Mary McCarthy; Primary, 
Miss M. E. Wollison. 
West Part—Miss Lulu Johnson. 
OscEorA—Miss А. M. Smith. 


Pontoosuc—Sub- Grammar, Miss M. E. V. Kelly; Intermediate, 
Miss Hattie Peck; Primary, Miss Clara Tobey. 


RussELLS—Zntermediate, No. 1, Miss A. M. Reid; Intermediate, 
No. 2, Miss Lizzie Murphy; Primary, No. 1, Miss M. E. Murphy; 
Primary, No. 2, Miss Florence Lyman. 

Pzck's— Primary, Mrs. S. Warren. 

Norru Woops—Miss Rosa Duffy. 


Ногмеѕ—Мізѕ Mary Conlin. 


Tracy—Miss Minnie Beers. 


MongEwoop—Miss Abby J. Barnes. 
SuakEns—Miss M. D. Hadsell. 
Junctron—Mr. C. S. Culverhouse and Miss M. E. McSweeney. 


ConssviLLE—Miss Annie Roach. 


CHURCHES, 


First BAPTIST CHURCH. 
30 North Street. 


Pastor, Rev. Orville Coats; Deacons, Jas. Francis, A. D. Francis, 
D. Stearns, G. W. Smith, F. A. Churchill, F. S. Parker, J. T. Hor- 
ton, M. P. Lawton; Treasurer, W. P. Griffen; Collector, A. H. Land- 
graff; Clerks, F. S. Parker, A. Н. Landgraff; Prudential and Finance 
Committee, С. W. Kellogg, C. C. Francis, A. M. Chapel; Ushers, 
Richard T. Lawless, E. Fisher, Edson Bonney, W. A. Smith, Clifford 
Wilson; Auditing Committee, C. A. Raymond, L. H. Gamwell, Jr.; 
Sunday School Superintendent, C. W. Kellogg; .Assistant Super- 
intendent, Clifton Powers; Secretary, Chas. Harrington; Treasurer, 
Charles A. Raymor.d; Librarian, Е. Т. Francis; Assistant Lib- 
rarian, John Smith; Organist, W. D. Gage; Chorister, Prof. Hold- 
ing; Seaton, Chester Hopkins. Sunday Services, 10:30 a. m., 7:30 
p. m. Wednesday evening, Young People's Meeting, 7:30. Friday 
evening, prayer meeting, 7:30. 
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FIRST CONGREGATIONAL CHURCH. 
8, 4, and 5 Park Place. 
First CONGREGATIONAL CHURCH. 


Pastor, Rev. J. L. Jenkins’; Deacons, George N. Dutton, J. T. 
Power, Henry W. Taft, Harvey W. Partridge; Church Clerk, 
Henry A. Brewster; Church Treasurer, F. W. Dutton ; Auditor, 
J. T. Power ; Parish Clerk, John M. Stevenson ; Assessors, Jabez 
І. Peck, James W. Hull, William C. Stevenson ; Treasurer and 
Collector, William L. Adam ; Committee on Sacred Music, James 
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H. Hinsdale, A. A. Mills, Israel F. Chesley ; Committee on Sale of 
Pews, John C. West, William R. Plunkett, Jabez L. Peck, William 
L. Adam ; Sabbath School Superintendent, Edward T. Slocum ; 
Assistant Superintendent, Charles E. West; Secretary, W. C. 
Stevenson; Treasurer, Arthur A. Mills; Librarian, William В. 
West ; Assistant, Charles В. Foote ; Musical Director, Alfred M. 
Fietcher. 
ВевАСНАН Missrox. 


11 Market Street. Meetings every evening except Wednesdays and Fridays. 

Executive Committee: Baptist Church, Rev. A. B. Whipple, 
F. S. Parker; Methodist Church, R. G. Hermance, Miss M. E. 
Merrill ; Zst Congregational Church, Theodore Bartlett, Miss 
Mary Campbell, Miss Elizabeth Morley; South Congregational 
Church, Dea. William Robinson, Dea. George Shipton, Mrs. 
Sarah Noyes ; 2d Congregational Church, Dea. Benjamin F. Por- 
ter, Leet Coffin ; Episcopal Church, Miss Clemence Bull. 


SECOND CONGREGATIONAL CHURCH. 
First Street. 


-Pastor, Rev. Samuel Harrison; Deacon, R. T. Gardiner; Church 
Clerk, James Jacobs; Treasurer, Mrs. Sarah Brant; Organist, 
Miss Georgie Peters; Sexton, James Grover, Jr.; Sunday School 
Superintendent, Mrs. Nora Shields; Zreasurer, Mrs. Sarah J. Har- 
rison ; Secretary, R. Т. Gardner. 


SOUTH CONGREGATIONAL CHURCH. 
South Street corner Church. 


Pastor, Rev. I. Chipman Smart; Deacons, James H. Dunham, 
William Robinson, Henry M. Peirson, William B. Rice, George 
Shipton ; Church Clerk, Frank E. Peirson; Treasurer, Henry M. 
Peirson ; Prudential Committee of the Parish, C. C. Wright, E. 
Smith, Н. В. Peirson ; Parish Treasurer, Henry M. Peirson ; 
Parish Clerk, John H. Eells; Organist, Miss Jessie 
L. Tobey; Sexton, Herman Н. Shaw; Sunday School 
Superintendent, George Shipton; Assistant Superintendent, Selden 
D. Andrews; Treasurer, Robert H. Barrett; Secretary, Mi«s 
Abbie Gleason. 


GERMAN PROTESTANT CHURCH. 
24 First Street. 


Pastor, Rev. Wm. Hoppe; Deacons, Christian Kahl, Rudolph 
Schmidt, August Schurmeyer; Clerk, John White; Trustees, John 
White, Louis Roehm, H. Grawe; Ushers, Henry Meyer, Max 
Vogel, Edward Enkelmann. 


Sr. STEPHEN’S PanisH (EPISCOPAL). 
Park Place. 


Rector, Rev. William Wilberforce Newton; Associate Rector, 
Rev. Albert Danker, D.D.; Wardens, Dr. J. F. A. Adams, Wm. T. 
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Petherbridge; Vestrymen, E. H. Robbins, R. H. Cooke, Charles H. 
Clifford, Herbert Wollison, C. E. Merrill; Treasurer, James Е. 
McGowan; Clerk, John Allen Root ; Sexton, Jerome B. Shepard- 
Son. 


METHODIST EPISCOPAL CHURCH. 


Fenn near North Street. Organized 1791. First edifice erected 1828. Present 
edifice erected 1872. Cost $150,000. 


Pastor, Rev. J. E. C. Sawyer, D. D. ; Trustees, E. D. Jones, О. 
Benedict, F. F. Read, C. T. Rathbun, Harvey Henry, J. H. Butler 
and E. H. Nash; Clerk and Treasurer, F. F. Read ; Stewards, 
H. B. Nash, chairman ; O. T. Benedict, W. II. Chamberlain, 
C. Grant, S. Dodge, H. C. Hale, James Arthur Burbank, J. M. 
Holland, A. L. Marshall, J. H. Musgrove, W. A. Reynolds, Z. A. 
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Ward and H. S. Taylor; Superintendent Sunday School, R. G. 
Hermance ; Assistant Superintendent, J. Arthur Burbank ; Chor- 
ister and Organist, Fred J. Liddell ; Sexton, Charles Dorr. Sunday 
Services, 10.30 а. m., 7.30 p.m. Sunday School, 12 m. Services 
during the week—Class meeting, Wednesday evening 7.30. 
Prayer meeting, Friday evening 7.30. Ladies’ Aid Society meets 
every other Thursday, Mrs. F. F. Read, President. 


Uniry Сноксн. 


Services Morning and Evening in Odd Fellows’ Hall, Central Block. 


Pastor, Rev. W. W. Fenn; Parish Committee, T. H. Richard- 
son, С. W. Sloper, Dr. L. Waite, D. E. Streeter, С. G. Tompkins, 
J. Н. May, E. С. Keene, J. E. Colton, T. L. Streeter; President, 
T. Н. Richardson; Clerk, E. б. Кеспе; Treasurer, J. E. Colton; 
Collector, Т. L. Streeter. 


Norre Dame R. C. Cutrcu. 


Pastor, Rev. A. L. Desaulniers; Superintendent of Sunday 
School, Mrs. О. б. Gilbert; Organist, Mrs. В. Paquin; Seaton, 
Joseph Vertefeuille. Low mass, 8.30 a. m.; high mass, 10.15 a. 
m.; vespers, May 1 to Oct. 1, 6 p. m., Oct. 1 to May 1, 4 p. m; 
Sunday School, 12.30 p. m. 


Sr. ТозЕРН R. C. Сновсн. 


Pastor, Edward Н. Purcell; Assistants, Thomas H. McLaughlin, 
Patrick W. Burke; Superintendent of Sunday School, Rev. Thomas 
Н. McLaughlin; Organist, Miss Kate Hanrahan; Sexton, Clement 
F. Coogan. Masses 7.30, 9.00, 10.30 every Sunday; Sunday 
School 2 p. m.; Vespers 4 p. m. 


SOCIETIES. 


ANCIENT ORDER HIBERNIANS. 


President, Joseph J. St. James; Vice-President, Alfred Mandell; 
Recording Secretary, Francis Murphy; Financial Secretary, Ed- 
ward O’Brien; Treasurer, Thos. McLaughlan; Chairman Hall 
Committee, Michael Condron. Meets second and last Sunday of 
each month, Hibernian Hall, 1334 North street. 


BERKSHIRE AGRICULTURAL SOCIETY. 


President, C. E. Merrill; Secretary, F. F. Read, Jr., Pittsfield; 
Treasurer, Moses P. Lawton, of Pittsfield; Auditor, H. P. Lueas, 
Pittsfield. Cattle show and fair, September 10, 11, 12 and 13, 1889. 


Ра 
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BERKSHIRE ATHEN ЖОМ. 
Bank Row, opposite the Park. 


BERKSHIRE ATHEN.EUM. 


Incorporated 1871. President, Wm. В. Plunkett; Vice-Presi- 
dent, W. R. Allen; Treasurer, E. S. Francis; Clerk, Н. W. Taft; 
Curator and Librarian, Н. Н. Ballard; Trustees, Wm. В. Plun- 
kett, H. W. Taft, W. R. Allen, J. M. Barker, Morris Schaff, E. S. 
Francis, Geo. Y. Learned, H. L. Dawes, H. M. Peirson, W. M. 
Mercer; Janitor, Felix Trainor. Library open every day in the 
week, and free to all the citizens of Pittsfield. Cabinet museum 
and art gallery open during library hours, 9 a.m.to9 p.m. Read- 
ing room open Sundays, 2 to 6 p. m. 


BERKSHIRE County BIBLE SOCIETY. 


President, H. T. Robbins, Great Barrington; Vice-President, H. 
H. Ballard, Pittsfield; Secretary, William Dimick, Pittsfield; 
Treasurer, William Renne, Pittsfield; Executive Committee, Rev. 
G. W. Andrews, chairman, Dalton; Lyman Goodnow, Dalton; R. 
R. Smith, Lee; George Shipton, Pittsfield; Rev. J. H. Laird, Hins- 
dale. 

BERKSHIRE County DisrRicr MEDICAL SOCIETY. 

President, Dr. C. W. Burton, Adams, Mass; Vice-President, W. 


P. Small, Great Barrington; Secretary, Dr. H. Colt, Pittsfield; 
Treasurer, W. L. Paddock, Pittsfield; Librarian, W. W. Leavitt, 
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Pittsfield; Councilors, Dr. F. P. Whittlesey, Great Barrington; Dr. 
Homer Bushnell, North Adams; Dr. Gorton Race, West Stockbridge; 
Dr. George Hatch, Cheshire; Dr. Е. К. Paddock, Pittsfield; Dr. S. 
II. Parks, Great Barrington; Censors, Dr. S. C. Burton, Pittsfield; 
Dr. J. Е. А. Adams, Pittsfield; Dr. A. T. Wakefield, Sheffield; Dr. 
E. E. Mather, Williamstown; Dr. J. H. A. Matte, North Adams. 
Meetings are held last Wednesday of each month at 2 p. m. 
Annual meetings held last Wednesday in April. Room 24, Berk- 
shire Life Insurance Building, 3 North street. 


BERKSHIRE County Номе ror Асер Women. 
12 South Street. 
Matron, Mrs. Henry B. Brewster. 
Board or Сомтвот— President, Mrs. James B. Crane; Vice- 


Presidents, Mrs. W. W. Newton, Mrs. R. W. Adam, Mrs. J. L. 
Jenkins; Secretary, Miss Mary W. Redfield. 


To Serve Three Years, Mrs. James B. Crane, Mrs. Zeno Russell, 
Mrs. Charles W. Kellogg, Mrs. W. W. Newton, Mrs. H. H. Rich- 
ardson. 


To Serve Two Years, Mrs. L. Henry, Mrs. E. T. Slocum, Mrs. 
George T. Plunkett, Mrs. James D. Colt, Miss E. S. Newton. 


To Serve One Year, Miss Kate Coogan, Miss Mary J. Cooley, 
2 J. L. Jenkins, Mrs. Robert W. Adam, Mrs. Charles B. Red- 
eld. 7 | 


Executive Committee, Mrs. James В. Crane, Mrs. J. L. Jenkins 
Miss ES. Newton, Mrs. Charles W. Kellogg, Miss Mary J. Cooley, 
Mrs. Zeno Russell, Mrs. James D. Colt. 


? 


Admission Committee, Miss E. S. Newton, Mrs. Robert W. 
Adam, Mrs. Charles B. Redtield, Mrs. H. H. Richardson, Mrs. W. 
W. Newton. 


Auditing Committee, Miss Mary J. Cooley, Mrs. Charles W. 
Kellogg. 


Attending Physicians, Dr. Frank K. Paddock, Dr. Charles W. 
Bailey, Dr. William L. Paddock, Dr. W. H. Wentworth, Dr. 
William W. Leavitt, Dr. Roberts, Dr. J. F. A. Adams. 


Advisory Board, John R. Warriner,* Pittsfield; Oliver W. 
Robbins, Pittsfield; Edward D. G. Jones, Pittsfield; James Renfrew, 
Jr., Adams; Levi L. Brown, Adams; А. C. Houghton, North 
Adams; В. А Burget, Cheshire; James Н. Hinsdale, Pittsfield; 
Jarvis N. Dunham, Pittsfield; Michael Casey, Pittsfield; James B. 
Crane, Dalton; Richard T. Auchmuty, Lenox; Daniel R. Williams, 
Stockbridge; De Witt Smith, Lee. - 


* Deceased. 
28 
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Erm Loper No. 19, New Eneranp ORDER or PROTECTION. 


Warden, J. C. Sargent; Vice- Warden, Mrs. Е. J. Simmons; Past 
Warden, Ё. A. Churchill; Secretary, Н. C. Morris; Financial Sec- 
retary, Mrs. Carrie L. Pratt; Treasurer, L. A. Merchant. Meets 
second and fourth Mondays in each month in Osceola Lodge 
Rooms. Medical examiners E. В. Reynolds, M.D., and В. Е. 
Browne, M.D. 


BERKSHIRE County WHEELMEN. 


England Block, North Street. 


President, S. M. England; Vice-President, W. H. Sheridan; 
Secretary, R. H. Peck; Treasurer, C. M. Platt; Executive "ars 
mittee, Е. H. Kennedy, S. M. England, J. N. Robbins; Captain, $ 
Brady; First Lieutenant, W. H. Sheridan; Second Lieutenant, 
Dan. England; Bugler, Robert A. Dewey. Semi-annual meetings 
first Tuesday in January and July for the election of officers. Reg- 
ular meetings first and third Fridays of each month. 


BERKSHIRE HISTORICAL AND SCIENTIFIC SOCIETY. 


sident, A. L. Perry, Williamstown; Vice-Presidents, Dr. E. 
MA Ae Adams; E. W. В Canning, Stockbridge; Executive Com- 
mittee, Rev. A. B. Whipple, J. M. Barker and К. Н. Cooke, of Pitts- 
field ; Secretary and Treasurer, H. H. Ballard. Annual meeting the 
first Tuesday in May ; regular, the first Thursday in each quarter, 
in Berkshire Atheneum. 


Business Мем’в ASSOCIATION oF PITTSFIELD. 
President, E. T. Slocum; Vice-President, W.H. Sloan; Secretary 
and Treasurer, George H. Tucker. Annual meeting for election 
of officers, third Tuesday in January. Rooms Central Block, 41 
North street. 


LADIES SOCIETY or German LUTHERAN CHURCH. 


President, Mrs. Anna Kloseman; Vice-President, Mrs. Mary 
Gimlich; Secretary, Mrs. Louise Enkelmann; Treasurer, Mrs. 
Louisa Meyer. Meets the first Wednesday of each month at houses 
of members. 


MYRTLE TENNIS Association! 


President, Frank L. Peck; Vice-President, Freeman M. Miller; 
Secretary and Treasurer, Harry A. Dunbar; Executive Committee, 
The officers and Fred T. Francis and F. U. Cobb. Ground corner 
Appleton avenue and East Housatonic street. 


NATURAL SCIENCE. 


THE Acassiz AssocraATion, Founded, 1875. 


President, H. H. Ballard. President’s office, 50 South. Chapter 
1, A—Secretary, Miss Louisa Walker; Chapter 69, B— Secretary, 
Miss Edith Sellew; Chapter 148, C—Secretary, Miss Lilian B. 
Adams; Chapter 267, D— Secretary, Prof. Т. A. Schurr. 
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PITTSFIELD ВкАхсн BIBLE SocrkTY. 


President, Rev. J. L. Jenkins; Vice-Presidents, Hon. C. E. Hib- 
bard, Arthur G. Lund; Secretary, Allen H. Bagg; Treasurer, Henry 
A. Brewster. Depository at T. H. Richardson's, 27 North street. 


PITTSFIELD MEDICAL ASSOCIATION. 


Secretary and Treasurer, Dr. M. L. Woodruff. Meetings sec- 
ond Wednesday of each month, except July and August, at 9 р.м. 
Rooms 24 Berkshire Life Insurance Building, 3 North street. 


PITTSFIELD READING. Room ASSOCIATION. 


Treasurer, H. S. Russell. Room (17) 3 North street. 


PITTSFIELD Young Men’s CHRISTIAN ASSOCIATION. 
Organized April 23, 1885. Incorporated May, 1886. 


President, Robert W. Adam; Vice-President, Charles W. Kel- 
logg; Treasurer, J. F. McGowan; Recording Secretary, G. H. 
Cooper; General Secretary, A. G. Lund; Assistant Secretary, 
Joseph Howe. Limited membership, $2.00 per annum; full mem- 
bership, $5.00 per annum; sustaining membership, $10.00 per annum; 
members, 279. Rooms Wollison’s Block, 744 North street; 
Reading room open from 8:30 a.m. to 10 р.м. Sunday from 2 to 6 P.M. 
Correspondence desk with writing materials free to all young men. 


Вор AND Gun CLUB. 


President, Thomas P. Pingree; Vice-President, E. T. Slocum; 
Secretary and Treasurer, Е. L. Cheney; Executive Committee, Е. 
M. Wood, J. Н. Manning, W. Н. Gage; Field Officers, W. W. 
Tracy, S. C. Burton; Captain of Rifle Team, J. H. Wood. 


ST. JosePH's MUTUAL Атр ASSOCIATION. 
Organized in 1861. Incorporated in 1875. 


President, William Nugent; Vice-President, Matthew Kear- 
ney; Treasurer, James O'Donnell; Secretary, Michael Meagher; 
Directors, James Trainor, Thomas Connell, Patrick Leonard, 
James Nilan and Peter Cullen. Meets in Pierce's block first Sun- 
day of every month. 


Union ror Номе Work. 
12 South street. Incorporated 1887. 


President, J. Е. A. Adams; Treasurer, William Н. Perkins; 
Clerk, William L. Adam; Trustees, Emory Н. Nash, John M. Ste- 
venson, Otis I. Bates, Chas. W. French, Henry R. Peirson, George 
Shipton, Ralph B. Bardwell, Zenas Crane; Board of Managers— 
The Pastors of the First and South Congregational, the Methodist, 
Baptist, Episcopal and Unity Churches, and four delegates from 
each of these churches; President, Rev. Orville Coats; Treasurer, 
William П. Perkins; Secretary, William L. Adam. 
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MASONIC. 


Crescent Т.орве, Е. & A. M. 


W. M., Theo. L. Allen; S. W., Charles W. French; J. W., 
Chas. E. Bennett; Treasurer, Clark Е. Hall; Secretary, David L. 
Evans; Tyler, William A. Butler. Regular communication fourth 
Monday of each mo th. 


Mystic Lopes, Е. & А. M. 


W. M., John Р. Merrill; S. W., Н. C. Merrill; J. W., E. B. Ty- 
lor; Treasurer, E. H. Nash; Secretary, John F. VanDeusen; Tyler, 
Chas. H. Hubbard. Stated communications on the first Tuesday 
evening of each month. 


BERKSHIRE В. A. CHAPTER. - 


Н. Р., W. P. Wood; K., W. A. Butler; S., E. B. Tyler; Treas- 
urer, Clark F. Hall; Secretary, John F. Van Deusen. Convoca- 
tion 1st Thursday of each month. 


Беккин Counce, R. & S. М. 


T. I. M., Charles E. Merrill; D. M., Lebbeus Scott; P. C. of W., 
Thos. Н. Day; Treasurer, I. D. Ferry; Recorder, Clark Е. Hall. 
Convocation 3rd Wednesdays in January, April, July and October. 


= BERKSHIRE COMMANDERY, К. T. 


E. ‘Cy C. E. Merrill; G., T. L. Allen; C. G., W. T. Pether- 
bridge; Treasurer, W. M. Prince; Recorder, Clark Е. Hall. Conclave 
2nd Monday of each month. 


Masonic TRUSTEE AssociaATION. 


President, C. E. Merrill; Sec. and Treas., John P. Merrill. Meet 
quarterly at Masonic rooms. 


ODD FELLOWS. 


Greytock Encampment, No. 21, I. О. О. Е. 


C. P., Lucien D. Hazard; H. P., Frank Bartlett; S. W., G. W. 
Hapgood; Scribe, C. F. Hall; Treasurer, F. F. Read; J. W., Chas. 
I. Lincoln. Meets first and third Friday evenings, in Odd Fellows 
Hall, 41 North street. 


BERKSHIRE Lopes, No. 57, I. О. О. Е. 

N. G., Chas. I. Lincoln; V. G., Harry W. Myers; Р. S., Е. Е. 
Read; R. S., Harvey Н. Decker; Treasurer, Thos. E. Hall; Repre- 
sentative to Grand Lodge, Dwight M. Couch. Meets every Tues- 
day evening in Odd Fellows’ Hall, 4 West block. 
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Озскотл Loner, No. 125, I. O. О. Е. 


N. G., L. D. Case; V. G., Allen Н. Bagg; Secretary, Willis D. 
Sheldon; Treasurer, Burton Jolls; Representatives to Grand Lodge, 


Н. N. Barrett, В. Е. Crandall. Meets every Wednesday evening at 
Odd Fellows’ Hall, 41 North street. 


ÁO. U Ww. 


Onora Loner, No. 90. 


P. М. У, $. С. Terry; M. W., Е. W. Smith; Foreman, С. C. 
Rowley; Overseer, Wm. A. Butler; Recorder, George E. Sellew; 
Financier, E. B. Tyler; Receiver, Н. C. Merrill; Guide, W. J. 
Morrow; J. W., E. E. Guilford; O. W., C. H. Talbot. Meets 2nd 
and 4th Friday at 7.30. p m. in I. O. O. F. Hall, 41 North street, 


\ 
KNIGHTS OF PYTHIAS. 


Вевкѕнівк Loner, K. or P. 


C. C., Е. Kahl; V. C., J. Gimlich; P., Т. В. Glentz; M. of E., 
P. J. Roberts; М. of Е, Geo. Fesch; A. R. S, Е. Е. Read; 
М. at A., Е. A. Cooley; О. Œ., C. Hopkins. ^ Meets every 
Wednesday evening in Pythian Hall, North street. 


ROYAL ARCANUM. 


ОхотА Counc, No. 568. 
Council Chamber in Osceola Hall, Central Block, 41 North street. 


. Regent, Н. Н. Newton; Vice-Regent, Geo. C. Fish; Orator, C.W. 
French; Past Regent, О. L. Wood; Secretary, David L. Evans; Col- 
lector, Darwin Е. Streeter; Zreasurer; W. W. Van DeBogart; 
Chaplain, C. E. Bennett; Guide, С. N. Loynes; Warden, C. W. 
Markham; Sentry, A. J. Spencer; Trustees, A. J. Whitw Е. В. 
Hume, H. N. Barrett; Medical Examiner, W. W. Leavitt, M. D. 
Regular meetings, second and fourth Tuesdays. Meets at 7.30 
o'elock in winter and 8 in summer. 


G. A. R. 
Вевкзнве Post, No. 197, G. A. В. 


Commander, Walter Cutting; S. V. Com., Wm. E. Wilcox; J. 
V. Com., Chas. E. Johnson; Adjutant, Chas.: W. Sloper; Quar- 
termaster, James Kittle; Surgeon, W. H. Wentworth; Chaplain, 
J. E. C. Sawyer; 0. D., Oliver L. Wood; О. G., John H. Skinkle; 


S. M., John S. Smith; Q. M. S., S. А. Gourley. Meets first and 
third Monday evenings in each month. { 
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W. W. RockwErr Post, No. 125, G. A. В. 


Commander, Wm. Е. Harrington; S. V. Com., С. B. Scudder; 
J. V. Com., John White; Surgeon, Dr. J. F. A. Adams; Chgp- 
lain, Rev. Sam. Harrison; Adjutant, Chas. L. Thompson; Quar- 
termaster, Emil Ende; O. D., Lyman E. Field; O. G., Chas. G. 
Abbott; S. M., James McKenna; Q. М. S., Peter Grohman. Meet- 
ings first and third Monday evenings each month at Grand Army 
Hall, North street. 


W. W. RockwELL Woman’s RELIEF Corps, No. 37. 
Instituted 1884. 


President, Mrs. Angeline A. Cooley; S. V. P., Mrs. Marietta I. 
Ayres; J. V. P., Mrs. Martha C. Read; Secretary, Mrs. Sarah 
Spaulding; Treasurer, Miss Clara Н. Bagg; Chaplain, Mrs. Sarah J. 
Harrison; Conductor, Mrs. Hattie E. Lyman; Guard, Mrs. Elleme 
Lederer; Assistant Conductor, Mrs. Lydia A. Lonyes; Assistant 
Guard, Mrs. Mary A. Carpenter. Meetings second Wednesday at 3 
o'elock p. m.; fourth Wednesday evening each month at 7:30, G. 
A. R. Hall, corner North and Fenn streets. 


TEMPERANCE SOCIETIES. 


Етнет, Drviston, No. 103, Sons OF TEMPERANCE. 


W. P., Dwight Clark; W. A., Miss Ollie Manning; R. Scribe, 
Clark D. Noble; A. R. S., William Fish; F. S., Miss Annie Hul- 
bert; Zreasurer, James Reynolds; Chaplain, Rev. Dr. Sawyer; 
Conductor, Jonas King; P. W. P., J. Е. Moulton; Z. S., Joseph 
Talham; О. S., John Bassett. Meetings every Friday evening at 
Ethel Hall, North street corner Depot. 


CRYSTAL Stream Diviston, Sons or TEMPERANCE. 


W. R., Thomas Truran; W. A., Mrs. Jennie Shaw; А. S., Thos. 
Ryan; А. R. S., Lottie I. Reid; И. S., Hiram M. Chapman; Treas- 
urer, Clinton B. Burke; Chaplain, Eliza E. Ellison; Conductor, 
Hattie V. Shaw; A. C., Viola M. Chapman; Z. S, Geo. Н. Chap- 
man; О. S., Elijah J. Bradway. 


Елтнек Млттне\ CADETS. 
Captain, William Н. Marshall; 1st Lieutenant, Thos. D. Duffy; 


2d Lieutenant, M. Kelly; 1st Sergeant, J. Joyce; 2nd Sergeant, 
W. Leonard; Quartermaster Sergeant, Patrick McMahon. 


Клтнев Marrugw 'Готлг ABSTINENCE SOCIETY. 


President, Edward Cain; Vice-President, Robert St. James; 
Recording Secretary, Patrick McMahon; Corresponding Secretary, 
John C. Garvin; Financial Secretary, Wm. Leonard; Treasurer, 
W. J. Cullen. Meets Monday evenings at 7:45 o’clock in Temper- 
ance Hall, Goodrich block, North street. 

N 
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W oman’s CHRISTIAN TEMPERANCE UNION. 
Organized 1884. 


ү President, Mrs. Susie A. Shaver; Secretary, Mrs. Sarah Spauld- 
ing; Treasurer, Mrs. L. E. Henry. Meets at 3:30 p. m., every 


Tuesday, at Young Meu's Christian Association Chapel, Wollison 
Block, North street. 


Youne Women’s CHRISTIAN TEMPERANCE UNION. 
Organized 1884. 


President, Miss Phila M. Whipple; Recording Secretary, Miss 
Louise M. Guilford; Corresponding Secretary, Miss Annie L. Pix- 
ley; Treasurer, Miss M. Frances Babcock. Meets third Thursday 


of each month at Y. М. С. A. Hall, Wollison Block, 94 North 
street. 


BANDS. 


BARNARD’S ORCHESTRA, 3 to 12 pieces. 
Leader, L. V. Barnard, 16 Robbins av. 


Germania Banp Association, 25 members. 


Band Master, Edward Clapp; President, Joseph Tucker; Vice- 
President, John H. Manning; Secretary, W. L. Adams. Meets 
Tuesday and Friday.evenings for practice at Callender blk, 153 
North street. 

GERMANIA OncHESTRA, 10 pieces. 


Leader, John Claffey, 154 North street. 


SMITR’S ORCHESTRA, 6 pieces. 
Leader, Charles F. Smith. Meets for practice at 27 Daniel's av 


Sr. Joseru’s BAND *AssociATION. 


President, William Nugent; Vice-President, John Fitzgerald; 
Treasurer, Robert St. James; Secretary, Joseph St. James. Meets 
in their Hall in Pierce’s blk the second Sunday of every month. 


Киллк’з ORCHESTRA. 
Manager, Peter Kilian, 70 North. 


Sr. JOSEPR’S ORCHESTRA, 3 to 12 pieces. 
Leader, Arthur Paine. 
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PITTSFIELD BOARD OF TRADE. 


President, Alexander Kennedy; Vice-Presidents, Charles W. 
Kellogg, James L. Bacon; Secretary and Treasurer, Rollin Н. 
Cooke; Directors, Alexander Kennedy | Charles W. Kellogg, 
James L. Bacon, Arthur A. Mills, W. D.:MacInnes, George W. 
Bailey, Luther L. Atwood, Frank A. Robbins, James Wilson, 


Jabez L. Peck, Wm. В. Plunkett, Irving D. Ferry, John Allen ` 


Root, В. E. Burbank, John Н. Manning; Membership Committee, 
Frank A. Robbins, A. Leland Brown, Frank W. Dutton, Arthur 
H. Rice, John Allen Root. 


CEMETERIES. 


PITTSFIELD CEMETERY. 


President, Robert W. Adam; Vice-President, Jabez L. Peck; 
Clerk and Treasurer, John M. Stevenson; Directors, Hascal Dodge, 
John C. West, William H. Sloan, S. N. Russell, John E. Merrill, 
James II. Hinsdale, Thomas Allen, Daniel J. Dodge, Daniel C. 
Morey; Superintendent, Cornelius McArthur; office of clerk and 
treasurer, West’s Block. Annual meeting, 3d Monday in March, 


Roman CATHOLIC CEMETERY, Alcove street. 


STOCK COMPANIES. 


J. Barker & Bros. Мес. Co. 


Incorporated 1885. Capital, $150,000. Cotton and Woolen Warp and Dress 
Goods, Barkerville. 


President, J. V. Barker; Secretary, J. M. Barker; Treasurer, J. 
V. Barker; Superintendent, J. V. Barker, Jr. 


BERKSHIRE MUTUAL FIRE INsuRANCE COMPANY. 
Incorporated 1835. 


President, J. L. Peck; Secretary, J. M. Stevenson; Directors, 
John C. West, J. V. Barker, O. W. Robbins, R. W. Adam, J. L. 
Peck, Thaddeus Clapp, F. W. Hinsdale, S. N. Russell, Pittsfield; 
T. G. Ramsdell, Housatonic; P. A Russell, Great Barrington; S. 
W. Brayton, North Adams; Sidney Barnes, Becket; Z. Crane, 
Dalton; J. B. Dean, Cheshire; W. B. Plunkett, Adams; P. C. 
Baird, Lee; H. R. Peirson, Hascal Dodge, Pittsfield; W. D. 
Curtis, Lenox. 
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BERKSHIRE LIFE INSURANCE BUILDING. 


BERKSHIRE LIFE [INSURANCE COMPANY. 


Incorporated 1851. Its directors are taken from the leading manufacturers, 
professional and business men of this vicinity. 

President, William R. Plunkett; Vice-President, James M. 
Barker; Secretary and Treasurer, James W. Hull; Directors, 
George H. Tucker, John V. Barker, Thomas G. Carson, William 
R. Plunkett, Jabez L. Peck, J. N. Dunham, George T. Plunkett, 
James M. Barker, James W. Hull, J. F. A. Adams, Byron Weston, 
Henry W. Taft, Justin Dewey, Wellington Smith, Henry W. 
Bishop, S. W. Brayton, William B. Plunkett, A. C. Houghton, 
prs Adams; Medical Directors, Е. К. Paddock and J. Е. A. 

ams. 


Bet Air Мес. Co. 
Incorporated 1872. Capital, $115.000. Mfrs. Fine Fancy Cassimere. 


President and Treasurer, William T. Petherbridge; Superinten- 
dent and Agent, J. O, Purnell. 
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BERKSHIRE OVERALL COMPANY. 


Incorporated Jan. 1st, 1881. Capital, $10,000. Mfrs. Overalls and Jackets, 
33 and 35 West street and 2 and 4 Clapp avenue. 


ii id J. S. Wolfe; Secretary and Treasurer, Geo. W. Pease. 


FARRELL & May бнок COMPANY. 
Incorporated 1888. Capital, $25,000. 


President, J. H. May; Secretary and Treasurer, Henry R. Peir- 
son; Directors, J. П. Мау, Н. A. Root, Michael Casey, J. G. Hol- 
land, J. L. Bacon, W. W. Linnehan. 

PITTSFIELD Солт, Gas COMPANY. 


Office, Berkshire Life Insurance Building, (18) 8 North; Works on Water st. 
Chartered 1853. Works built in 1854. 8} miles of main pipe laid. 


President, Robert W. Adam; Directors, Robert W. Adam, D. 
J. Dodge, William В. Plunkett, James W. Hull; Clerk and Treas- 
urer, William R. Plunkett; Superintendent, John F. Dunbar. 


Tue Narionat Втсусге Company. 
Incorporated 1884. 73 North. 
President, L. L. Atwood. 


PITTSFIELD ELECTRIC Тлент Company. 


Incorporated 1885. Capital, $5,000. Lighting for Streets and Commercial 
Purposes. 


President, Alexander Kennedy; Treasurer, C. E. Merrill; Фей, 
W. R. Plunkett; Superintendent, C. E. Merrill. 


PITTSFIELD ILLUMINATING COMPANY. 
Incorporated June 15, 1887. Capital, $25,000. (10) Central Block, 41 North st. 


President, William Stanley, Jr.; Vice-President, Frank A. Rob- 
bins; Treasurer und Manager, W. А. Whittlesey; Directors, 
William Stanley, Jr., F. A. Robbins, William Stanley, W. A. 
Whittlesey. 

PITTSFIELD MANUFACTURING COMPANY. 


Incorporated 1887. Capital, $12,000. 


President, J. O. Purnell; Treasurer, W. T. Petherbridge; Secre- 
tary, Edward Slugg; Superintendent, W. J. White. Yarn Mfrs. 
Lincoln c Brown. Office at Bel Air. 

PITTSFIELD SrEAM-Powz& Co. 
Incorporated 1886. Capital, $25,000. 


President, M. Casey; Treasurer, L. A. Stevens; Secretary, J. A. 
Root. Building, Lincoln c Brown. 
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PITTSFIELD StrEET Rairwav Co. 
Incorporated 1886. Capital, $50,000. 


President, Joseph Tucker; Treasurer, C. E. Merrill; Superin- 


tendent, C. P. Upson; Clerk of Corporation, T. L. Allen. Office 
and stables, Seymour n Wahconah. 


PITTSFIELD Tack Co. 
Incorporated 1875. Capital stock, $30,000. 


President, Gurdon Bill, Springfield; Secretary and Treasurer, 
Geo. N. Dutton, 19 South Church. 


PITTSFIELD TRANSPORTATION Co. 
Incorporated 1887. Capital, $9,000. 


President, S. N. Russell; Treasurer and Clerk, G. H. Tucker, 17 
West; Directors, S. N. Russell, Walter Cutting, J. W. Hull. 


Рохтооѕос Wooten Mre. Co. 
Incorporated 1826. Capital, $240,000. E 


President, Thaddeus Clapp; Clerk, W. В. Plunkett; 7^easurer, 
W. Е. Bacon. Mills and office at Pontoosuc. 


S. М. & C. Russert Mre. Co. 
Incorporated 1885. Capital, $100,000. 


President, S. N. Russell; Secretary, I. Е. Chesley; Treasurer, I. 
F. Chesley. Woolen Goods Mfrs. Russell n Wahconah. 


У. C. SrEvENsoN Mre. Co. 
Incorporated 1883. Capital, $25,000. 


President, G. Н. Tucker; Treasurer, W. C. Stevenson. Mfrs. 
Spools, Bobbins, Shuttles, Reeds, etc., Appleton av с Dawes av. 


Tue Sun PniwTING Co. 


Incorporated March 1882. Capital, $7,500. Publishers The Pittsfield Sun 
and Job Printers, 103 North. 


President and Treasurer, William Mink. 


У плку-Вовтчвом Мес. Co. 


Incorporated 1881. Capital, $5,000. Mfrs. Fine Dress Shirts and Proprietors 
Franklin Steam Laundry, Noble’s Block, 39 West. 


President, J. H. Tetley; Secretary and Treasurer, J. A. Wall. 
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POST-OFFICE. 


PITTSFIELD Post-OFFIcE. 


Berkshire Life Insurance Building, 3 North Street. 


Postmaster, W. J. Coogan; Assistant Postmaster, Thomas L. 
Doyle; Register Clerk, Miss Jennie Daley; Mailing Clerk, 
Joseph Cowell; Receiving Clerk, C. A. Burbank ; Money Order 
Clerk, Miss К. Humphreyville ; Might Clerk, Thomas Duffy; 
Letter Carriers, Fred H. Taylor, Eugene Hotchkiss, W. J. Joyce, 
Maurice Callahan, Vernah E. Couch, Robert Fields ; Substitute, 
W. G. Van Bergan. 

MAILS CLOSE. 


NonTH—7:00, 10:45 a. m., 1:10 and 4:55 p. m. 

Ѕоотн—7 :40 a. m. and *12:40 p. m. (way), and 4:30 p. m. (Sta- 
tions north of Falls Village, Ct.) 

EAsT—8:30 a. m. (way), 11:10 a. m. (Boston and Springfield), 
1:10 and *5:50 p. m. (way), 10:00 p. m. (East and South of Spring- 
field.) 

ҮҮ ExsT—10:35 a. m. and 10:00 p.m. (way.) Sundays only, 7:30 p.m. 

BosToN—11:10 a.m., 1:10, 5:50 and 10:00 p. m. 

New Уовк Ciry—7:40, 8:30 and 10:35 a. m., *12:40 р. m., 4:00, 
*7:30 and 10:00 p.m. Sundays only, 7.30 p. m. 

*Daily. 

MAILS ARE DUE. 

Nortu—7:30 a.m., 1:25 and 4:00 p. m. 

SouTH —11:15 a. m., 2:25 and 9:05 p. m. 

East—7:30 and 11:15 a.m., 1:30 (east and south of Springfield), 
4:35 (Boston, Springfield and Westfield, direct), and *9:05 p.m. 
(East of Springfield). Sundays, 8:10 p. m. 

West—7:30 (Chicago and Western), 9:10, 11:45 a. m. (way), 
4:35 p. m. (Albany and Western), *6:30 p. m. (way). . 

Bosrow—7:30 and 11:15 a.m., 1:30, 4:35 and 9:05 p. m. Sun- 
day, 8:20 p. m. 

New Уовк Crry—7:30 and 11:15 a.m., 11:45, Sundays only, 
1:33, 2:25, *6:30, 9:05 and 11:45 p. m., Sundays only. 

*Daily. 

POST-OFFICE REGULATIONS. 

Office open from 7:30 a. m. to 8 p. m. Sundays from 12 m. to 
1:00 p. m. Holidays, 9 to 10 a. m., 12:30 to 1:00 and 5:00 to 5:30 

.m. 

á MONEY ORDER AND REGISTERED LETTER DEPARTMENT. 


Open from 8 a. m. to 7 р. m., except Sundays and holidays, when 
no business will be transacted. 


ON SUNDAYS. 


All evening mails will close at 5:50 p.m. East, and 7:30 p.m. 
West. 
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Carriers will commence collecting for Sunday evening mails at 
6:00 рр", arriving at Post-Office at 7:00 p. m.. 
PONTOOSUC POST-OFFICE. 


Postmaster, E. King ; Assistant Postmaster, Mrs. E. King ; Clerk, 
Chas. J. King. 


Open from 6 a. m. to 10 p. т. Mail open from North Williams- 
town, 10:30 a. m., and from Pittsfield, 3:30 p. m. 


Mail closes for Pittsfield, 10:30 a. m. 
Mail eloses for North Williamstown, 3:30 p. m. 


^ 


e 


BERKSHIRE COUNTY OFFICERS. 


Judge of Probate and Insolvency, James T. Robinson of North 
Adams. 


Register of Probate and Insolvency, Е. Т. Slocum of Pittsfield. 
Clerk of the Courts, Henry W. Taft of Pittsfield. 


Register of Deeds, North District, E. E. Merchant of Adams ; 
Middle, Henry M. Pitt of Pittsfield ; South, J. C. New of Great 
Barrington. 


County Treasurer, George H. Tucker of Pittsfield. 


Sheriff and Master of House of Correction, John Crosby of 
Pittsfield. 


Deputy Jailer, L. Scott of Pittsfield. 
County Commissioners, J. H. Manning of Pittsfield, C. H. 


. Ingalls of North Adams, W. C. Spaulding of West Stockbridge. 


Compensation $1,600 per year for the Board. Meetings first 
Tuesdays in January, April, July and October. 


Special County Commissioners, J. W. Ferry of Lee, Adelbert 
Tinney of Adams. 


Master in Chancery, Andrew J. Waterman of Pittsfield. 


Medical Examiners—Drs. Frank К. Paddock of Pittsfield, О. J. 
Brown of North Adams, C. C. Holcomb of Lee, Samuel Camp of 
Great Barrington. 


Commissioners to Qualify Civil Officers, E. T. Slocum, J. N: 
Dunham, Robert W. Adam and С. W. Strong. 


Notaries Public, Robert W. Adam, Irving D. Ferrey, Ralph B. 
Bardwell, John Е. Van Deusen, Wm. Turtle, J. М. Shepardson‘ 
H. A. Brewster, Charles E. Hibbard and C. W. French, Arthur W. 
Prout. 


Commissioner for State of New York, John F. Van Deusen of 
Pittsfield. 
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BERKSHIRE COUNTY COURT HOUSE. 
East Side, opposite the Park. 


SESSION oF COURTS. 


District Attorney for the Western District, Chas. E. Hibbard, 
of Pittsfield. 


Supreme Judicial Court, Jury Sitting, second Tuesday in May; 
Law Term, second Tuesday in September. 


Superior Court, Civil Sitting, fourth Mondays of February, June 
and October; Criminal Sitting, second Mondays in January and 
July. 


Probate and Insolvency Court. Sessions at Court House, Pitts- 
field, first Tuesdays of January, February, March, April, Маул 
June, September, October, December; third Tuesday of July, and 
Wednesday after first Tuesday of November. 


District Court of Central Berkshire, Pittsfield, Hancock, Lanes 
boro, Peru, Windsor, Dalton, Hinsdale, Pittsfield, Richmond, 
Beckett and Washington. Standing Justice, Joseph Tucker. 
Special Justices, Н. В. Wellington and William Turtle. Clerk, 
Walter B. Smith. In session every day at 9 o’clock for criminal 
business. Civil day, Saturday. 
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GOVERNMENT OF MASSACHUSETTS. 


Governor, Oliver Ames of Easton. Salary, $4,000. 


Lieutenant- Governor, John D. Brackett of Boston. Salary, 
$2,000 and mileage. 


Secretary, Henry B. Pieree of Abington. Salary $2,500. 


Treasurer and Tax Commissioner, George A. Marden of Lowell. 
Salary, $4,000. 


Auditor, C. R. Ladd of Springfield. Salary, $2,500. 


Attorney- General, Andrew J. Waterman of Pittsfield. Salary, 
$4,000. 


UNITED STATES GOVERNMENT. 


President, Benjamin Harrison, of Indiana. Salary, $50,000. 
Vice-President, Levi P. Morton, New York. Salary, $10,000. 
Secretary of State, James G. Blaine, of Maine. Salary, $8,000. 


Secretary of the Treasury, William Windom, of Minnesota. 
- Salary, $8,000. 


Secretary of War, Redfield Proctor of Vermont. Salary, 
$8,000. : 


Secretary of the Navy, Benjamin F. Tracy, of New York. 
Salary, $8,000. 


Secretary of the Interior, John W. Noble, of Missouri. Salary, 
$8,000. 


Secretary of; Agriculture, Jeremiah Rusk, of Wisconsin. Salary, 
$8,000. 


Postmaster- General, John  Wannamaker, of Pennsylvania. 
Salary, $8,000. 


Attorney-General, W. H. H. Miller, of Indiana. Salary, $8,000. 


Mailed on receipt of $2.50. 


METAL TRADES DIRECTORY 


For New England and New York City. 
PRICE, LEE we CO., 


PUBLISHERS, 


707-715 Chapel Street, - - New Haven, Conn. 


PRICH, LEE & CO.’S 


Metal Trades Director 


——FoR—— 


New England and New York City, 


—— CONTAINING —— 


ALPHABETICAL AND CLASSIFIED LISTS 


— or — 


HARDWARE MANUFACTURERS AND DEALERS, MACHINISTS AND 
MACHINERY MANUFACTURERS, ENGINE BUILDERS, BOILER 
MAKERS, IRON AND BRASS FOUNDERS AND MANU- 
FACTURERS, PLUMBERS, STOVE MANUFAC- 

TURERS AND DEALERS, STEAM AND 
GAS FITTERS, ETC., ETC. 


PRICE, $2.50. 


PRICE, LEE & CO, Publishers. 


707-715 Chapel St., New Haven, Conn. 


CHENEY BIGELOW WIRE WORKS, 


MANUFACTURERS OF^ 


THE NEW PATENT TRUSS. 


po а 


Ta 
ax id 
These rolls are lighter ard stiffer than any yet made; are very open, and 
can be easily kept clean; will not froth nor get out of shape. 


WATER MARK WORK A SPECIALTY. 


DESIGNS FURNISHED WHEN DESIRED. 


Best Quality of Fourdrinier Wire, 


CYLINDER AND WASHER WIRES. 


THE ENGELHARD PATENT LOCK VALVE, 


Acknowledged the Best in the Market. 


ALL KINDS OF WIRE CLOTH FOR PAPER MILLS. 


CYLINDER MOULDS MADE AND REPAIRED. 
(SEE OTHER SIDE OF THIS PAGE.) К 


ESTABLISHED 1842. W.D.STEVENS, Tres — INOORPORATED 1887. 


CHENEY BIGELOW WIRE WORKS. | 


MANUFACTURERS E FOR 


OF 


ALL KINDS OF 


QHENEY BIGELOW 
AWIREWORKS 


WIRE GUARDS AND WIRE RAILING. 


For Offices, Banks and Public Bulldings. 
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ADVERTISEMENTS. 


PRICE, LEE & CO. 


Directory Publishers. 


HOME OFFICE, 707-715 CHAPEL STREET, 


Second National Bank Building, New Haven, Conn. 


The following Directories published at this Office: 


Metal Trades Directory for New England and New York City 
AMERICAN CARRIAGE DIRECTORY 


FOR THE UNITED STATES AND OANADA. 


CONNECTICUT. 


NEW HAVEN, BRIDGEPORT, NORWICH, WATERBURY AND 
NAUGATUCK, NEW BRITAIN, MERIDEN, MIDDLETOWN, 
DERBY AND SEYMOUR, WINSTED AND TOR- 
RINGTON, BRISTOL AND PLAINVILLE, 
SOUTHINGTON, NEW MILFORD, AND 
TOLLAND COUNTY. 


MASSACHUSETTS. 


SPRINGFIELD, CHICOPEE, HOLYOKE, FITCHBURG, NORTHAMP- 
TON AND EASTHAMPTON, CLINTON, LEOMINSTER, PITTS- 
FIELD, ADAMS, GREAT BARRINGTON, GARDNER, 
WINCHENDON AND ASHBURNHAM. 


934 ADVERTISEMENTS. 


BROWN BROTHERS & CO., 


NEW YORK, PHILADELPHIA, BOSTON, 


—AND— 


ALEXANDER BROWN & SONS, 


BALTIMORE, 


MEMBERS OF NEW YORK, PHILADELPHIA AND BALTIMORE STOCK EXCHANGES, 


EXECUTE ORDERS FOR ALL INVESTMENT SECURITIES, 
RECEIVE ACCOUNTS OF BANKS, BANKERS, CORPORATIONS AND 
FIRMS ON FAVORABLE TERMS, 


BUY AND SELL BILLS OF EXCHANGE 


—on— 
Great Britain and Ireland, France, Germany, Belgium, Holland, Switzerland, 
Norway, Denmark, Sweden, Australia, St. Thomas, St. 
Croix, and British West Indies. 


. Issue Commercial and Travelers’ Credits, 
IN STERLING, 


Available in any part of the world, in Francs, for use in Martinique and 
Guadaloupe, and in DoLrams for use in this country, CANADA, 
Mexico and the West Indies, 


Make Telegraphie Transfers of Money 
Between this country, Europe, and the British and Danish West Indies. 
MAKE COLLECTIONS OF DRAFTS 
Drawn abroad on all points in the United States and Canada, and of Drafts drawn 


in the United States on foreign countries. 


Their London House, Messrs. BROWN, SHIPLEY & CO., receive accounts of 
American Banks, Firms and Individuals, upon favorable terms. 


Liverpool. BROWN, SHIPLEY & со. London 


United States Government Financial Agents in England. 
x 
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Agricultural National Bank, 


OF PITTSFIELD, MASS. 
5 NORTH STREET. 


CAPITAL, $200,000. SURPLUS AND PROFITS, $250,000. 


J. L. WARRINER, President. 
J. N. DUNHAM, Vice-President. 
IRVING D. FERREY, Cashier. 
DIRECTORS, 
J. L. WARRINER, J. N. DUNHAM, j JABEZ L. PECK, 


IRVING D. FERREY, WM. R. PLUNKETT, ҮҮ. М. CRANE, 
JAMES Н. HINSDALE. 


PITTSFIELD NATIONAL BANK 


OF PITTSFIELD, MASS. 
1I NORTH STREET. 


CHARTERED 1858. 


Capital, $500,000. Surplus and Profits, $265,000. 
Authorized Capital, $1,000,000. 


ZENAS CRANE, President. JOHN V. BARKER, Vice-President. 
E. 8. FRANCIS, CASHIER. 


DIRECTORS, 


ZENAS CRANE, JOHN V. BARKER,. DAVID A. CLARY, 
JAS. M. BARKER, A. J. WATERMAN, JOHN D. CARSON, 
WM. W. GAMWELL,  W.E. TILLOTSON, ALEXANDER KENNEDY. 


DISCOUNT DAY, MONDAY OF EACH WEEK. 
COLLECTIONS MADE ON THE MOST FAVORABLE TERMS. 


ADVERTISEMENTS. 


THIRD NATIONAL BANK, 


OF PITTSFIELD, MASS. 


INSURANCE BUILDINC, 3 NORTH ST., 
NEXT DOOR TO POST-OFFICE. 


Capital, $125,000. Surplus and Profits, $70,000. 


HENRY W. TAFT, President. BYRON WESTON, Vice-President, 
RALPH B. BARDWELL, Cashier. 


DIRECTORS. 


HENRY W. TAFT, BYRON WESTON, E. D. JONES, 
5. N. RUSSELL, CHAS. W. KELLOGG, JOHN T. POWER, 
EMERY H. NASH, WILLIAM H. SLOAN, LEVI H. STEVENS. 


DISCOUNT DAILY. 
COLLECTIONS MADE ON THE MOST FAVORABLE TERMS. 


ROLLIN -F COOKE, 
>+BANKER,#< 


No. 13 NORTH STREET, PITTSFIELD, MASS. 


General Banking Business Transacted. 
Notes Discounted on any good security. 


Interest allowed on deposits, subject to check. 


First-class Western Farm Loans at 6 and 7 per cent., 
guaranteed by strong Eastern Companies. 


Drafts sold on England, Ireland, Scotland, France, Germany and all other 
countries. 


Safe deposit boxes to rent, giving each person sole access to his own box. 
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The Pittsfield Coal Gas Co. 


INCORPORATED IN 1854. 


CAPITAL, = $62,500.00. 


OFFICE IN THE BERKSHIRE LIFE INS. BUILDING (Second Floor.) 
WORKS ON WATER STREET. 


Price of Gas, after Discounts for Prompt Payment: 


FOR LESS THAN 1,000 FEET PER МОМТН.................................. $2.25 кезун 1,000. 
OVER 1,000 AND LESS THAN 25,000 à 
FOR OVER 25,000 PER МОМТН............ ...... ......... enhn sheets 1.80 


The Company made the Coal Gas of 1888 of the brightest 
Candle Power of any Company in Massachusetts. 


JOHN F. DUNBAR, Sup't. WILLIAM R. PLUNKETT, Treas, 


J. COMBS, 


Insurance and Real Estate Ageney. 


Fire, Life and Accident Insurance at Lowest Rates. 
REAL ESTATE BOUGHT AND SOLD ON COMMISSION. 


First Mortgage Investments. Property taken in charge. 
JUSTICE OF THE PEACE. 


ROOT’S BLOCK, 16} NORTH ST., PITTSFIELD, MASS. 
PRICE, LEE & CO. 


PUBLISHERS OF 


The Metal Trades Directory, 


For New England States and New York City. 


“707-115 Chapel Street, New Haven, Ct. 
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BERKSHIRE MUTUAL 
Fire Insurance Co. 


PITTSFIELD, MASS. 
>INCORPORATED 1835: 


DIRECTORS: 
JOHN C. WEST, Pittsfield. .ZENAS CRANE, Dalton. 
J. V. BARKER, Pittsfield’ S. W. BRAYTON, North Adams. 
о. W. ROBBINS, Pittsfield. HASCAL DODGE, Pittsfield. 
R. W. ADAM, Pittsfield. SIDNEY BARNES, Becket. 
J. L. PECK, Pittsfield. THADDEUS CLAPP, Pittsfield. 
т. G. RAMSDELL, Housatonic. F. W. HINSDALE, Pittsfield. 


Р. A. RUSSELL, Gt. Barrington. J. B. DEAN, Cheshire. 
H. R. PEIRSON, Pittsfield. 8. М. RUSSELL, Pittsfield: 


W. B. PLUNKETT, Adams. W. D. CURTIS, Lenox. 
P. C. BAIRD, Lee. 
Assets, $96,126.81. Liabilities, $41,537.51. 
Surplus, $54,589.30. 


Dividends Paid, 30, 40 and 60 per cent. 
OFFICE IN WEST'S BLOCK. 


J. L. PECK, Pres't. 


J. M. STEVENSON. THOMAS N. ENRIGHT. 


J. M. STEVENSON & GO., 


GENERAL INSURANCE AGENTS. 


Office with Berkshire Mutual Fire Insurance Co., West's Block. 


(Policies issued on all kinds of Property in the very best Companies. 


J. M. STEVENSON, Sec'y. 
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C. W. SLOPER, 


=== о SURAMNCHE. 


REPRESENTING: 


New Hampshire Ins. Co., of Manchester, N. 
H. 

Fee, Сеттар, Roche ester, N. Y. Fitehbus e Mater) io ure d 
Northwestern National, Milwaukee; Wis. Citizen tua Бозов. Masa, FU 
Holyoke Mutual, Salem, M Salem M saat pan Francisco, Om 
People's Insurance Co., Manchester, N.H. alom Mutual, Salem, Mass. 
The Merchante EE N.J. Life Ins. C аго га, 

оп elphia, Penn. Г pte 
Аи ALL ^S Ас Pa. Employers’ ану Assurance Cor, London,Eng. 


Insurance Placed in Best Companies at Lowest Rates. C. W. SLOPER 


S. с. TERRY, 


COMMISSION BROKER, 


IN ALL CLASSES OF 


Railroad Stocks, Grain, Provisions, 


AND PETROLEUM, 


On the Chicago and New York Exchanges for Invest- 
ment or on Small Margins, and in Lots 
to Suit. Prompt Settlements. 


STOCK CERTIFICATE DELIVERIES A SPECIALTY. 
SPECIAL NEW YORK AND CHICAGO WIRES. 


BOWERMAN'S BLOCK, 3 SOUTH, Cor. WEST ST., PITTSFIELD. 


TELEPHONE CONNECTIONS No. 24--2. 
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REAL ESTATE AND LOAN AGENCY. 
EMORY H. NASH, 


Justice of the Peace. 


Office in England's Blk., 60 North St., Pittsfield. 


Real Estate Bought and Sold on Commission. 
Loans Negotiated and Collections Made. 
Conveyancer and Appraiser of Values. 
Local Bank Stocks Bought and Sold. 


FIRST MORTGAGE REAL ESTATE BONDS, 


Guaran ыы ее акаи до. ot июни ‚ Conn., іп sums of $100 and upwards, 
ing 6 per 
‘or 


$ 
€— TE at my vice co nstantly o d 
for a. теп n yea den nce with. sales of over half a аса dol- 
lars withou ut delay in payment or r the loss of a dollar 


AGENOY OF | 
Berkshire Mutual Fire Insurance Co., of Pittsfield, 
nd the Quincy Mutual, of Quincy, Mass, 
CORRESPONDENCE SOLICITED. Address, LOCK BOX 907. 


GEORGE A. MURDOCK, 
Civil Engineer and Surveyor, 


30 Wahconah Street, Pittsfield, Mass. 


TELEPHONE CONNECTION. 


Mailed on receipt of $2.50. 


METAL TRADES DIRECTORY 


For New England and New York City. , 
PRLDE, LINES CO. 


PUBLISHERS, 
707-715 Chapel Street, - - New Haven, Conn. 


TACONIC MILLS 


WILSON & HORTON, Props. 


WOOLEN 


VANUPACTURER 
PITTSFIELD, MASS. 


PONTOOSUG 


WOOLEN MANUF CU, 


PITTSFIELD, MASS. 


INCORPORATED 1825. 


T. CLAPP, President and Agent, 
W. F. BACON, Treasurer, 


L. C. WERNER, Supt. 


SELLING AGENTS, 


WM. TURNBULL & C0. | В. 8. FROST & C0. 


NEW YORK. BOSTON. 
JAMES L. HOW ARD, Hartford, Conn. 


MANUFACTURE 


Sleeping Car Blankets, Carriage RUES, 


SUITINGS. 


Number of Sets, - 
Number of Looms, 
Hands Employed, 


GENTLEMEN'S. 
LADIES’ AND CHILDRENS, 
> FIN E< 


Wool Knit Underwear 


CENTRAL BLOCK, 44 NORTH STREET, 


ALSO, PAPER BOX MANUFACTURERS, - ALLEN STREET, 
PITTSFIELD, MASS. 
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Bel Air Manufacturing Co., 


PITTSFIELD, MASS. 


MANUFACTURER 


Fine Fancy Gassimeres, 
WORSTED SUITINGS, Etc. 


W. Т. PETHERBRIDGE, Pres. and Treas. 
JAMES О. PURNELL, Agt. and Supt. 


STE 


PITTSFIELD MANUFACTURING CO., 


PITTSFIELD, MASS. 


MANUF. RERS OF 


WOOLEN aud COTTON HOSIERY 


SHAWL, CASSIMERE AND NOVELTY YARNS. 


JAMES O. PURNELL, Pres. and Agt. W. T. PETHERBRIDGE, Treas. 


EDWARD SLUGG, Sec’y. WM. J. WHITE, Supt. 


ADVERTISEMENTS. 


FARRELL & MAY SHOE CO., 


MANUFACTURERS OF 


MEN'S FINE SHOES, 


-IN- 
Kangaroo, Cordovan, Porpoise, English Enamel, 
Freneh Patent, Freneh and American 
Calf and Kid Grain Leather, 

Ete., Ete., Ete. 


In Every Style of Hand-Sewed, Goodyear Welt, Improved 
Welt and McKay Sewed. 


For Sale by All The Leading Dealers in Pittsfield. 


ROBBINS, KELLOGG & CO, 


WHOLESALE SHOE MFRS. 


Factory and Office, 


= ын зүн за By — и да oe «А85. 


Salesrooms, 135 Summer St., BOSTON, MASS. 


А. Н. RICE & CO, 


Silk Threads 
Silk è Mohair | Braids. 


Cor. BURBANK and K and SPRING STREETS, 


PITTSFIELD, MASS. 


RUSSELL & JONES CLOCK CO. 


Nickel, Black Walnut and Marble Finished Wood 


ai O C K >, 
Pateni ШШ Ш Clocks, 


19 South Church Street, Pittsfield, Mass. 


Н. S. RUSSELL & CO., 


BOILER MAKERS, 
BOILERS, IRON BRIDGES, ROTARY ШШШ, 


IRON CHIMNEY S, 


Iron Doors and Shutters,Lime Kilns and Plate 
Iron Work of ali description. 


Repairinf Done on Short Notice and in the Best Manner. 


No. 5 McKAY ST, PITTSFIELD, MASS. 
WAY & CHAPEL, 


кш эла 


Agents for ROGERS’ PATENT SHAKING and DUMPING GRATE BAR. 


Cor. Fenn and Second Sts., Pittsfield, Mass. 
W. Н. MAY. A 


ADVERTISEMENTS, ADVERTISEMENTS. 


wa oranz sce, | MARGUS Т. MOORE, 


Е TRON FOUNDER 


REAR MAY AND CHAPEL, 


12 FENN, Gor. SEGOND STREET, 


PITTSFIELD, MASS. 


H. E. LOGKWOOD, 


ALL KINDS OF 


KNIVES AND RAZORS 


Made to Order, of Fine Imported Steel. 


Pittsfield. 


Machinists, Iron Founder 


nufacturers of 


And Mai 


Razors Concaved and Honed in every style. Also, all kinds of Knives 
and Shears Repaired, Ground, Polished and Honed. 


CLAPP AVENUE, PITTSFIELD, MASS. 


| WM. W. TRACY, 
MACHINIST, 


PRICE, LEE & COMPANY, LIGHT MAOHINE AND GUN WORK A SPEOIALTY. 
Shop, rear of residence, 87 FENN, PITTSFIELD. 


Directory | СИ жемин: 
Pittsfield Tack Co., 


Publishers, | PITTSFIELD, MASS. 


CROCKER’S TURBINE WATER WHEELS, ETC. 
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McKay Street, Cor. Depot, 


MANUFACTURERS OF 


707 to 715 CHAPEL STREET, | All Kinds of Tacks 


Cor. Union St., New Haven, Conn. AND SMALL NAILS. 
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Ii. P. PURDyw, 


MANUFACTURER OF 


E g Paper Boxes 


OF EVERY DESCRIPTION, 


s. 1 р 39 Fenn Street, Pittsfield, 


H. D. SISSON, Jr. C. H. ROBINSON. 


SISSON & ROBINSON, 


MANUFACTURERS OF 


PAPER BOXES, 


18 RAILROAD STREET, 
PITTSFIELD, MASS. 


Е. В. HUNT & СО, 
PAPERS PAPER STOCK, 


COR. LINDEN ST. and ROBBINS АУ, 
PITTSFIELD, MASS. 


Branch at Lee, Mass. 


HENRY & BLAIN, 


DEALERS IN 


Paper Stock, Old Iron, Metals, 


Tarred, Dry and Rosin-Sized Sheathing Papers, White, Colored, 
Manilla and Tissue Wrapping Papers. 


MANUFACTURERS OF TIN-WARE AND WHOLESALE DEALERS 
IN PEDDLERS' SUPPLIES. 


58 FENN STREET, PITTSFIELD, MASS. 


ADVERTISEMENTS. 


ТУЙШ ИШҮ ЇЇ, 


36 COLUMNS. 


ESTA BUISHED 1880. 


Published Every Day at 4 o'clock P. M. 


JOSEPH E. SEE, Editor and Publisher. 


Complete Home News Department 
General News by the United Press and American Press Association. 


BY MAIL, 50 CENTS PER MONTH, DELIVERED, 60 CENTS PER MONTH. 


THE WEEKLY JOURNAL. 


A LARGE TWELVE PAGE WEEKLY NEWSPAPER. 
$1.50 PER YEAR. 


Contains more Reading Matter, Local and General, than any 
other Paper in Berkshire County, 


ÓIEULINIEJIOISsIISIIUIIITG. 


Berkshire County Eagle, 


PITTSFIELD, MASS. 


MOSES Y. BEACH, Editor and Proprietor 


GIVES A FULL RECORD OF TOWN AND COUNTY AFFAIRS. 


Published Every Thursday Morning. 


Terms, $2 per year in Advance. 


Book & Job Printing 


OF ЕМЕВҮ WARIETY, 
Neatly and Promptly Executed at LOW PRICES. 


BOOK BINDING 


Of All Kinds Promptly Done and Satisfaction Guaranteed. 


BLANK BOOKS MADE TO ORDER. 
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THE SUN PRINTING COMPANY, 


PUBLISHERS OF 


THE PITTSFIELD SUN. 


* A PAPER FOR THE PEOPLE.” 


$2.00 A YEAR IN ADVANCE. 
PRINTING 
PROMPTLY, CHEAPLY AND HANDSOMELY DONE. 


ALLEN BUILDINC. 


10% NORTH STREET, 


PITTSFIELD, MASS. 


ADVERTISEMENTS. 


Established 1888. 


TIE 


SUNDAY MORNING CALL, 


H. T. & W. J. OATMAN, Editors, 
Office Room, 15 Wollison Block, Pittsfield, Mass. 


The CALL is a Member of the Press News 
Association and Receives a Full Special 
Telegraph Service up to the Hour 
of Going to Press at 3 o’clock 
Sunday Mornings. 


A PAPER FOR THE PEOPLE. 
BRIGHT, GLEAN, NEWSY AND RELIABLE. 


Good Correspondence from all Neighboring Towns and a Complete 
Local Budget of Pittsfield News. 


The CALL is Exceeded in point of Circulation by Only One 
Paper in Berkshire County and is the Closest Scanned 
Paper Published in the Town. 


A VALUABLE ADVERTISING MEDIUM. 


Price, 5 Cents. $2.00. a Year. 


Delivered by Special Pony Express and Early Trains, in all the Neighboring Towns. 


ADVERTISEMENTS. 


CHARLES W. FRENCH, 
Attorney and Counselor at Law. 
NOTARY PUBLIC. 


Office, No. 4 North Street, West’s Block, 
PITTSFIELD, MASS. 


WILLIAM R. PLUNKETT, 


ATTORNEY AT LAW. 


Room 13, Berkshire Life Insurance Building, 3 North St., 


PITTSFIELD, MASS. 


О: 5. ROBERTS, M.D. 


OFFICE AND RESIDENCE, 


122 North Street, Whelden's Block. 


OFFICE HOURS—8 to 9 A. М., 2 to 4 and 7 to 8 P. M. 


PRICE, LEE & CO., 
PUBLISHERS OF DIRECTORIES 


—— FOR —— 


Thirty Cities and Towns. 
107-715 CHAPEL ST., NEW HAVEN, CONN. 
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1846. 1889. 


JOSIAH CARTER, 


DEALER IN 


CARPETS 


AND PAPER HANGINGS. 
{ THE LARGEST STOCK OF 
Carpets, Oil-Cloths, Mattings, Paper Hangings, 
ETC., IN THE COUNTY. 
CURTAIN AND WINDOW DRAPERY OF ALL KINDS. 
01а Pittsfield Bank Building, 17 South Street, 
PITTSFIELD, MASS. 


KENNEDY & MaclNNES, 


Importers, Wholesale and Retail Dealers in 


American, British, French and German 


DRY GOODS, MILLINERY, 


AND UPHOLSTERY. 


DRESS AND CLOAK MAKING 
IN ALL ITS BRANCHES. 


Our Cloak Room contains the Largest Assortment of Latest Styles, and, being in 
a room by themselves, better conveniences for Fitting, etc., 
are afforded than in a crowded store. 


KENNEDY & MacINNES, 
47 and 49 North St., 1, 3 and 5 Market St. 
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PRINCE & WALKER, 


CARPETS, PAPER HANGINGS, 
UPHOLSTERINGS, 


A full line of all new and desirable material for 
Furnishing and Decorative Inside Work on 
Private Residences, Business Blocks, 
and Public Buildings. 


COMPETENT WORKMEN FURNISHED AND ESTIMATES GIVEN. 
10 NORTH ST., PITTSFIELD, MASS. 


G. W. BAILEY, 


FOREIGN AND DOMESTIC 


PRY GOODS. 


CARPETS AND WINDOW SHADES, 


Hosiery, Gloves and Trimmings, 
PITTSFIELD, MASS. 


JOHN C. WEST & BRO., | 


DEALERS IN 


DRY GOODS, 


GROCERIES, PROVISIONS, 
BOOTS, SHOES, CROCKERY, Etc. 
Cor. North St. and Park Pl., Pittsfield, Mass. 


PRICE, LEE & CO., 


PUBLISHEKS OF THE 


American Garriage Directory 


FOR THE UNITED STATES AND CANADA. 
PRICE, $5.00. 


707-715 CHAPEL STREET, NEW HAVEN, CONN. 
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E. T. LAWRENCE, 
(Successor to A. J. VAN DEUSEN.) 
DEALER IN 


FANCY DRY GOODS, 


——SUCH АВ— 


Hosiery, Gloves, Ribbons, Embroideries, Laces, Worsteds, Yarns, 
Fancy Articles and Novelties in their Season. Ladies’ Un- 
derwear. The Best Quality and Reasonable Prices. 


No. S NORTH STREET. 


MRS. ARTHUR WILLIAMS, 
DRESS and CLOAK MAKER, 


Room 13, Bowerman’s Block, 


3 SOUTH AND 8 WEST STS., PITTSFIELD, MASS. 


MISS ZOE CLARE, 
Dress $ Cloak Making, 


LADIES’ TAILORING. 


DUNHAW’S BLOCK, 40 NORTH ST., PITTSFIELD, MASS. 


MRS. S. E. S. TOBEY, 
Fashionable Dressmaking, 


2-4 NORTE STREET, 
PITTSFIELD, MASS. 


ADVERTISEMENTS. 


MRS. A. R. RANOUS, 


DEALER IN 


АШ THE MATERIALS KOR ART WORK. 


Art Embroidery and Kensington Painting Taught. 


Materials furnished, work done to order, or commenced. Plush (plain and роте За пез, Felt, 
Arr: rrasene, Chenille, Filling Silk, Heavy Satin for Painting. outing Cottons, 
rranted fast colors, at reasonabie price 
FRENCH STAMPING ON ALL. KIN OF GOODS. New and “desirable Patterns a Specialty 
e New Automatic Wo uy Machine the most popular and lightest running 
Machine in the world, for sale and for rent. 


STAMPING A SPECIALTY. 


Nos. 8 and 9 CENTRAL BLOCK, 44 NORTH STREET, PITTSFIELD, MASS. 


ESTABLISEED 1875. 


0. I. BATES, 
Pittsfield Steam Laundry 


|| SUMMER STREET, PITTSFIELD, MASS. 


Branch Office, TALBOT BROTHERS, No. 89 NORTH STREET. 


New York Steam Laundry, 


JOHN S. COULD, Proprietor. 


GATES BLOCK, 35 Fenn Street, 
CUSTOM WORK DONE EQUAL TO THAT IN TROY. 


GOODS CALLED FOR AND RETURNED. 
TELEPHONE CONNECTION. Pittsfield, Mass. 


“CLEANLINESS THE HANDMAID OF HEALTH.” 


EDWARD MacFARLANE, 


PITTSFIELD DYE HOUSE. 


OFFICE FOR RECEIVING AND DELIVERING GOODS, 


BURBANK HOTEL BLOCK, West St., Pittsfield. 


NEW GOODS DYED IN THE PIECE. 


Ladies’ and Gents’ garments of every style Cleaned, Dyes. and Steam Finished almost equal to 

"aded Garments restored In color. d Gloves Cleaned and Dyed. Neckties Cleaned and Dyed. 

Ladies’ Dresses, Sacques, Shawls, Etc., Cleaned and Pressed without injury to color. Silk, Cotton and 
Woolen Goods Dyed and Dressed. 
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E. а. Simmons, 


ARTISTIC PHOTOGRAPHER 


LIFE SIZE CRAYONS A SPECIALTY. 


No. 1 COTTAGE ROW, 


PITTSFIELD, MASS. 


NO STAIRS TO CLIMB. 


PHOTOCRAPHS. 


Pictures Finished in the Latest and Best Styles. 


Pictures Copied up to Life Size in India Ink, Water Colors or Crayon. 


R. C. WATEINS, 


53 NORTH STREET, PITTSFIELD, MASS. 
FIRST CLASS WORK GUARANTEED. 


<. Xt. TKOL LIS. 


PHOTOGRAPHER, 


29% NORTH STREET. 


Pictures Finished in Ink or Crayon. Cabinets, $2.50 per doz. 


Satisfaction Guaranteed. 


ADVERTISEMENTS. 


=. XY. СО X3X3. 


SUCCESSOR TO DR. J. M. BREWSTER. 


APOTHECARTY, 


DEALER IN 


Drape, Medicines, ШШШ, 


PANCY and TOILET ARTICLES, 


Toilet Soaps, Sponges, Brushes, 
= Combs, Perfumery, Etc. 


^. Physicians’ Prescriptions Carefully Compounded. 


A Good Line of Surgical Instruments, Supporters and Trusses, 


No. 8 NORTH STREET, PITTSFIELD, MASS. 


N. NEILL WILSON, 
ARCHITECT, 


ROOMS 26 AND 27, 
Berkshire Life Insurance Вір, 3 North St., 


PITTSFIELD, MASS. 


ADVERTISEMENTS. 


ESTABLISHED IN 1861. 


CHARLES M.wWHELDEN, 
Chemist + and + Pharmacist, 


MANUFACTURER AND DISPENSER 


STRICTLY PURE MEDICINES AND CHEMICALS. 


Whelden’s Block, 118 and 120 North Street, 
PITTSFIELD, MASS. 
REGISTERED PHARMACIST. 


J. J. MURPE Y, 


DEALER IN 


DRUGS, MEDICINES, Etc. 


AND PROPRIETOR OF 
MURPHY’S COUGH REMEDY. 
108 North St., Academy of Music Block, Pittsfield, Mass. 
LUTHER L. ATWOOD, 


WHOLESALE AND RETAIL 


APOTHECARY. 


SPECIALTIES: 


Pure Drugs, Family Medicines, Chemicals, Patent Medicines, Toilet Articles, Physicians’ Prescrip- 


tions, Fine Cigars, Choice Confectionery, Soda and Spring Waters. 
MODERATE PRICES. 
NEXT TO POST-OFFICE, PITTSFIELD, MASS. 


National Bicycle Co., over Atwood's Drug Store. 


WM. PIERGE & SON, 


DEALERS IN 


Pianos, Organs and Melodeons. 


(i [ees = | Instruments sold on Install- 


тийин ments and old ones taken 
| к fs кылар 


140 NORTH STREET, 


PITTSFIELD, MASS. 


ADVERTISEMENTS. 


Н. В. WELLINGTON, | 


FURNITURE 
Parlor Suites, Sofas, 


Tete-a-Tetes, Easy Chairs and Lounges, Chamber 
Sets, Walnut, Chestnut, Oak Grained. 


SIDE BOARDS, EXTENSION TABLES. 


Dining Chairs, Cane Seat Chairs, Book Cases and Center Tables, Pure Hair Mat- 
tresses, Spring Beds, Feathers, etc. 


UPHOLSTERY AND REPAIRING IN ALL ITS BRANCHES. 


BURNS’ Т.О CE, 


(49 NORTH ST., PITTSFIELD, MASS. 
am A. WARD, 


DESIGNER AND MANUFACTURER OF FINE 


FurnituressHardwood Interior Finish 


STAIR RAILING, VENEERED DOORS, 
And Dealer in Ash, Cherry, Oak, Walnut and Mahogany Lumber. 
SAWINC, PLANINC, TURNINC and CARVINC. 
CLAPP AV., PITTSFIELD, MASS. 


Berkshire Valley Paper Co., 


MANUFACTURERS AND WHOLESALE AND RETAIL 


STATIONERS, 


7 2% Oe hak S'IIIEET, 
PITTSFIELD, MASS. 


ADVERTISEMENTS. 


MEIGS & WRIGHT, 


Furnishings, 


WOLLISON BLOCK, 


72 NORTH STREET, Pittsfield, Mass. 


CHAS. 8. MEIGS, FRANK F. WRIGHT. 
For 10 years with A. A. Mills. 


BERKSHIRE RUBBER CO. 


FREDERICK SHARP, Prop. 


Wholesale and Retail Dealers in 


India Rubber Goods, 


No. 6 WOLLISON NEW BLOCK, 76 NORTH ST., 


.PITTSFIELD, MASS. 


ADVERTISEMENTS. 


| T^: LOR, | | 


Ех 


IS PREPARED TO SHOW TO HIS FRIENDS AND CUSTOMERS A NICE LINE OF 


FOREICN AND DOMESTIC PATTERNS 


— IN — 


OVERCOATINGS + AND + TROUSERINGS, 


AND GUARANTEES A PERFECT FIT AND SATISFACTION IN ALL CASES, 


36 NORTH STREET, 
PITTSFIELD, MASS. 


ALEX. NUSS, 


CUSTOM TAILOR, 


ALL THE LATEST NOVELTIES IN 
Woolens for Men’s Wear. 
ROOM 5 BOWERMAN'S BLOOK, 
8 West Street, Pittsfield, Mass. 


y C. M. WOLFF, 
AR TAILOR 


AND 


CLOTHIER, 


У 42 NORTH ST. 


Dunham’s Block. 
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JOEN GRIEGER, 


PRACTICAL WATGHMAKER and JEWELER, 


Also a Full Line of 


WATCHES, CLOCKS, JEWELRY, SILVER AND 
PLATED WARE, OPTICAL GOODS, Etc. 


36 NORTH STREET, - PITTSFIELD, MASS. 


J. H. & J. J. ENRIGHT, 


Successors to Burbank & Enright, 


55 NORTH AND 1 MARKET ST., 
HEADQUARTERS FOR 


Boots, Shoes and Rubbers, 


REPAIRING NEATLY DONE. 


J.J. BASTION, 


LEADING SHOE DEALER. 


A Fine and Large Stock of 
Ladies’, Gent's, Youths’ and Children's Foot- 
Wear of all kinds at Bottom Prices. 


FINE SHOES A SPECIALTY. 


27 NORTH STREET. 
J OHN F. MURPHY, 


DEALER IN 


BOOTS, SHOES 


AND RUBBERS.” 
No. 9 AOADEMY OF MUSIO BLOOK, 
PITTSFIELD, = MASS, 


REPAIRING NEATLY DONE. 


ADVERTISEMENTS. 


X3. £3XXX"'X'XX. 


Manufacturer and Dealer in all kinds of 


PICTURE FRAMES, 


Bric-a-Brac, Fancy Wood Work, Etc. 


Cabinets, Furniture, Etc., made or repaired to order. Carpet Laying, Picture 
Hanging and repairing Small Wares and Fancy 
Articles a Specialty. 


77 NORTH STREET, PITTSFIELD, MASS. | 
WILLIAM NUGENT, 


TOYS, GAMES, STATIONERY, BLANK BOOKS, 
PICTURE FRAMES, ETC. 
BABY CARRIAGES. 


THE LARGEST STOCK! THE LOWEST PRICES! 
Subscriptions for Newspapers and Magazines taken at publishers’ Prices. 
57 NORTH STREET, PITTSFIELD, MASS. 


Lo. IIIDIDE. 


MANUFACTURER AND DEALER IN 


CONFECTIONERY, ICE CREAM, 


BREAD, CAKE, PIE, CHARLOTTE RUSSES, 


AND FANCY BAKERY GOODS OF EVERY DESCRIPTION. 


i ini i MEALS SERVE 
Fine Dining Rooms for Ladies and Gents. V 5^t& ASPRE АТ 
Parties, Picnics, étc., furnished at Lowest Rates. Quality the best. 
Orders by Telephone promptly attended to. 


20 NORTH STREET, PITTSFIELD, MASS. 
T. RHOHLER, 


ICE CREAM PARLORS 


Ice Cream and Water Ices put up in all shapes and Served atany time. 
Reduction to Church Festivals, Excursions, Weddings, Etc. 


Charlotte de Russe, Wine в Jelly, Майе to order at Short Notice. 


Corn Muffins, Tea Biscuit, "Pies, P Plain and Fancy Cake, 
Cream Puffs, Etc. 
ALL ORDERS PROMPTLY ATTENDED TO. 
No. 5 AMERICAN HOUSE ANNEX. 
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The following list will show the varied character and 
high quality of the goods sold by 


PEIRSON & SON, 


23 North St., Pittsfield, Mass. 


F. W. DEVOE & CO.’S Paints and Oil Colors 
MASURY’S Japan Colors 
PARROT’S, VALENTINE’S & STIMSON’S Varnishes 
CAMPBELL & THAYER’S Oils 
UNION WHITELEAD MFC.CO.’S Whiteana Red Lead 
JOHN L. WHITING & SON’S | Brushes 
HENRY DISSTON & SON’S Saws and Trowels 
STANLEY RULE & LEVEL CO.’S Carpenters’ Tools 
H. H. HARVEY’S Masons’ Tools 
HELLER BROTHER’S Blacksmiths’ Tools 
BATCHELLOR & SON’S Farming Tools 
DUNN EDCE TOOL CO.’S Scythes and Crass Hooks 
С. W. BRADLEY’S SONS’ Axes 
О. AMES & SONS CO.’S Shovels and Spades 
FAIRBANKS & CO.’S Scales 
BUFFALO SCALE CO.’S Platform and Market Scales 
ENTERPRISE MFC. CO.’S 

Coffee Mills and Meat Cutters 
RUSSELL & ERWIN МЕС. CO.'S Locks and Knobs 
SARCENT & CO.'S Shelf Hardware 
HOLLY'S AND WOSTENHOLM'S Pocket Knives 
SEYMOUR’S and our own import Shears 
ELIZABETHPORT Cordage 
HAZARD POWDER CO.'S 

Mining and Sporting Powders 
FORCITE POWDER CO.'S ' High Explosives 
ЫССЕТТ’$ Axles and Springs 
EXCELSIOR Tops and Cushions 
HOWELL’S Leathers for Carriage Makers 
JONES and WOODBURN Wagon and Buggy Wheels 


The best grades of Spokes, Hubs and Rims, Rome 
Iron, Sweet's Steel, and, in short, a full line 
of the best goods we can buy. 
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NARDWARE. 


Builders’ Hardware, | Sporting Goods, 
Machinists’ Tools, Hammocks, 
Guns, Rifles, 
Farming Tools, Fishing Tackle, 
Burden’s Iron, Mill Supplies. 


PAINTS, OILS, BRUSHES, Ete. 


AGENT FOR 


Dupont Sporting Powder, Hecla Giant Powder, Fairbanks’ Scales, 


OLIVER AMES & SON STEEL SHOVELS. 


Our Stock is always complete, and prices low. Goods delivered free of 
charge to any part of the city. 


ELEAZER WILLIAMS, 
OPERA HOUSE BLOCK, 


90 NORTH ST., PITTSFIELD, MASS. 
DUTTON & TUGKER, 


DYE-WOUDS, CHEMICALS, 


Anilines and Dye Stuffs Generally, 


OILS, BELTING AND MILL SUPPLIES, 


AGIDS OF ALL KINDS. 


Lubricating Burning Oils, Oil Tanks Cans. 


Rubber, Leather, Raw Hide and Cotton Belting, Ropes and Twines, and 
all supplies for Manufacturing purposes. 


17 WEST ST., - PITTSFIELD, MASS. 


ADVERTISEMENTS. 


IF YOU ARE IN NEED OF 


HARDWARE, PAINTS 


oR GLASS, 


AND WANT THE 


BEST GOODS MADE, 


со TO 


NARRINGTON’S, 


64 NORTH STREET, ENGLAND BUILDING. 


GEO. W. PROUT, 


MANUFACTURER OF 


А5 


| чи NN DEN 


M ili 
uf 


GUN AND LOCKSMITH 


No. 77 North Street, Room No. 6, „g 
Over Platt’s Hat Store, PITTSFIELD, MASS. 1 4» ^ b 


Canopies for Weddings and Parties Put up at 
Short Notice. 
Needles and Attachments for ali Machines. 
Sewing Machine and Bicycle Repairing a Specialty. Also General Jobbing. 


ADVERTISEMENTS. 


H. P. LUCAS, 


AGRICULTURAL IMPLEMENTS, 


BRADLEY'S PHOSPHATES, STOCKBRIDGE FERTILIZERS, 
Farnham's Lime, Portland and Rosendale Cement, Seeds, Etc. 


The Finest Ihawn Seed Mixed. 


AGENT FOR NATIONAL REVERSIBLE SULKY PLOWS, 
SYRACUSE STEEL BEAM PLOW. 


TUN а“ 
A N AN 


ee E a — 
Has taken more First Premiums t ny other Swivel Plow in the Market. 


Columbia Chilled Plow Beats Everything for a Straight Plow. 


National Hay Rakes, Champion and Victor Mowing Machines, 
HORSE AND HAND LAWN MOWERS. 
8 Wollison Block, No. 78 North Street, Pittsfield, Mass. 


Pittsfield Rubber Stamp and Printing Company 


Rubber Stamps and Supplies 


OF EVERY DESCRIPTION. 


Self Inkers, Dating and Numbering Stamps. Seal Presses a Specialty. 
ALSO JOB PRINTING IN ALL ITS BRANCHES. 


WE GUARANTEE GOOD WORK AND LOWEST PRICES. 


87 NORTH STREET, PITTSFIELD, MASS. 


ADVERTISEMENTS. 


"a DUET AC a Fault ipta 
KY NEW SWIVEL PLOW, WITH JOIN 
"um Ei. EILA LL cK CoO., 


DEALERS IN 
AGRICULTURAL IMPLEMENTS, 
SEEDS AND FERTILIZERS, 

No. 4 BANK ROW, PITTSFIELD, MASS. 
Agents for Wiard Plows, Buckeye Mowers, Tiger Horse Rakes, H. J. Baker 


& Bros. Fertilizers, Clark’s Cutaway Harrows, Champion Wagons. Also, a full 
line of Shovels, Hoes, Forks, Scythes, Snaths, etc. 


PRICE, LEE & CO'S 


METAL XRADES DIRECTORY 


—FOR— 


New England and New York City, 


CONTAINING 


ALPHABETICAL AND CLASSIFIED LISTS 
—or— 


HARDWARE MANUFACTURERS AND DEALERS, MACHINISTS AND MACHINERY MANU- 
FACTURERS, ENGINE BUILDERS, BOILER MAKERS, IRON AND BRASS 
FOUNDERS AND MANUFACTURERS, PLUMBERS, STOVE MAN- 
UFACTURERS AND DEALERS, STEAM AND GAS 
FITTERS, ETC., ETC., ETC 


PRICE, $2.50. 


PRICE, LEE & CO., PUBLISHERS, 


707-715 Chapel St., New Haven, Conn. 


ADVERTISEMENTS. 


G. W. BRANCH, 


DEALER IN 


STOVES, RANGES, FURNACES, 
TIIN-WARE, ЕТС. 
Plumbing, Roofing and General Job Work a Specialty. 
41 WEST STREET, - PITTSFIELD, MASS. 


С. W. Wriear. Louis Burns. 


WRIGHT & BURNS, 
Creat House Furnishing Emporium. 


DEALERS IN 
. Furniture, Stoves, Tin-ware, Crockery, Carpets, 
Clocks, Curtains, Ete. 


21 FENN STREET, PITTSFIELD, MASS. 


HOUSERERPERS’ BARGAIN STORE. 
House Kitchen Furnishings 


PLAIN AND FANCY CROCKERY, 
Glass and Tin-ware, Fancy Goods, Toys, Ete. 


131 NORTH ST., - PITTSFIELD, MASS. 
PRICE, LEE & CO. 


PUBLISHERS UF 


The Metal Trades Directory, 


For New England States and New York City. 


101-115 Chapel Street, New Haven, Ct. 
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1852. 1889. 


^ SOHN FEELEY, — 


DEALER IN FIRST CLASS 


COOK AND PARLOR STOVES, 


FURNACES AND COOKING RANGES. 


ALSO DEALER IN 


Lead and Galvanized Iron Pipe, Pumps, 


SINKS, WATER CLOSETS, BATH TUBS, AND WASH STANDS, 
Water Works Fitted Into Houses. 
DRAIN AND CAST IRON PIPE, ALL KINDS. 


Job Work in Tin, Sheet Iron, Galvanized Iron and Copper Finish, 


A Good Variety of HOUSE FURNISHING GOODS always on hand 
and offered at Reasonable Prices. 


31 NORTH ST., PITTSFIELD, MASS. 


CHAS. H. CHAMBERLIN, 


DEALER IN 


COOKS PARLOR STOVES, 


RANGES and FURNACES. 


Lead and Galvanized Iron Pipe, Pumps. 


SINKS, WATER CLOSETS, BATH TUBS, and WASH STANDS. 


Water Works Fitted into Houses. 
DRAIN AND CAST IRON PIPE, ALL SIZES. 
Job Work in Tin, Sheet Iron, Galvanized Iron and Copper Finish 


HOUSE FURNISHING GOODS ALWAYS ON HAND. 
20 West Street, Pittsfield, Mass. 
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О. 5. FISH, 
STEAM RENOVATING. 


DUSTINC and CLEANING CARPETS OF ALL KINDS. 
Renovating Feather Beds, Pillows, Hair and Husk Mattresses. 


New Hair and Husk Mattresses, Feather Pillows 
and Furniture Repairing a Specialty. 


MOTHS DESTROYED IN ALL KINDS OF FURNITURE. 


Cor. South Church and Center Sts., Pittsfield, Mass. 


ROBBINS, GAMWELL & CO., 


Wrought and Cast Iron Pipe, 


BOILERS, ENGINES, PUMPS, 


And all Goods used for Steam, Water or Gas. 
Low Pressure Steam Heating Apparatus. 
STEAM ENGINES EXAMINED AND INDICATED IF DESIRED. 


AGENTS FOR GRINNELL AUTOMATIC SPRINKLER. 


33 and 35 WEST STREET, PITTSFIELD, MASS. 


E. H. ROBBINS. W. W. GAMWELL. E. N ROBBINS. 


Delaware, Lackawanna & Western A. В, Ut. d 
ALL RAIL COAL. 


Lehigh, Bituminous and Cannel Coals, 

i WOOD AND KINDLINGS, 

21 DEPOT ST., PITTSFIELD, MASS. 
WHOLESALE OFFIOB, ALBANY, М. Y. 


Proprietors of Pittsfield Storage Warehouse. 


F. A. WOODRUFF, 


COAL, WOOD and KINDLINGS, 


16 RAILROAD STREET, 
=> Т “1: 1: 5 FIELD, MA SS. 


JOHN F. HEMMING, 


COAL FPA LER, 


5 RAILROAD STREET, 


PITTSFIELD, MA SS. 


ARONA D MILLS, 


Flour, F ced, Meal 


AN ID EN d 


PURE GRANULATED MEAL WITHOUT KILN OR 
STEAM DRYING. CUSTOM GRINDING AT 
SHORT NOTICE. CHOICE MIDDLINGS 
A SPECIALTY. 


R. A. TEELING, Prop. 
102 Wahconah St, PITTSFIELD, MASS. 


W. P. GRIFFEN, 


FLOUR, FEED AND GRAIN, 


BALED HAY AND STRAW. 


3 tt 


ШИШ my "mm Roller” Flour. 


10 and 12 RAILROAD STREET, 
PITTSFIELD, MASS. 


ADVERTISEMENTS. 


READ & BURNS, 
OFFICE, 3 WEST STREET. 


WILLIAM KELLY, 
ЕКЕ АМ UNDERTAKER, 


E N ALSO, 
2 = N EMBALMING. 
2, Е = 


Calls Answered at all Hours. 


TELEPHONE CONNECTION. 


| 148 NORTH STREET, 
PITTSFIELD, MASS. 


Pittsfield Granite and m Warks. 
FULLER & MASLEN, 


Manufacturers of 


Monuments and Gravestones, 
Scotch and American Granite Monuments. 


Marble and Siate Mantels and General Cemetery W oe of the 
Latest and Most Approved Styles at Low Rate: 


Wo. 153 North Street, 


Opposite Maplewood Institute, 


PITTSFIELD, MASS. 


PRICE, LEE & CO., 
Directory. Publishers, 


707-715 Chapel Street, New Haven, Conn. 


ADVERTISEMENTS. 


ee de ole ake — Жы сыйы чш сз ed ть 


GRANITE AND MARBLE WORKS, 


PITTSFIELD, MASS. 


I Respectfully Call Your Attention to My 
Facilities for Manufacturing and 
Furnishing First-Class 


GRANITE and MARBLE WORK 


OF EVERY DESCRIPTION. 
F. О. ANDRUS, Proprietor, 


Cor. Railroad Street, and Francis Av., Pittsfield, Mass. 


JOHN WEITE, 


PROPRIETOR OF 


West Street Greenhouses. 


Choice Roses, Greenhouse 
and Bedding Plants, 


NEW AND RARE VARIETIES. 


ROSE BUDS A SPECIALTY. 
A GOOD VARIETY PALMS, 


Cut Flowers, Wreaths, Crosses, 
Ete., to Order. 


PITTSFIELD, MASS. 


ADVERTISEMENTS, 


. IRWING Е. LESTER, | 


PITTSFIELD, MASS. 


Painting of Every Description, 


PAPERING, GRAINING, ETG. 


All Work Promptly Attended to and Executed in an 
Artistic Manner. 


HARD WOOD FINISHING A SPECIALTY. 
A Fine Stock of Paper Hangings, Paints and Oils. 
SHOP, - - No. 1 SUMMER STREET. 
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Е. Р. WOOD & SONS, 


WHOLESALE 


CHICAGO DRESSED BEEF 


LAMB, MUTTON AND PORK PRODUCE. 


WHOLESALE RECEIVERS HAMS, : (Excelsior : Brand.) 


—anNnp—— 


COMMISSION DEALERS 


TIERCE, PAIL OR TUB 
LARD, 
илсин PICNIC AND BONELESS HAMS, 


Fresh Pork, Loins and Sausages. 


DRESSED + BEEF. SALT PORK IN BARRELS OR TIERCES, 


7, 9 AND 11 RAILROAD Sr. BACON, BOLOGNA, ETC. 


PITTSFIELD, - MASS. 
P. J. AYERS, V. 


Fresh ШИ Meats, » 


POULTRY, ETC. 


New Meat Market, 
Renne Block, 17 Fenn St., 
PITTSFIELD, MASS. 


Goods delivered promptly and 
free of charge. 


GEO. RAAB, 


Wholesale and Retail Dealer in 


BUTT, PORK, LAMB, 


Mutton and Sausage 
Of all kinds. 


064 FRESH AND SALT MEATS, 
i Can Goods and Eggs. 


Lo ү, 15 Soth Street, Pittsfield, Mass, 


ADVERTISEMENTS. 


А. SGHURMEYER & GO., . 


DEALERS IN 


. 22 ig^ = 
6 and 8 МАВКЕ 


AUGUST SCHURMEYER. JOHN HERD. 
: TELEPHONE CONNECTION 34-2. 


CHOICE FAMILY GROCERY 


PROVISION STORE. 


Teas, Coffees and Spices, Stone and Wooden Ware, 


19 NORTH STREET, PITTSFIELD, MASS. 


ЗЕ». A. STEVENS, 


17 NORTH STREET. р 


FANCY GROCERIES 


Fine Teas, Coffees, Spices, Etc. 
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JAMES EAGEN, 


SUCCESSOR TO EAGEN, LINNEHAN & CO. 


GROCER, 


KELTON B. MILLER, 
RETAIL GROCER 


151 NORTH STREET. 


Agent for Christian Superlative Flour. 
Agent for Richmond Creamery Butter. 


I employ only Efficient Help and your orders will: Receive the Promptest Attention. 
TELEPHONE CONNECTION, 


KEENAN & HIGGINS, 


DEALERS IN 


Groceries, Teas, Coffees and Spices. 


BUTTER AND FLOUR A SPECIALTY. 


Railroad St., 2d door above American House, Pittsfield, Mass. 


E^ All Goods of the Best Quality Supplied at the Lowest Possible Prices. 
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Gurley, McGormick & Go., 


ACADEMY OF MUSIC BLOCK, 
98 NORTH STREET, PITTSFIELD, MASS. 


Household Provisions, Fine Groceries, 


CANNED GOODS AND DRIED FRUITS. 


Flour of the Best Brands, Housekeeping Necessities. 


TOBACCO, CIGARS, CONFECTIONERY, FRUITS, NUTS, Etc. 


SPECIAL INDUCEMENTS IN 


TEAS, SUGARS, COFFEES, SPICES, ETC. 


AGENTS FOR THE FAMOUS “N” TEAS. 
Fruits of all Kinds in their Season. 


CASEY Сс BACON, 


Wholesale Grocers, 


Steam Coffee and Spice Mills, 


FOREIGN AND DOMESTIC FRUITS, NUTS, ETC. 


Casey & Bacon’s Block, 3, 5 and 7 Clapp Av. 
Steamship Agents and Foreign Exchange. 


PRICE, LEE. & CO., 
PUBLISHERS OF DIRECTORIES 


—— FoR—— 


Thirty Cities and Towns. 


107-715 CHAPEL ST., NEW HAVEN, CONN. 
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LINEHAN’S, 
GROCERS, 


68 North St., Pittsfield, Mass. 
R. KELLS & CO., 


DEALERS IN 


is Fish, Oysters, Clams, etc. 


Poultry and Game in Season. 
= FRUIT, VEGETABLES, ETC. 
4 WEST ST,, PITTSFIELD, MASS. Telephone Connection. 


© tYXts XU EWN, 
T. Dealer in Groceries and Provisions, 


Fruit, Fish, Oysters and Clams. 


FAIR HAVEN AND NORFOLK OYSTERS IN BULK. 
BERRIES AND BANANAS A SPECIALTY. GOODS DELIVERED PROMPTLY. 


48 Linden Street, Pittsfield, Mass. 


G. A. BOOTH, 


GONGRETE РАШЕК. 


Hard and Soft Walks. Road Ways or Drive Ways Concreted. Paving, 
Curbing, Etc. 


ROOF PAINTINC. LEAKY TIN ROOFS MADE TICHT. 
ROOFING DONE AT SHORT NOTICE. 
Gravel, Rubber and Black Diamond Roofing. 
37 ONOTA ST. (near School-House), PITTSFIELD, MASS. 
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W. N. TEELING & GO., 


MANUFACTURERS OF 


ү Cakes, 


NORTHROP STREET and REAR 159 NORTH ST., 
(New Number 165), PITTSFIELD, MASS. 


Mrs. С. B. WATKINS, 
DINING ROOMS. 


TABLE BOARD AT REASONABLE TERMS. 
MEALS FURNISHED AT ALL HOURS. 


9 NORTH ST., PITTSFIELD, MASS. 
T. T. NEw Ton, 


DINING ROOMS. 


J. Р. NEWTON, Manager. 


Board and Rooms at Reasonable Terms. First-Class Accommodations for Tran- 
sient Guests. Meals Furnished at all Hours of the Day. 


No. 4 COTTAGE ROW, PITTSFIELD, MASS. 
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С. S. FERRY & SONS, 


DEALERS IN ALL KINDS OF 


LUMBER. 


DOORS, SASH AND BLINDS. 


К==== 


=== == 


==—== == ә 


MOULDINGS 
85 WEST 8Т., PITTSFIELD, MASS. 


GEORGE L. HOULE, 


CARPENTER AND BUILDER. 


Plans and Estimates Furnished. 


Shop, Center Street, - Rear St. James Hotel 
RESIDENCE, 51 NEW WEST. 


CHARLES H. CARVER, 


BUILDING MOVERand RAISER 


105 BEAVER STREET. 


All Orders Promptly Attended to. Charges Reasonable. 


ADVERTISEMENTS. ADVERTISEMENTS. 


JOHN K. STRONG, | JOXY Г. SUSSEBL, 
Carpenter, Contractor and Builder. Fut a 


Building and Jobbing will Receive Prompt Attention. 
29 Appleton Av., -  Pittsfield, Mass. 
--LAWRENGE DEELEY,-- 


General Blacksmith, 


LIBERTY STREET, 


PITTSFIELD, MASS. 


Special Attention given to Interfering and 
Over-reaching Horses. 


( Blacksmith 
and Horseshoer, 


көн жне dide d rof 2771 222, 


E i| | 1 `j 
{ нә А ccs 
2 \ M 
XU д The Shoeing of Gentlemen’s | 
Ww | Driving Hurresa Specialty. J 
MI Interfering and Over-reacbing i 
» Horses will be properly Shod. | Си” Г 
Ar * 
B McKay St., near West St., 


PITTSFIELD, MASS. 


Marw Buet ings and Moru € et, nts. Lacks at De r4 
"P an 

attcval a фаст д. Tho босой ну o of Horses а оар. T 

tentan tó abe geven ГА ECoammiuseons to Buy аё Sell and the Pleo- 


J. E. McDONALD, 
ton of Horses f^ the feghet grades off use wa tegulat Joatute of each 


Hors | ЧП М Pew. [| | Sine, ИИ patty: о литерой off Lacie, P AME 
1 Nd ? 4 Y Mi | 0202605 watianted ад tefrcsonted at money tofundad. 


A nemen Driving I given 8-4 ч. * | f | : 

t n's Driving Horses, also | Л | 

to Shoeing Bad Feet. E M Ж $ д | | Office open Yor business day ou nig t. 
59 Fenn Street, corner & И 


Willis Street, — | PREKU 24 West Dt., 6 doors west of ofd stand. 


PITTSFIELD, MASS. e Такен кыли PITTSFIELD, MASS. 
37 
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SAMUEL BRIDGES, 


WA 
m T = ] 


ng Stable. 


All kinds of Single and Double Carriages. 
Prompt Attention Given to All Orders. 


4 RAILROAD STREET, PITTSFIELD, MASS. 


CONNECTED BY TELEPHONE. 


WILLIAM A. READ, 


Livery and Boardi 


Single and Double Teams at Short Notice. 


82 FENN ST., PITTSFIELD, MASS. 
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FRED’K HARRINGTON, 


LIVERY AND FEED STABLE 


North Corner Wahconah Sts. 


FEGT ELTS © 
Single and Double Rigs, Hacks, Omnibuses, Etc. 
Good Drivers and Reasonable Prices. Only Stable on North Street. 
TELEPHONE CONNECTION. 


GEORGE L. GORTON, 


BOARDING, SALE AND FEED STABLE, 


158 North St., PITTSFIELD, MASS. 


J. W. MURRAY, 


f) HOARDING, LIVERY AND FEED STABLES, 


First-Class Livery. 
The Cheapest in Town. 


BOTH SINGLE AND DOUBLE TURN-OUTS, 


BERKSHIRE STABLES, 
No.2 Summer St, - PITTSFIELD, MASS. 
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MAPLEWOOD STABLES, 


GEORGE R. BARBER, Prop. 


Livery boarding ani. Feed Stables 


FIRST-CLASS HORSES- AND CARRIAGES, 


All Orders for Hacks, Carriages, Etc., promptly 
Attended to. 


12: West Street, Pittsfield, Mass. 


F. Ө. GUILDS & C0., 
General Carting and Teaming 


OF ALL KINDS. 


Moving Pianos, Boilers and Safes a Specialty. 


STREET SPRINKLERS. 


ICE and SAWDUST at Wholesale. 


Office, 21 Depot Street, opp. B. & A. Freight House. 


F. G. GUILDS. M. LEHMAN. 


ADVERTISEMENTS. 


Completely Renovated. 


Newly, Elegantly and Comfortably Furnished. 


Modern Improvements and First Class 


in all respects. 


JHmerican House, 


PITTSFIELD, MASS, 


an a Семее, Фм. 


FIRST CLASS LIVERY CONNECTED. 


BERKSHIRE BREWERY. 


GIMLICH & WHITE, Props. 


х с ЗЕ „ SS SOFIE SS 


AND BREWERS OF 


ALE,PORTER * LAGER, 


Railroad, Opp. John Street, 
PITTSFIELD, - - - - 


JOHN P. ROUSE & CO., 


Importers of and Wholesale Dealers in 


MASS. 


Bourbon and Rye Whiskies, 
99 NORTH STREET, PITTSFIELD, MASS. 


FOUNTAIN HOUSE 


LAGER BEER SALOON, 


No. 10 DEPOT ST., PITTSFIELD, MASS. 


RUDOLPH SCHMIDT, - Proprietor. 


“THE INK + 


USED ON THIS PUBLICATION 
ША? 


IS MADE BY RINT 
QUEEN ате. 


PRICE, LEE & COMPANY, 


Directory 
Publishers, 


707 to 715 CHAPEL STREET, 


Cor. Union St., 


New Haven, Conn. 


DENNISON MFG. СО. 


—— MANUFACTURERS OF —— 


TAGS 


—AND— 


Stationers Specialties. 


DENNISON’S TOURISTS’ TAGS FOR TRAVELERS, 


Stratton’s Gummed Labels and Gummed Paper of all colors; Legal and Notarial Seals; Fold- 
ing and Fancy Tickets; Mentzel’s Patent Suspension Rings; The Star Copying Pads; 
Dennison's Game Counters; Wedding Cake Boxes; Visiting and Playing Cards, Etc. 


SEALING WAX MAKERS. 


PAPER TARGETS FOR RIFLE PRACTICE, 


Phillips’ Hook and Clasp Tags; Kimball’s Self-Fastening Tickets; Postal En- 
velopes; McGill’s Paper Fasteners, at Manufacturers’ discounts. 


COLORED “TISSUE PAPERS 


FLOWER PAPERS. 


Proprietors of ‘‘Silver White,” Best Article for Polishing Silver, and 
Miller's **Jewelry Cleaning Casket” and ‘Silver White Casket.'' 


JEWELERS’ BOXES. 


Jewelers’ Cards, Pink and White Cotton, Fine Twines, Etc. 


DRUGCGISTsS’ BOXES, 
Apothecaries’ Powder Papers and Shaving Papers. 
DENNISONS ABSORBENT COTTON, 


FOR DENTAL AND SURGICAL PURPOSES. 


JAPANESE NAPKINS. 


ALL OUR GOODS ARE FOR SALE BY DEALERS EVERYWHERE AND BE 


DENNISON МЕС. CO. 


26 and 28 FRANKLIN STREET, BOSTON, 198 BROADWAY, NEW YORK. 
630 CHESTNUT STREET, PHILADELPHIA. | 109 and 111 WABASH AVENUE, CHICAGO, 
143 WALNUT STREET, CINCINNATI. 404 NORTH THIRD STREET, ST. LOUIS, 

7 SHOE LANE, LONDON, ENGLAND. 


296 ADVERTISEMENTS. 


THE PIONEER COMPANY OF AMERICA. 


ORGANIZED 1866. 


THOROUCH INSPECTIONS. 


Insurance against loss or damage to property, and 
loss of life and injury to persons, caused by 


Steam Boiler Explosions, 


J. M. ALLEN, W. B. FRANKLIN, J. B. PIERCE, 
President. Vice-President. Secretary. 


——DIRECTORS. 


J. M. ALLEN, President. 

LUCIUS J. HENDEE, President tna Fire Insurance Company. 

FRANK W. CHENEY, of Cheney Brothers, Hartford and New York. 

CHARLES M}BEACH, of Beach & Company. 

DANIEL PHILLIPS, of Adams Express Company. 

RICHARD W. Н. JARVIS, President Colt’s Patent Fire Arms Manufacturing Company. 
THOMAS О. ENDERS, of Ætna Life Insurance Company. 

LEVERETT BRAINARD, of the Case, Lockwood & Brainard Company. 

GEN. W. B. FRANKLIN, Vice-President Colt's Patent Fire Arms Manufacturing Company. 
NEWTON CASE, of the Case, Lockwood & Brainard Company. 

NELSON HOLLISTER, of the State Bank, Hartford. 

CHARLES T. PARRY, of Baldwin Locomotive Works, Philadelphia. 

HON. H. C. ROBINSON, Attorney-at-Law, Hartford. 

HON. FRANCIS B. COOLEY, of the National Exchange Bank, Hartford. 

А. W. JILLSON, Vice-President Phenix Fire Insurance Company, of Hartford. 

CLAPP SPOONER, New England Manager Adams Express Company. 

EDMUND A. STEDMAN, Treasurer Fidelity Company, Hartford. 


Home Office, 218 Main Street, Hartford, Charter Oak Building. 


ADVERTISEMENTS. 


GEO. 6. PAGE BOX СО., 


(ESTABLISHED 1844.) 


MANUFACTURERS 


Nos. 3 to 15 HAMPSHIRE ST., CAMBRIDGEPORT, MASS. 


We make a Specialty of PRINTING BOXES for Proprietary 
Medicines, Drugs, Spices, Soaps, etc., etc. 


CAN FURNISH SHOOKS IN CAR LOAD LOTS IF DESIRED. 


324 and 326 PEARL ST., NEW YORK. 


MANUFACTURERS OF 


PRINTERS ROLLERS and ROLLER COMPOSITION, 


Price for Peerless Composition, 40 Cents per Ib. 


Price for Acme Composition, 25 Cents per Ib. 


Full Directions for using our "Composition" with each Shipment. 


Prices for Covering Rollers made on application. Correspondence Solicited. 


38 


298 ADVERTISEMENTS, 


SECURITY INVESTMENT CO. 


Incorporated. Capital, $100,000.00. 
7 Per Cent. Guaranteed Western Farm Mortgages, Payable in Gold. 


6 PER CENT. DEBENTURES SPECIALLY SECURED. 
Fiscal Agent and Trustee American Loan and Trust Co., Boston. State, County and 
Municipal Bonds constantly on hand. 
THOMAS M. BABSON, President. EDWIN WHITE, Vice- S LAN 
FRANCIS I. MÉS TON, Secretary. HERBERT X. SM ITH, Treasure 
Board ot Directors—Jonas Н. Frenc! res. Cape Ann Granite Co., Boston E. 
of Sampson, Murdock & Co., Вов J. L. Я of В. Е. Simmons & Co., ‘Attleboro, Mass.; Thomas 
M. Babson, 'Ass't City Solicitor, Boston; Herbert N. Smith, Boston; Francis Г. Meston, Во; ston; Everett 
8. Horton, of Horton, Angell & Co., Attleboro; James C. McV ay, Pres, First National Bank; 
Odiorne, of Cox, Odiorne & Co., and E. T. White, of Yankton, Dakota. 
BOSTON OFFICE, GROUND FLOOR, POST BUILDING, 17 MILE STREET. 
Western Office, First National сеш Building, Yankton, Рак. 
‚ T. WHITE, Western Manager. 


The Albany Seed Store, Established 1831. 


PRIGE & REED, 


(SUCCESSORS TO PRICE & KNICKERBOCKER), 


Importers, Growers, and Wholesale and Retail Dealers in 


SEEDS, 


Aoricultural Implements, Fertilizers, Ete. 
Nos. 516 & 518 Broadway, Albany, N. Y. 


ESTERBROOKS STEEL PENS. 


OF SUPERIOR AND = Se зтЕтто ота) L :ADING NUMBERS: 
STANDARD QUALITY. MESES os 14, 130, 333, 161. 
SAMPLES AND PRICES ON APPLICATION. 
THE ESTERBROOK STEEL PEN CO., 
Works: Camden, N. J. 26 4 »hn Street, New York. 


ЕР- YoU CAN а 


Clean Your Premises Free from Cockroaches and Water Dus 


By USING 


HOOKER S+ EXTERMINATOR. 


The best article ever placed on the Market and endorsed by 
thousands who have used it. None genuine with- 
out the portrait and signature of S. A. 
HOOKER on every jar. 


Put up in Quart Glass Jars, Six in a Case, 
sent C. 0. D., for $6.00. 


Address all Orders and Cemmunications to 


S. A. HOOKER, 


New Hooker House, 


pum M WILLIMANTIC, CONN. 


GRIFFIN & McELROY, 


—=Pork Packers-—-— 


AND CURERS OF THE 


66 Moo 
CLUBE BRAND” 
= = 


MILD SUGAR CURED 5—97 НАМ AND BACON. 


Dressed Beef, Lamb, Veal, Mutton and Poultry. 
PURE LARD A SPECIALTY. 
COLD AND FREEZING STORACE, 


SPECIAL TERMS FURNISHED ON APPLICATION. 


Nos. 580, 582, 584, 586 and 588 Water St., cor. Gold, 
Joux MoErnor, | BRIDGEPORT, CONN. 


JOHN MCELRoy, 
Jas. H. MCELROY, 


"PARSONS & SEARS, — 


ACORN 


EA 
Tin с 
STOVES 


DOCK-ASH “GRATE, 


FURNACES  HOT-WATER HEATERS. 


Agents for LeBosquet Steam Heating Apparatus, 


Tin, Sheet Iron and Copper Work. 


SPECIAL ATTENTION TO PLUMBINC AND JOBBINC, 
American House Block, 


Railroad Street, - PITTSFIELD, MASS. 


J. С. NICKERSON, 


DEALER IN 


FRESH AND SALT FISH, 


Oysters, Clams, 
CAININED GOODS. 


EGGS, VEGETABLES, FRUITS, ETC. 
{1 Fenn Street, Pittsfield, Mass. 


| 


COTRELL & LEONARD, 


WHOLESALE AND RETAIL 


HATTERS AND FURRIERS, 


Nos. 472 and 474 BROADWAY, ALBANY, N. Y., 


BETWEEN MAIDEN LANE AND STATE STREET. 


я Vo Эдш ЖШ | А Great Variety 


к 2], р a= ; » -— 
Derbys, тҮ ЛУ TS 3 — bos jes of 


Silk Hats, ^ aoe Am к} Fur Collars, 
E R PRY Shoulder Capes 
Eo. f F 


Seal Cans, 


Г uffs and Boas, 
Fur Gloves. | T 


ЖЕ WATERPROOF 

Я MACKINTOSH 
ЖЕЙ GARMENTS 
TRE FOR MEN AND 
fi WOMEN. 
SEAL SKIN DOLMANS AND SACQUES. 


Spring and Summer Wraps and Traveling Cloaks, 
FUR AND SATIN LINED GARMENTS. 
Fur Trimmings and Handsome Wraps from the City of Paris. 


The Most Complete Hat and Fur Store in the United States. 
Orders by Mail Carefully Executed. 
EDGAR COTRELL. DANIEL LEONARD. EDGAR С. LEONARD. 


7 Н.Т MORGAN & 00. FASHIONABLE CLOTHIERS, NORTH ST. ў 


| WILLIAM R. PLUNKETT, Pres. JAMES M. BARKER, Vice-Pres. 
| JAMES W. HULL, Sec. and Treas. Я 


——> ORGANIZED 1851.—3-—«4—— 


BE RE ЕНІН E: 


LIFE INSURANCE CO., 


PITTSFIELD, MASS. - 
HAMER & STONE, General Agents. 


OFFICES: 

Gompany’s Build’g, | BANK BLOCK, 
PITTSFIELD, MASS. NORTH ADAMS, MASS. 
Ренн В. STONE.IGEORGE НАМЕ В. 

| 


«THES 
| 


2 IEEE en 


HUB GRAND 
RANGE, 


Oven Ventilated with Wire Gauze Door. 
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PLUMBING IN ALL ITS BRANGHES. 


GEO. А. BIDWELL., 
BURBANK HOTEL BLOCK, 


116 West Street, - Pittsfield, Mass. 


E. S. ROBISON, 


.*. A. HULL, DRUGGIST, 14 NORTH ST, 


, =з”. I «= т sd — - С 
^ B». NS EM HN d tM AR Do Se 


| "MIEL o RI DO KER Y; Ew sait | 
“Н. $. TAYLOR & SONS, — 


сотта 


: Gents’ Furnishing Goods, . 
167 NORTH ST., .- PITTSFIELD, MASS. 


б.с. GAMWELL, 


P Ж. 


ни" 


-вовйоман & GRAY, mee Established 1837, АСВ ANY, N N. Y. А. y 


DEALER IN 


пш ТЕ BLACK ЁЛ Т 


“Нау and Straw, Wood and erm nd я 

“LIME, СЕМЕНТ, ЕТС. 

14 Railroad St., Pittsfield, Mass. 
^HEERY BROTHERS, 


| Clothiers 8 Outfitters 


д B. ШЕ GLOTHING А. А SPECIALTY. 
Е е 3 Мо, 6 North St., opp. Post. Office, - ! 


Біте FIELD, - - - “MASS. 


же” a 


É MINON 1 жота Wwuins0 e тоор Telia ‘излзвуо. À 


E Eoo: FOSTER & CO., Combination Clothiers, 73 Marth Ў j 


с. М. HOPKINS, 


MANUFACTURER AND DEALER IN 


FURNITURE. 


Upholstering in all its Branches. 


UNDERTAKING A SPECIALTY. 


- nr.. _ wet – 
а am J --—--— = 7k 


100 and | LIBRARY OF CONGRESS. eld, Mass. 


-g 
Chap A Copyright Do. 
Shelf... 


(e "n 
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Berkshire Lie In, ф Big, 
3 WEST ST., 


PITTSFIELD, MASS. 


Represent the Best American 
and Foreign Companies. 


Special Facilities for Placing 


A e GENTS, large Lines, 
E а GITTER LD. Mass 
22 PAA BEOS SURE LUC шзшадысЕ Всей 


JAMES WILSON. F. F. READ. 
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САСКЕ ІО 


COMMERCIAL COLLEGE 


— AND — 


ISUSIITISSSCIIOOL. 


BENJ. CHICKERING, Principal. 


‘Martin's Block, 5 Bank Row, Pittsfield, Mass 


"We aim to fit young men and women for advanced positions in busi- 
ness houses. Low fares to Pittsfield and times of trains favor our pupils 
boarding at home. 


VILLIAM C. SIMONS, 


INVESTMENT BANKER, 


Republican Building, 381 Main Street, 
SPRINCFIELD, MASS. 


MUNICIPAL AND RAILWAY SECURITIES, 
WATER COMPANY BONDS, 
SAVINGS BANK INVESTMENTS. 


CORRESPONDENCE INVITED. 


| JAMES Fi. BUTLER, 
| 


WHOLESALE AND RETAIL DEALER IN 


LUMBER, 


LATH, SHINGLES, 


Doors, Sash, Blinds, Mouldings, 


CASINGS, HARD WOOD, PINE and SPRUCE FLOORING, 


And finished material of evéry description. 


| | Also Dimension Timber Always on Hand or Furnished 
to Order Promptly. 


49 Fenn Street, Pittsfield, Mass. 


CHAS. E. MERRILL, 


LUMBER, 
. DOORS, SASH AND BLINDS, 


MOULDINGS AND WOOD WORK 


Of Every Description Made to Order. 


A ез ле | 
special Attention Given to Stair Building. | 


—— ALSO —— 


BLACKS MILA AND ичн SHOP. | 
140 North Street, Pittsfield, Mass. | 


PIANOS. ORGANS. 


BOHLMAN MUSIC HOUSE, 


SOLE AGENTS FOR THE CELEBRATED 


KNABE PIANOS, ESTEY PIANOS, 
BRIGGS PIANOS, SCHUBERT PIANOS. 


е ESTEYTY ORGANS? 


Sold on the most reasonable terms, and at the lowest possible prices, consistent | 
with first-class workmanship, and superior quality of tone and durability. 


t€^ We warrant every Instrument for 5 years, and guarantee | 
satisfaction. | 


Sheet Music, Latest Publications, Music Books, and a general line of Musical | 
Merchandise. | 


PIANOS TO RENT. 


BOHLMAN MUSIC HOUSE, 34 NORTH cial 


A. N. CHAPIN, Manager. 


GEORGE Н. RUSSELL, 
CARPENTER, 


CONTRACTOR AND BUILDER. 


NEW WORK AND ALL KINDS OF JOBBING 
DONE AT SHORT NOTICE. 


Shop, 73 West Street, Opp. Central Street, 


PITTSFIELD, MASS. | 


WERE 


Ks м. BROWN; 
CARPENTER; 


Contractor an and Builder. 


NEW WORK AND ALL KINDS OF JOBBING 
DONE AT SHORT NOTICE, 


Shop, Allen Street, rear Academy of Music, 


| PITTSFIELD, MASS. 
| WM. J. GARVIN, 


DEALER IN 


CANNED GOODS, 


EGGS, VEGETABLES, FRUITS, ETC., 
145 NORTH STREET, 
PiTTsFiIEBELD, - MASS. 


| ESTABLISHED IN 1831. CAPITAL, $1,500,000. 


PHILIP L. MOEN, President and Treasurer, PHILIP W. MOEN, Assistant Treasurer. 
CHARLES F. WASHBURN, Vice Pres. and Зес’у. CHARLES б. WASHBURN, Ass't. Sec. and Counsel. 


їшї Moen Manufacturing Company 


Worcester, Mass. New York City. Chicago. 


к: VARIETY OF VV T RE; ғов ALL PURPOSES. | 


HARD AND SOFT DRAWN | 
COPPER WIRE FOR ELECTRICAL PURPOSES. | 
Galvanized Iron and Steel Telegraph and Telephone Wire. | 
| GLIDDEN PATENT STEEL BARB WIRE. 


Watch & Clock 
| Main Springs. 


Steel Wire 
for Needles and 
Drills. 


(Eyeglass Springs. ў 


Two Strand 
Twisted & Flat 
Twisted 
FENCE WIRE, | 
without Barbs, | 


| Fence Staples, | 
| Stretchers,ete. | 


a 7 / ны, 
Patent Steel Wire ~ y WS к” Ф Tinned, | 
bale Ties, — Galvanized and | 

Copper Wire, 


On Spools 1 oz, to 11b| 


WIRE ROPE ¢ 


Galvanized Iron Wire Rope for Ship's Rigging, etc. Galvanized Steel Wire Cables for 
Suspension Bridges. Transmission and Standing Ropes, Hoisting Ropes, Tiller Ropes, 
Switch Ropes, Copper, Iron and Tinned Sash Cord, Phosphor Bronze and Copper 
Wire Rope, Wire Clothes Lines, Picture Cord, Galvanized Wire Seizing, 

And all the Fixtures and Appliances required for use with the foregoing. 


SEND FOR PRICE LISTS, CIRCULARS and DESCRIPTIVE PAMPHLETS | 


| New York Warehouse, 16 Cliff St. ( Chicago Warehouse, 107 and 109 Lake St. 
San Francisco Warehouse, 31 Main St. 


(УШ) 


CHENEY BROTHERS. 


SILK MANUFACTURERS. 


MILLS, | 


HARTFORD and SOUTH MANCHESTER, CT. 


SALESROOME, 


NEW YORK, | BOSTON, CHICAGO, 
477 Broome St. 79 Chauncey St. 186 Franklin St. | 


| Velvets and Plushes: Solid Colors, Striped, Embossed. 


| Foulards and Poagees: All kinds and Widths, Plain, Figured, and Printed, 
for Dress Goods and Decorative purposes. 


Handkerchiefs and Mufflers: Printed, Plain, and Brocaded. 


Satins and Twills: Printed and Solid Colors. Millinery Silks, Parasol Goods, | 
Lining Silks, Marcelines, Florentines, Grenadines, Gauze, Black and Colored | 
Gros Grains, Rhadames, Tricots, Armures. | 


RIBBONS, 


Gros Grain, Satin, and Satin Edge. 


TRAMS, ORGANZINES, AND FINE-SPUN SILKS, 


FOR MANUFACTURERS’ USE. 


Silks for special purposes to order. 


ESTABLISHED 1838. INCORPORATED 1854. 


Р [EE - E — M es =á ==. 


е ESTABLISHED 1832.55 


TREADWELL’S FUR STORE 


IS THE BEST PLACE TO PURCHASE A 


Seal Sacque, Dolman 


— ов — 


Ulster 


IN THE WORLD. THEY ARE ALL OF 


TREADWELL’S GELEBRATED DYE, 


Which has stood the test of over 50 years, and is the best 
for Wear and Appearance in the market. Our Seal 
Goods do not need re-dyeing, because they 
* do not fade. n 


A GENERAL ASSORTMENT OF FURS ON HAND AT ALL TIMES, SUCH AS 


Caps, Gloves, Muffs, Capes and Collars, 
Robes, Foot Muffs, Rugs, &e. 


TREADWELL & CO., 
Furs Exclusively, 


482 Broadway and 9 West Third St., cor of Mercer, 
15 James St., Albany, N.Y. New York City. 


Gro. H. TREADWELL. H. TREADWELL. 


448 BROADWAY, ALBANY, N. Y. | 


W. M. BROWN, | 
ATTORNEY 


—— AND — 


Counselor at Law. 


ADMITTED TO PRACTICE, 1875. 


SOLICITOR OF AMERICAN AND FOREIGN PATENTS, 


DRAUCHTSMAN, 


Counsel in Patent Causes. 


PRACTICE IN ALL THE UNITED STATES COURTS. 


I have the most reliable connections in every country where patents are 
granted. My facilities for procuring foreign patents cannot be excelled. 


NOTICE TO MANUFACTURERS. 


All there is of worth in any patent lies in the.claimis. However well an 
invention may be described in the body of a patent, if it is not covered by the | 
claims, the patent is worthless, however meritorious the invention may be. I | 
make a specialty of preparing written opinions as to title and scope and validity | 
of patents for those about to invest in them. The advice of counsel taken in 
time may save thousands of dollars. Correspondence Solicited. | 


NOTICE TO INVENTORS. 
My prices for soliciting American Patents are as follows: 
Ordinary cases—Solicitor’s fee, $30; Government fees, $35. 


Complicated cases—fees in accordance with amount of work required. 
Foreign Patents—fees stated on application. 


CORRESPONDENCE SOLICITED. 
448 BROADWAY, ALBANY, N. Y. 


| 


BOSTON 


Lead Manufacturing Co. 


о сг - 
CORNER CONGRESS & FRANKLIN STS. $ 155 Co 159 Franklin Street. 


КС 
AA 


MANUFACTURERS OF 
Boston “Star” Brand 


PURE WHITE LEAD, 


RED LEAD AND LITHARGE, 
LEAD PIPE AND SHEET LEAD, 


Patent Tin Lined Pipe, 
Pure Block Tin Pipe, 
Copper and Iron Pumos, 
Pig Lead, Pig Tin, Solder, Etc. 
Our Pure White Lead, both dry and ground in oil, we warrant to be strictly pure, 
and guarantee that for Fineness, Body and Durability, it is not surpassed by any Lead 
in the Market. 
We warrant our Red Lead and Litharge to be strictly pure and of the finest quality. 


Awarded a Gold Medal, the highest award, by the Massachusetts Charitable Mechan- 
1cs Association 


SAMUEL LITTLE, President. 
WILLIAM J. BRIDE, Treasurer. 


WOoonD BROS., 


PIANOS and ORGANS 


For Sale or to Rent. 


None but reliable makes offered for sale at our Warerooms. Special agents for 


STEINWAY & SONS, HAINES BROS., 


KRANICH & BACH, VOSE & SONS. 


A Large Stock of Organs, in- 
cluding the celebrated Wor- 
cester, Smith-American and 
Mason & Hamlin Organs. 


Get Our Prices Before You Pur- 
chase, 


- SHEET MUSIC, MUSIC BOOKS, 
WOOD BROS., 
15 NORTH STREET, PITTSFIELD, MASS. 


IESU COUNTY SAIS BAN 


OF PITTSFIELD, MASS. 
| Berkshire Life Insurance бо. Building, 3 North St. 


JOSEPH TUCKER, President. 
| 
| JAMES FRANCIS, GEO. N. DUTTON, BYRON WESTON, F. W. HINS- 


| DALE, Vice-Presidents. 


| ROBERT W. ADAM, Treasurer. 

I, WILLIAM L. ADAM, Assistant Treasurer. 

| WILLIAM L. ADAM, Secretary. 
| TRUSTEES—John Е. Merrill, Josiah Carter, W. Н. Sloan, John C. West, 
| Hascal Dodge, Jabez L. Peck, John V. Barker, Henry M. Peirson, John M. 
| Brewster, Frank W. Dutton, J. M. Stevenson, Charles W. Kellogg, Alexander 
| Kennedy, Arthur Н. Rice, Thomas D. Peck. 

| BOARD OF INVESTMENT- Robert W. Adam, Jabez L. Peck, W. Н. Sloan, 
Charles W. Kellogg, Hascal Dodge. 


ADVERTISEMENTS. 


MAPLEWOOD STABLES, 


GEORGE R. BARBER, Prop. 


Livery boarding ani. Feed Stables 


FIRST-CLASS HORSES- AND CARRIAGES, 


All Orders for Hacks, Carriages, Etc., promptly 
Attended to. 


12: West Street, Pittsfield, Mass. 


F. Ө. GUILDS & C0., 
General Carting and Teaming 


OF ALL KINDS. 


Moving Pianos, Boilers and Safes a Specialty. 


STREET SPRINKLERS. 


ICE and SAWDUST at Wholesale. 


Office, 21 Depot Street, opp. B. & A. Freight House. 


F. G. GUILDS. M. LEHMAN. 


ADVERTISEMENTS. 


Completely Renovated. 


Newly, Elegantly and Comfortably Furnished. 


Modern Improvements and First Class 


in all respects. 


JHmerican House, 


PITTSFIELD, MASS, 


an a Семее, Фм. 


FIRST CLASS LIVERY CONNECTED. 


BERKSHIRE BREWERY. 


GIMLICH & WHITE, Props. 


х с ЗЕ „ SS SOFIE SS 


AND BREWERS OF 


ALE,PORTER * LAGER, 


Railroad, Opp. John Street, 
PITTSFIELD, - - - - 


JOHN P. ROUSE & CO., 


Importers of and Wholesale Dealers in 


MASS. 


Bourbon and Rye Whiskies, 
99 NORTH STREET, PITTSFIELD, MASS. 


BERKSHIRE BREWERY. 


TAS IRS 
ALE,PORTER ¢ LAGER, 


Railroad, Орр. John Street, 
PITTSFIELD, - - MASS. 


